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PREFACE. 



The labor expended in the preparation of this treatise has been much 
greater than apparent. The subject has been elaborated with a scrupu- 
lous regard for originality and a conscientious purpose of presenting 
the truth shorn of every vestige of exagfi^eration. Context, illustrations 
and plates have been especially prepared with the purpose of imparting 
the subject in its simplicity. The work has rested principally with the 
undersigned, who for the past ten years has devoted his energies exclu- 
STvely to the advancement of prothesis. 

Having made a tour abroad, visiting the principal cities of Europe 
and studying thoroughly the niethods and peculiarities of the manufac- 
tui'ers of those cities, he feels himself fully competent to cope with the 




consists of 
igh the senior 

member has for a number of years withdrawn from an active position, 
his judgment is consulted on matters of peculiar importance, and the 
principles which his labors have so thoroughly established, and which 
nave become such an essential and distinctive part of the profession, 
are rigorously followed. The undersigned could not resist tlie impulse 
of paying a compliment to him in the first pages of this book, being 
mindful of the self-sacrificing constancy which has marked his years of 
devotion to the profession. 

About thirty editions of pamphlets and abstracts in English, German 
and Spanish precede this book ; in order to avoid confusion in the enu- 
meration of cuts, privilege has been taken of beginning with the 
number 101. It will thus be seen that any correspondent can refer to 
any particular cut by simply mentioning the number, and there will be 
no danger of mistaking his reference with numbers in former editions. 

The testimonials are of four classes, in numbers as follows : Awards, 
15; press, 50; profession, 140; and wearers, over 700. In all very 
nearly one thousand. This number may be regarded as super-abundant. 
An invitation to our friends to express themselves in regard to our 
work struck such a responsive chord that in a brief time we found 
ourselves in possession of these glowing evidences of confidence and 
esteem. 

The testimonials from wearers are arranged under eight headings, 
enumerated in the table of contents. 

These eight classes are each subdivided into states. 

The object of this arrangement is to enable one to find a case similar 
to his own very near his own door, with whom he may confer. 

The table of contents on page 2 should be consulted for guidance to 
any particular subject. 

The undersigned begs to call the attention of the surgical profession 
to his article on page 100, and invites criticism on the views therein 
expressed. 

A few pa[^ devoted to statistics may be found of interest to those 
who attach importance to the subject. 

Geo. E. Marks, A.B. 

April 3, 1888. 
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A GLIMPSE AT THE PAST, 



Nearly two acore years of labor and thonght devoted to the 
development of an iDdaatry, cabiilated to ameliorate the conditions 
of the crippled and rescue them from a life-long condition of 
dependence is the boast of Mr. A. A. Marks, 

Looking back on those years he has every reason to be proud of 
tbem, freighted as they are with tributes to his incomparable 
genius. Few in this world have the privilege of bearing such honurs. 
Enterprise and t)irift alone can not always secure them. An active 
ingenuity, a soul filled with sympathy, and an indefatigable devo- 
tion to his purpose are the attributes to which his success can be 
ascribed. 

Mr, Marks engaged in the artificial limb businesB in the early part 
of ISSi) in a small and unpretentious way, when but two manufac- 
turers were known to the American people, and at a time when the 
call for an artificial leg or ann was a matter of very rare ocpurrence. 

There was no encouragement for a man whoso aspirations for 
wealth priiinpted his actions, as nothing but an existence could be 
assured in exchange for the devotion of a life of thought and toil ; 
pecuniary emoluments could not be expected ; the uncertain " bub- 
ble reputation" of having restored the cripple to a condition in 
which he could walk, labor, and thrive was the reward for the sacri- 
fice. Tiiis, indeed, was great, for no aim in life can he more 
laudable tlian that of ministenng relief to those whom misfortune 
has placed in a dependent and deplorable condition. 

But the bent of human ambition is for the acquisition of money 
inatead of a few plaudits from the world ; for this reason we pre- 
sume genius concerned itself so little with the advancement of the 
proslhetic*art, and as a consequence the unfortunate cripple was 
for ages an object of pity, neglected, and entirely at the mercies 
of the charlatan or the unskilled. lie hobbled about in a distress- 
ing manner, appealing fruitlessly for amelioration. The grotesque 
peg of Peter Stuyvesant times offered him the best substitute for 
the member he had lost. The iron hand of an ancient warrior 
and the leg of the Holland nobleman were fancies of the imagi- 

• ProstheUc, — a. ot ProsIheBis, same as Prothesls, The proccKU of adding 
U> the human body some artittcial part in place of one tbai niny I>e wauling. 
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nation ; the golden leg of Miss Kilmansegg, that brilliant creation 
of Hood, proved to be a murderous instrument as much as a fasci- 
nating perambulator. 



" But hark ; — as slow as the stroke of a pump 

Lump, thump ; 

Thump, lump ; 
Ab the giant of Castle Otranto might stump." 

The history of artificial limbs begins with very remote times. We 
have evidences that the Romans and the Greeks improvised some 
sort of substitute for the limbs lost in battle and the vicissitudes of 
life. Herodotus tells us of a prisoner who amputated his own foot 
in order to free himself from the shackle, after which he escaped 
and returned to his friends, who made him a wooden foot. 

The treasure-trove that turned up at Capua in 1885 in a tufa 
tomb is probably the most valuable and indisputable evidence that 
artificial legs were made in early times. The relic is now on exhibi- 
tion in the Museum of the Royal College of Surgeons, London. The 
official catalogue describes it thus : 

" Roman artificial leg ; the artificial limb accurately represents 
the form of the leg. It is made withpieces of thin bronze, fastened 
by bronze nails to a wooden core. Two iron bars, having holes at 
their free ends, are attached to the upper extremity of the bronze. 
A quadrilateral piece of iron, found near the position of the foot, is 
thought to have given strength to it. There was no trace of the 
foot, and the wooden core had nearly crumbled away. 

"The skeleton had its waist surrounded by a belt of sheet bronze 
edged with small rivets, probably used to fasten a leather lining. 

" Three painted vases (red figures on a black ground ) lay at the 
feet of the skeleton. The vases belonged to a rather advanced 
period of the decline in art ( about 300 years b. c.)." 

Gen. H. H. Maxwell in commenting on this further says : 

" It is important to add from other sources that the upper third 
of the leg was hollow, while the lower two-thirds were nlled with 
wood." 

From those early times to about the beginning of the present cen- 
tury little or no advance was made in the art ; and, as no evidence 
exists to prove to the contrary, it is quite reasonable to suppose'that 
for many centuries the manufacture of artificial legs was one of the 
lost arts. 

In the early part of the present century the Duke of Anglesoa, 
being in need of an artificial leg, and possessing an inventive faculty, 
suggested to an English instrument-maker, what proved to be a very 
answerable substitute, a decided improvement on the primitive peg 
of the doughty Peter. The leg received but little improvement 
until the venturesome Selpho introduced it into this country with 
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some admirable modifications of his own : Itvre it met wilh Ameri- 
can enterprise and began to thrive. 

Palmer, one of the pioneers, grasjied tlie opportunity, anil with a 
mind rich with ideas labored creditably ; his inventions were meri- 
torious, and we can well understand why HolineB went into ecBlanies 
over his achievements, in his essay entitled " The Human Wheel, Its 
Spokes and Felloes." Unfortunately Palmer exhausted his ideas at 
An early dale, and on account of his tenacious hold on old prineijilen 
was soon superseded by his more energetic rival. 

The demand for artificial limbs was noticeably increasing ; the 
field wa« growing larger ; the cry for something more durable and 
more approximatt} to nature came from every quarter. 

Railroad systems were multiplj-ing in all parts of the country : 
machinery for the rapid production of wares, the tilling of the soil, 
and the harvesting of crops were making great inroads in the econ- 
-omy of labor. 

War-clouds were gathering and conflicts threatening ; all these 
augured the recurrence of accidents and the dismemberment of the 
liaman body. Surgery was awakening from its lethargy. Escula- 
pian powers were to be vouchsafed to the new generation. Tlie 
problem uf the preservation of life wlnlc undergoing perilous opera- 
tions promised to be capable of solution by the diligent ami 
thoughtful. 

Lister was laboring with the antiseptic problem, Synies, Pirogoff, 
Markoe, Wood, Sayre, and an army of other brilliant minds were 
evolving methods which removed diseased parts and gave life and 
comfort to the suffering. All these conditions augntented tlie 
demand for prosthesis, and induced Mr, Marks and others to 
consecrate their lives to the work. 

nie early experiments of Mr. Marks were Irj-ing. No one could 
have worked harder or thought more industriously. 

At first all the movements of the natural leg were imitated and 
put in intricate mechanism ; movements lateral, anterior, posterior, 
astragnloid, were introduced in detail ; modifications and re-adjust- 
ments were mdulged in, until the strncture passed through all the 
possible stages from the leg-automaton to the leg-practical. 

In 1858 Mr. Marks formulated his ideas and constructed a leg 
with antero-posterior ankle movement, the lateral ankle move- 
ment having been abandoned a few- years before by not only 
himself but other manufacturers, as practically needless. The 
peculiarity of his ankle joint was its adjustability ; the angle of 
srticnlation was susceptible of change at the plt-asure of the weai-er ; 
the tension of the Npring was likewise adjustable, and the wear of 
the joint by atlrilinu was compensated for by the turning nf 
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screws. This unique ankle combination was ingenious and met 
with great favor ; the press and the surgical profession conmiended 
it highly, and at the American Institute exhibition in 1859 it 
received the award of a silver medal. 

Presumably the ankle joint had been perfected ; it seemed to 
have supplied every requirement ; and for several years the Marks- 
leg was made with that characteristic feature. 

Mention should here be made of early experiments in endeavor- 
ing to utilize some substance aside from wood for the socket. In 
1854 Mr. Marks adopted the flexible leather socket, somewhat 
similar to the method used in France. That part of the socket 
which encased the stump was composed of leather, so arranged 
that by tightening up several straps the diameters of the socket 
could be diminished so as to accommodate a reduced stump. In 
theory this socket was excellent, but in practice it was found 
inferior to wood ; it did not possess the necessary rigidity to per-' 
manently oppose the weight of the wearer ; the leather or its 
lining would absorb the perspiration and become offensive, and 
worse still, by reducing the socket, the joints would be thrown out 
of line. The leather socket was then abandoned and the rawhide 
socket experimented with, which met a similar fate. Vulcanite 
rubber was afterward used, but that proved to be too friable. Thus 
convinced by experience that wood possessed the greater advantages,. 
Mr. Marks adopted it, and has since used it to the exclusion of all 
other material for that part of the leg that surrounds the stump. 
Nearly all the older manufacturers can recount a similar experi- 
ence. 

In 1861 the ankle joint, which had been the inventor's idol, 
began to show weakness, although it was calculated to withstand 
as much strain as ordinary walking and toiling required ; yet every 
now and then some mishap or little thoughtlessness on the part of 
the wearer would bring undue strain on the working parts, and 
either break or disorder them; no matter how strong the joints 
were made, there invariably appeared to be some weakness, always 
threatening unpleasant 'consequences ; if not a break, there would 
be a squeak or a grinding noise ; some part needed lubricating or 
some cord needed " taking up," or some spring needed replacing or 
stiffening ; always some little annoying or perplexing matter to 
aggravate or embarrass the wearer, or exhibit his condition to 
those from whom he wished to conceal it. From 1853 to 1863 it 
is safe to say that most of the time of the shop was given to the 
repairing of ankle joints, either on limbs of Mr. Marks' construc- 
tion or those of other establishments ; a new cord, a new spring, 
or the bushing of a bolt was the every-day demand. The ankle 
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joint bad been rt-duccd to its simplest and stroiigtst form, and yet 
it was not strong enough ; the tnteral movement had been aban- 
doned, the antero-jioaterior movement liad been reduced from an 
angular artifulatjon of a hundred degrees to that of twenty, and 
slill the invariable complaint of instability and lack of t^ontrol. 
The poor man c«uld ill afford the constant drain on his scanty 
means, and the man of affluence, weary from tlie burden of eon- 
atant anxiety, eraved for something better. 

An old patron of the ankle joint lellH the following story, which 
-ne duubt nut is in substance the repetition of the experience of 
many of the limli wearers wliu read this book : 

" I started from my house one morning to meet a pressing 
engagement. I had not gune far when the ankle joint of my 
artificial leg began to call for grease. My first impulse was to 
disregard it, but the noise increased and became so noticeable that 
I was afraid I might attract attention, wliieh to a nervous man is 
fKimething indescribably unpleasant. 

" I entered a drug store where I liad a passing acquaintance and 
"besought the proprietor to admit me to his private room and 
furnish rae with some oil and a screw-driver. I passed an hour 
in disjointing the foot, luhrieating the parts, and putting them 
together. I resumed uiy journey and got within a short distance 
of my destination, when I made a false step on the toes of my 
artificial foot and broke the heel cord ; this oecnm'd at a moment 
when I was bearing heavily on the toes, and as a result spUntereil 
the front part nf ray ankle. 

"I hailed a carriage, and with the assistance of a passer-by I 
succeeded in hobbling in *the veliicle. The thoroughfare in which 
this happened being a thickly traveled one furniBlied a crowd of 
tlie curious that looked piteously upon me, much to my ment-al dic- 
corafort. Instead nf pushing on to meet my engagement, I dis- 
patched a message of esplanation, and directed the driver to take 
me to my home. Here I was obliged to remain for three weary 
days until my leg could be repaired and retunied to me." 

The recurrence of incidents of this kind convinced Mr. Marks 
that ankle joints were far from perfection, and that improve- 
ments of a very decided character were neeessary. Several 
years were spent fruitlessly in experiments. It was possible to 
make the ankle joint strong, but in doing so the weight would 
become, an greatly increased that to wear it would be burdensome. 
Ah increase in strength incurs ati increase in weight, is one of the 
inexorable laws of physios, and no amount of human ingenuity has 
b*en able to change it. The addition of weight in the ankle joint 
was not admissible ; here were antagonizing conditions which put 
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Mr. Marks in a dilemma from which the abandonment of the ankle 
joint made his escape possible. 

The rubber foot was the outgrowth of many months of thought 5: 
surrounded in its inception with dubious prospects, few had faith 
in it, and Mr. Marks himself was somewhat apprehensive of it& 
future ; the necessity of an ankle joint had ground itself so firmly 
in his ideas of the requirements of an artificial leg that to discard 
the joint altogether was to him more revulsive than otherwise. 

In former editions of his pamphlet he replied in the following 
manner to the often asked question, 

" HOW I CAME TO INVENT THE RUBBER FOOT." 

" The reader will first impress in his mind that I had made arti- 
ficial legs for some ten years after the old style, with ankle joints,, 
wooden feet, etc., before I produced the rubber foot. 

" I had during the last few years of this time become disgusted 
with the mode of constructing a wooden foot with mechanical joints 
at the ankle and toes, and had conceived the idea of a rubber foot, 
as many to whom I revealed my ideas can attest ; but I was m a 
quandary as to a suitable plan for attachment, clinging as I did to- 
the notion that an ankle joint was indispensable. While thus 
endeavoring to solve the problem, an old patient of mine called 
upon me and wanted me to construct a leg for him after a notion 
of his own. The patient had long been suffering from an irritable 
and diseased stump, which exuded a substance that saturated and 
destroyed the cords, joints, and springs of every artificial ankle 
joint he had ever used. He asked me rather bluntly if I would 
make him a leg all solid at the ankle, at the same time saying that 
he was poor and could not afford the expense attending the renew- 
ing of cords, springs, and joints in his artificial ankle joint. * O yes,*^ 
I replied, * that can be done by placing the cords on the outside of 
the leg and sheathing the joint.' He quickly rejoined, * I mean,, 
make me a leg without any cords or ankle joint whatever, perfectly 
stiff at the ankle.' To this I made answer * No, sir, it would be of 
no use to you.' 

" He persisted in arguing with me and finally got me to consent to 
make the experiment. While I was constructing the leg I was con- 
tinually reasoning with myself, and recalling the fact that my best 
operators persisted in tightening their heel cords until they had 
practically destroyed all movement in the ankles. This being the 
case, I began to question the utility of an ankle joint. The leg 
was made for this man after his own ideas. The manner in which 
he walked, the ease and certainty attending every step, the ecstasy 
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he maiiifL-sted in tlie rcalieiitiiin iif his tiopca, — the iwfuieiuiion of an 
artificial leg that wulil witliHtaiul the iwvtire t«8tH of his diseased 
Miimp. — convitiocd me that, with the rubber foot attached, the 
great problem of oonstriicting a leg strong, light, reliable, and com- 
fiirtablc waH in niy power of solutioi). 

" I iin I lied lately applied myself to the development of the rubber 
fiiiit, and forthwith put ttiem in operaljoii ; first, by substituting 
them for old wooden feet on legs needing repairs. In every ease I 
met with success which coiivinred me that the rubber foot was the 
desideratum. Tlie success which has attended its use is now 
unquestioned and stands unparalleled as well as defiant against the 
arrogance of its ' old fogy i^ompetitors,' " 

The rubber foot in its earlioat days was somewhat crude ; it 
possessed merits, but more were undeveloped ; nearly a score of 
years elapsed before all its virtues were patent. 

During the period of experiments, many rubber feet were applied 
to legs of other manufacturers, replacing the oompHcated ones and 
rendering the legs of greater utility. In every instance in which 
the wearer had tried the foot sufficienlly long to overcome the 
novelty, the mhber foot succeeded in winning Iiis admiration and 
the jiromisc of his life-long patronage. 

Wannfacturers did not fail to observe the extensive inroads 
the rubber foot was making in the esteem and confidence of 
the crippled world, nntl the disaster the new departure threatened 
the old methods ; they looked with fear and trembling on the mul- 
titudes fleeing from their [)atronage, and seeking the advantages of 
the new idea. They have at times stemmed the tide temporarily l>y 
circulating base rumors and false reports calculated to dissuade 
those whoso fickleness makes them susceptible of being tamed from 
iheir inclinations. Continuing to print reports from venal and 
1 1 II est io liable commissions who passed judgment on an undeveloped 
article years before many of the readers of this book were born is 
one of the tricks resorted to by some pretentious manufacturers 
even in this late day, and for the lack of something more recent 
and tangible we presume they will continue to do so to the end of 
tlieir time. Like Xerxes commanding the sea to recede, they stand 
in danger of being engulfed by their own folly. 

Notwithstanding the predictions of failure, and in defiance of the 
bitter opposition the mbber foot has always had Ut contend with, 
it has Kueoeeded in making thousands of converts among the 
wearers of the old style. 

Men, women and children walk, run, skate, dance, and toil to the 
amazement of others ; performances regarded as impossible are 
daily being performed with naturalness. The farmer follows his 
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plow on a rubber foot ; the blacksmith works at his forge on a 
rubber foot ; the sailon climbs the rigging, the builder erects houses, 
men and women of every vocation attend to their affairs with little 
concern as to their crippled condition ; they all feel the assurance 
that the rubber foot is firm and reliable and will sustain them in 
their work, no matter what test may be brought to bear. No cords 
to stretch or break ; no springs to weaken ; no joints to squeak or 
make a hideous noise. 

Evidences of the advantages of the rubber foot were accumulat- 
ing, and had already reached such proportions as to command atten- 
tion from the press, medical profession, and the scientific world ; 
those who in earlier times were pronounced in its disfavor were 
fast coming to realize their mistake and gracefully acknowledge 
their errors. 



ARGUMENT. 

The movements of the rubber foot more closely approximate to 
those of the natural foot in walking or running than the movements 
of a mechanical ankle joint leg with wooden foot. 

This may seem paradoxical, but if we study thoroughly the ac- 
tion of the natural ankle joint in walking or running imder varied 
circumstances, we will be convinced of the statement, for we will 
observe that the amount of movement in the ankle joint is in all 
cases very limited and becomes more so the faster a man walks, 
until he reaches a very rapid speed, such as running, when the 
movement of the ankle joint is only such as to throw him from the 
toes of one foot to the toes of the other. At all times the natural 
movement is under the control of, and regulated by the mind. The 
eye telegraphs to the mind just the peculiarity of the surface on 
which the foot is to be placed. The mind responds by commanding 
certain tendons and muscles to operate, and the man walks grace- 
fully, naturally, and with safety. Destroy the sympathy between 
the mind and the foot, and it will not be possible to achieve such 
results. Suppose a man be blindfolded and told to walk a cer- 
tain distance on an unknown road ; he will instinctively walk 
slowly, with a measured and feeling tread, and unless he meets with 
obstacles he will reach the end after much anxiety and concern. 
Require him to walk fast or nm ; if his foot strikes an irregularity 
in the ground he will in all probability fall and injure himself. 

A man with an artificial leg with an ankle joint can be compared 
with the man walking rapidly in the dark, or with one who has lost 
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control over his foot ; eri-ry time be places llie foot on the ground 
be do(>Hii with fear and iiuoertainty, becaunehe has no will-jjower 
over tho movements of his foot ; a |iel)lile or an uneven >>urftiec will 
throw him off his equilibrimn ; bnt with the rubber foul nnd 
rigid ankle every step is made with assurance — no rolling or wab- 
bling about in order to confonn to irregularities. Watch ;i umu 



walk on his natural feel at an easy gait 





Fig. 101. Fig. 102. 

As he advances on hia left, he elevates on the toes of his right. 
(See Fig. 101.) 

He hai-ely touches the heel of his left to the ground when he 
gives his body an impetus with the toes of his right (see Fig. 102); 
the ball of the left foot does not reach the ground until the propul- 
sion given by the right foot has carried the body nearly vertically 





Fig, 103. Fin. IW. Fig. 106. 

<iver tite lefl foot, at this [."iiU (>.e Fiir. i03) his right foot having 
risen from ihe ground, is ill ihc acl of passing the tefl ; it being 
carried well in advance of the left, the heel is plaeed to tho ground 
M the moment the left is well raised on the ball (wee Fig. 1U4); 
ami llie right foot rests flat on the ground when the left is taken 
from the ground and about to pass the right (see Fig, 105.) 



16 A. A. MARKS, ARTIFICIAL LIMBS, NEW YORK CITY. 

"■^ 1 L»_i -J -^ ^^u r_ _m — I. ^1"—^"^ ■■jr 

This is repeated as the walking continues. 

It should be observed that during these movements the plantar 
surface of the foot is on the ground but a short interval, and only 
at such times when the body is nearly and directly over the leg. 
The cuts used to illustrate these five positions have been carefully 
prepared from instantaneous photographs taken from men while 
walking at a moderately rapid speed on natural feet. They reveal 
very curious positions, such as. one would scarcely dream of, and 
appear more grotesque than natural ; they are nevertheless true, and 
present very striking illustrations of the theories embodied in the 
principle of the rubber foot. They show that on natural feet there 
is a time when the man stands on the heel of the advanced foot and 
on the toes of the receded foot, and that the plantar surface of the 
advanced foot does not reach the ground until the body is carried 
nearly over the advanced leg ; as soon as the body is over the 
advanced leg, the heel of the receding leg begins to rise and the 
force of propulsion is obtained from the toes of that leg. 

Let us contrast with these pictures the movements of a man wear- 
ing an artificial leg with a mechanical ankle joint. Advancing on his 
artificial leg, he strikes the heel to the ground ; the toes almost im- 
mediately drop with a thud, and the plantar surface remains on the 
ground during the entire interval that the body is passing over the 
foot ; the heel does not rise immediately, and the wearer has to 
exert himself to " get off " the foot ; this exertion is an additional 
tax; it produces an awkwardness and a limp, and tires the wearer 
more than any other feature of the leg. Some makers of the ankle 
joint leg remedy these difficulties in a measure by tightening the 
cords, thus making the ankle joint practically rigid. When they 
do this they unquestionably improve the conditions ; but why not 
dispense with the movement entirely if it is not to be used ? 

Having thus made plain the movements of the natural foot 
in walking, and having contrasted the movements of the mechanical 
foot, we are now prepared to show that the movements of the rub- 
ber foot with rigid ankle more closely approximate those of the 
natural foot. 

The wearer advances on his rubber foot; he touches the heel to the 
ground first ; the weight of the body being gradually applied to the 
rubber foot causes the rubber heel to compress sufliciently to bring 
the plantar surface to the ground at the moment when the body is 
nearly over the leg ; as the body is thrown forward the weight is 
carried from the heel to the toes ; the heel being relieved of ita 
weight, its elasticity causes it to resume its shape ; this assists in 
urging the body forward and throws the entire weight on the toes ; 
the heel then elevates and continues to do so until the step is nearly 



completed, whi'n the w<.-arer is Biinultaiieously placed in auch a posi- 
tion as to throw his weight forward of aiid hpavily on the ball 
of the foot ; this gives the body a propulsion and urges the 
walking. \ 

A comparison of the two methods in artificial legs, with and with- 
out an ankle joint, will show that with the artificial ankle joint the 
interval that the plantar Bnrfacc rests on the groniid is greater than 
that of the natural fwvt, while with the rubber foot and stiff ankle 
the interval is approximately the same, or possibly a trifle less ; 
hence the argument. 

If the reader will cany out this thought in detail, he will com- 
prehend fully the many advantages possessed in our method of con- 
structing artificial legs ; he will understand why a man on a rubber 
foot can walk farther and faster than one who has an ankle- jointed 
leg which allows the plantar surface to remain on the ground longer 
intervals than nature allows her own ingeniously contrived foot. 

In running, the contrast is still more striking, for with either the 
rubber or natural foot the plantar nnrface is never on the ground ; 
it is the repeated act of springing from the toes of one foot to the toes 
of the other ; but with the ankle-jointed foot, niniung is exceed- 
ingly awkward and unnatural, as there has to be a slight halt in 
every step in order to recover from the action of the springs. 
In standing on the nibber foot the plantar surface rests on the 
ground ; and as there is no articulation in the ankle it supplies a 
large, balancing surface ; hence, men with two rabber feet can stand 
in an easy, graceful manner, with perfect security and with restful- 
nesa ; it is not necessary for him to place one foot at right angles to 
the other in order to brace himself. 

The rubber foot affords the laborer a good substantial substitute ou 
which he can rest and relieve his other leg, unaecompanieil by un- 
certain or treacherous movements. 

One of the patrons of the rubber foot, a painter by occupation,, 
aaya : " I can climb a ladder or stand on a scaffold with perfect 
security. I can give my mind entirely to my work, and forget that 
[ stand on an artificial leg, without risking luy life. An ankle-joint 
leg would make me tottlish, and were I on a la<lder] would have to 
di'pend more on my grasp than on my fool ; but on the rubber foot 
and rigid ankle I feel absolutely safe." 

The fanner who toils in the field can plod along over cobbler 
and clumps on a rubber foot with perfect safety ; the acoumalation 
of mud on his shoe will not cause the toe^ to drop and trip him ; 
uneven aurfaires will not throw him from his balance or bring vio- 
lent jerks lo his stnmp. 

Tliese arguments, we contend, are over«-helming in favor of the 
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rigid ankle and rubber foot. We submit them to the consideration 
•of the careful and thoughtful reader. 

A matter of importance to the greater number of artificial limb 
wearers, those who are not overstocked with the bounties of this 
world, is that of 

ECONOMY. 

A leg or arm which requires frequent repairing is not a very de- 
sirable article, even for those who can meet the expense without 
feeling the drain on their purse ; to them it is a loss of time, 
a tax on their anxieties ; but to the man whose daily toil is his only 
means of livelihood, the occasional buying of a heel cord or an ankle 
spring materially affects his finances. It not only robs him of 
comfort, but deprives his family of many of the good things of this 
life. A few dollars every month, added to the already large demands, 
allows the wolf to get nearer his door. 

We doubt that there is an artificial leg with an ankle joint made 
that will not require from $5 to $25 a year to keep the ankle in re 
pair. We do not say this from any prejudice of our own, but from 
a careful survey of the complaints made by those who have worn 
them. A rubber foot without springs, cords, joints, or complicated 
attachments is absolutely free from even the possibility of such 
annoyances. 

WHY AN ANKLE JOINT LEG IS NOT STRONG. 

The conditions in an ankle-joint leg are such that weakness in 
and about the ankle is inseparable. Let any candid mind think of 
the matter for a few moments and he will arrive at this conclusion. 
In the first place, the ankle of an artificial leg ought, for appearance 
and convenience, to be reduced to approximately the size of the natu- 
ral ankle. In the second place, the weight at and about the ankle 
must be reduced to the minimum. 

It matters little if a pound of weight be added to the thigh of a 
leg ; it is scarcely felt ; but an ounce added to the foot, which, being 
removed some distance from the stump, will be burdensome and feel 
many times its actual weight. Now, in order to have any machinery 
compact enough to be enclosed in the narrow limits of an ankle, 
either weight or strength must be sacrificed ; for, if made strong 
enough to resist the enormous strain and weight of the wearer it 
must necessarily be made of heavy and strong material ; but this 
weight being objected to, the maker is compelled to rob those parts 
of their required strength. We have seen artificial legs constructed 
with very strong ankle joints, and when placed on the scales would 
not balance more than the conventional weight ; but examination 
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would show that, in order to get the total weight of the leg reduced 
to that amount, the thigh piece, joints, and socket had been robbed 
of their substance and the ankle made heavy. 

COMP^VRATIVE WEIGHT. 

Fnserupuloua manufacturers of the complicated ankle-joint 
artiticial legs, in their arguments against the rubber foot, cunipari- 
rubber willi wood, and say the ratio which existG between the 
specific gravities of wood and rubber exists the same between 
artiticial legs made with wooden feet with ankle joints and those 
with rubber feet. We do not hesitate in branding this as an unwar- 
ranted falsehood. We admit that rubber is ht>avicr than wood, but 
nolie« should be taken of the iron hinges, bolts, conis, glass balls, 
screws, and the many trappings required in the attachment of the 
wooden foot and composing the ankle joint ; these attaohnients are 
heavier than rubber and add considerably to the weight of the leg, 
all of whieh nre absent in the rubber foot. 

In every case where feet with ankle joints have been removed 
from legs of other manufacturers and rubber feel applied in llieir 
Mead, the total weight of each leg haef never been increased, but, 
on the eontrarj-, in nearly eveiy case the total weight has been 
diminished by the change from one to eight ounces. It should be 
noiicetl that this reduction of weight has been made entii-ely in 
the foot and ankle, which, lieing removed so far from the stump, 
bcciimes n matter of favorable concern to the wearer. 

Our artificial legs with rubber feet, for ordinary adults, weigh 
from three and a half to six pounds, depending tipoti the size and 
requirements of the leg, A leg for a delicAte lady of ordinary 
tiiae should not weigh over three and a half pounds; but for a 
Urge, robust, lalwriug man it can not be made of laating strength 
and weigh less than six ponnds. These weights are of the leg 

The disposition of the weight of a leg can be so made that a leg 
weighing six ponnds will feel lighter when in use than another 
weighing half as much with the weight otherwise disposed. 

If the thigh part and kneo of the leg are made strong and heavy, 
aH they should be in severe cases, and the foot made light, better 
nwults will follow than if the weight is disposed conversely ; 
although the legs in. either case may weigh the same, there will be 
a great difference in the apparent weight when operating. The use 
of the nibber foot with rigid ankle rendei's it possible to dispose of 
the weight in an advantageous manner. 

A rtrong, heavy thigh piece, with heavy knee joints and -■» light 
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foot will make the leg lasting, and give the wearer more control 
over it, and at the same time feel light and secure. 

REQUIRED WEIGHT. 

The ideas of those wearing artificial legs in regard to weight are 
Tariable and can not be taken as a criterion. Some say, " Make the 
leg as light as possible ; if you can reduce the weight to a pound 
so much the better." Others say, " Do not make my leg too light. 
I have worn them light and heavy, and I find I can walk more 
steadily and step more naturally with a leg of moderate weight than 
with one extremely light. The leg should act like a pendulum, so 
that in raising it after taking a step its weight will be sufficient 
to cause it to swing beyond the center of the body without 
an exertion on the muscles of the stump." These ideas being 
antagonistic with each other, and both being tenable, throws one in 
doubt on the subject, and we are compelled to ask the experienced 
wearer to choose for himself and instruct us accordingly. 

When left to our judgment we always make an effort to reduce 
the weight to the minimum, taking into consideration the sex, 
weight, age, and the occupation of the wearer. If a man asks us to 
make him a leg to last him twenty years, we will endeavor to accom- 
modate him, but he must expect to receive a leg more or less 
heavy, large, and staunch. 

HOW LONG WILL AN ARTIFICIAL LEG LAST? 

The question is frequently asked, How long will an artificial leg 
last ? Our reply is invariably, " That depends on the care that is 
given to it." We can boast of patrons who are now wearing, and 
have continuously worn, an artificial leg made for them twenty-five 
years ago, and bids fair to last many years longer ; but this is 
exceptional, and should not be mentioned as a criterion, no more 
than some of our patrons who, through abuse and recklessness, wear 
their artificials out in a very short time. 

An average made of the frequency with which our patrons renew 
their substitutes fixes the intervals at about every eight years. 

Renewals are made as a general thing, not because the artificial 
is worn out and dilapidated, but because the wearer wants a new 
one, the same as he wants a new coat before the old coat is worn out. 

Men become as proud of their artificials as they do of any article 
of apparel, and those with abundant means frequently supply them- 
selves with several, and keep them in reserve for changes or 
emergencies. Tlien again, changes sometimes take place in the 
i9tump, and require a new leg. Taking all these facts into consid- 
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•eration and fixing the average at eight years is actually depriving 
the leg of much of its deserved credit. 

The United States government with its usual liberality has fixed 
the interval for the issuing of artificial limbs to pensioners at 
five years. 

SHOES AND STOCKINGS. 



All artificial feet should be dressed with stockings and shoes or 
boots the same as the natural. Ankle-joint feet on account of the 
ankle movement will " chew " a stocking and wrinkle a shoe in a 
very brief time ; they not only wear out a greater number of stock- 
ings than the natural foot, but in a short time give the shoe a 
slovenly and ungainly appearance. 

The rubber foot operates quite the opposite ; there is no ankle 
articulation to wrinkle or break the boot or tear the stocking ; at 
the toes the wrinkling is perfectly natural, giving the entire shoe an 
agreeable appearance. We have heard wearers say that in 
five years the rubber foot had saved them, in the cost of 
jstockings and shoes, a sum of money nearly sufficient to buy a 
new leg. 

AN INDISPUTABLE FACT. 



The most overwhelming argument in favor of the principles 
involved in the rubber foot leg is the fact that at this writing over 
«ight thousand are in use, distributed in all parts of the world ; 
this vast army of restored cripples testify to the world the satisfac- 
tory use and the astounding performances their rubber feet render 
them capable of doing. 

The most enthusiastic of our patrons are those who have worn the 
ankle-joint legs of various patterns ; they invariably say that when 
the rubber foot and the ankle-joint foot are contrasted with respect 
to their capabilities of meeting the wants of the wearer the rubber 
foot possesses overwhelming advantages. 

Over eight thousand cripples, representing every nationality, 
every possible vocation, both sexes, and every grade of life and 
society, operating with rubber extremities, with naturalness and 
oomfort, with perfect concealment of their loss, make a prestige 
the rubber foot and hand alone enjoy. Is it possible that the 
reader can ask for more striking testimony or more convincing 
argument than this simple fact ; is not such evidence conclusive, 
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and sufficient to dispel every vestige of doubt ? If it is not, then- 
indeed has reason succumbed to prejudice. 

Over seven hundred letters of commendation will be found in 
this book ; each is a witness testifying in favor of our claims ;. 
this vast number we regard sufficient to establish our points beyond 
cavil. We hope the reader will do this book the honor of reading^ 
these testimonials and drawing his own conclusions from them. 
Each testimonial is a story by itself, interesting in portraying bits- 
of individual historv. 

ARTIFICIAL LEGS. 

Ease and comfort to the wearer in the adjustment, naturalness- 
and elasticity in the movements, durability in the construction and 
safety in the operation, are the paramount requirements of an artifi- 
cial leg ; any artificial leg devoid of any one of these qualities is 
deficient and should not be worn. We claim that our artificial legs 
with rubber feet possess every one of these conditions in the high- 
est degree, in contradistinction with those manufactured upon the 
old principles with complicated ankle joints. The leg is in the 
first place made to fit the stump so as to secure the greatest degree 
of comfort ; the knee-joint and elastic foot enable the leg to oper- 
ate with freedom and elasticity ; these conditions are so combined 
as to secure great durability. 




No. 106. 

Cut No. 10(5 represents the rubber foot as originally invented 
and patented in 1863. 

It was mostly made of rubber of a very spongy, light, and elastic 
character. A piece of willow wood nearly filling the foot at the 
back and top furnished the medium by which the foot was secured to 
the leg ; this core extended down about two-thirds the di>tanoe from 
the ankle to the bottom of the heel, then downwards and forwards to 
a point corresponding to the toe movement of a natural foot as shown 
})y the dotted lines. After a immber of years it was discovered 
that, in cases where the wearer bore heavily on the toes, the 
toes would not always spring back to their proper position ; to 
overcome this objection strips of strong duck wete attached to the 
block as represented in cut No. 107. 
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On either side of these strips of duck, rubber is chemically 
attached and vulcanized with the remainder of tht- foot. 



THE NEW PATENT FOOT, 



The object of this improvement in not only to add to the great 
durability of the foot, but give greater spring to the toes and cause 
them to return to the proper position with et'rtainty, 

A little eonsideration will sliow that in consequt-nce of theat; 
layers of diit^k two forces are created at every movement of tlie 
toes, one ojierating at right angles to the layers, and the other 
longitudinal and coincident with them ; these two forces combine 
to make a resultant and a very powerful force which operates as 
designed. This improvement remedies effectually the only defect 
originally incident to the rubber foot and the one so much exag- 
gerated and contemned by some of our competitors. Special Let- 
ters Patent were issued by the United States for this feature. 

Artificial legs herein described are made to fit the person with 
great care ; either with the presence of the wearer, or from meas- 
urements supplied by him. In either case each leg when completed 
and delivered will be accompanied, without extra charge, by the 
following 

ACCESSORIES. 

Above the knee or knee-bearing leg: The necessary suspenders 
attached, one sock for the stump, screw-driver, box of grease, extra 
spring, and a book of instructions. 

Leg for amputation below knee: Necessary suspenders attached, 
one long and one short sock for the stump, pocket oil can, screw- 
driver, extra lacing, and book of instructions. 

Leg for ankle-joint amputation: Sock for stump, extra lacing. 

When desired the leg will be securely boxed and delivered to ex- 
press or freight office in New York City without additional charge. 
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LEGS FOR THIGH AMPUTATIONS. 




No. 108. 

Cut No. 108 presents a side view of a leg, designed for any 
amputation that has been made at any point above the con- 
dyles of the femur, or, as usually denominated, for amputation 
above the knee. The body of the leg is constructed of willow 
wood, botli upper and lower sections. The leg is firmly attached 
to a rubber foot at the ankle. The thigh section is hollowed to 
accommodate the stump comfortably ; it is then dressed down on the 
outside until it assumes a comely and natural appearance*, of as 
near the dimensions of the natural leg as possible. 

The calf is but a shell of such character as to combine strength 
and comeliness. 

The end of the stump in cases where the femur has in j)art been 
amputated is not allowed to come in contact witli eitlier the bottom 
or the walls of the socket, except in exceptional cases in which the 
periosteal covering of the extremity of the femur has been pre- 
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serreil, tlie tissutB amplu ami nun-adbereiit to the boue, forming a 
«:oinfortal>l€ and safe cushion tu bear upun. 

It is unreasonable to think of hearing on the end of a atiim{> in 
which these conditious do not jirevail. 

Qenerslly, the woigitt in carried on the back section of the lim of 
the thigh jiieije, which is left thick and chamfered to receive com- 
fortably a section of the ipii-hiuin or buttock of the wearer. 

Sime maiiufacturerH tit tijt- socket for thigh amputatious so as 
to carry the weiglit on that fdge of the thigh jiiece that contacts 
with the perinffinm or crotch. We are opposed to this method, 
because, in the first |tlaee, it is a very irritable place to take weight ; 
in the second, t!ie act of taking weight at that point tends to influ- 
enoe the wearer to spread liis legs and ittraddle in walking ; and in 
the third place it ia not at all necessary. 

The Neat is partially prepared by nature to bear this preHsure, and 
jt seems to us proper Ixi take advantage of the privilege nature has 
HO kindly offered. In canes when the extremity of the stmnp is 
well proipcted with non-adherent tissue, and the wearer can bear 
his whole weight on the end without experiencing unpleasant sen- 
sations, we take advantage of the opportunity and place a soft 
cushion or pad inside the soeket, of sufficient thickness to receive as 
niueh of the weight of the wearer as may be found prudent. 

Advantage should be taken of thit opportunity whenever it is 
offered. 
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tages, for which special Letters Patent have been issued by the 
United States. 

Cut No. 110 presents the same joint disconnected, with all the 
parts exposed. The joint has the shape of an inverted T, hence 
its name tee-joint. This joint is made of tongh gun steel, forged 
from one piece of metal. The projecting arms rest in boxes and 
are held there by two hard wood caps, which are secured by steel 
screws passing through the leg into steel nuts. 

The wearer has command over this joint ; he can tighten or 
loosen the bearings at will, have the joints operate snugly orloos?ly 
as he chooses, thus obviating the rattle incident to wear. 

The small steel lever with ball on end projecting from the back 
of the joint operates in the concavity of a hard wood piston ; this 
piston is inserted in one end of a steel spring about seven inches 
long ; this spring is encased with leather and placed in a drawn 
brass cylinder, the convex end of which rests on a bridge placed in 
the interior of the leg in the region of the calf. The spring, piston, 
cylinder, cap, and screws are illustrated in cut No. 111. The operation 
of the spring is two-fold ; it urges the lower leg forward in walk- 
ing, and, by the automatic reversal of its direction of force, holds 
the leg back when the knee is bent at right angles as in sitting. 
Tlie power of the spring can be increased or diminished. If it is 
desired to increase the power, a little packing can be tamped in the 
cylinder, and if it is desired to diminish the power, a link or two can 
be cut from one end of the spring. If the wearer does not want to 
use a spring in the knee he can remove it from the leg with- 
out being required to disjoint the leg or mutilate some of its 
parts. When the leg is together and in working order the knee 
movement is arrested by the striking of the vertical shaft of the 
joint against a pad placed in the knee ; this pad can be increased 
or diminished by the wearer, and the knee movement caused to 
cease at any angle to suit the wearer or to accommodate a low or 
high heel on the shoe. 

The center of movement of this patented knee is placed back of 
the line of the center of gravity of the wearer when standing ; the 
purpose of this is to secure the knee against treacherous bending. 

Price of this leg, complete, with any etyle of suapender, 
each, $100.00. 

Measurements required are explained on pages 60 to 65. 
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Cat No. 112 represents a style of leg for amputation above th& 
knee with a lock attachment in the knee. This arrangement i» 




No. 112. 

oalonlated for persons who have become accustomed to a stiff knee 
leg and desire to have the knee locked when walking or riding 
horseback. The button B placed on the end of a lever is operated by 
the hand ; when this lever is placed forward sufficiently to catch in 
the lever guide, the knee is locked, and can not move; and conversely^ 
when the lever is placed back sufficiently to catch in a second place,, 
the knee is unlocked and at liberty, and will bend naturally for 
sitting conveniences, as in cut No. 113. 

The button B is made large so that it can be readily found 
through the clothing and operated by the hand without attracting 
attention or causing inconvenience to the wearer. We do not apply 
this locking arrangement to every leg, as in most cases it is uncalled 
for and utterly useless ; we only apply it in cases where we are 
directed to do so by the ordering party. 

We have a Baptist clergymen who finds this locking arrangement 
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of peculiar advantage while performing the rites of immersion, on 
account of the buoyancy of the lower leg, and the vcak knee spring 
he insists upon wearing; the leg will double under him at the first 
step unless some similar method is adopted to prevent the knee 
from yielding to the forces of the water. 




In cases of extremely dliort or enervated Htunips thin locking 
arrangement will be found of advantage. Wo make no additional 
charge in the price of the leg for this knee attachment when actually 
required. The price and measurements required are the same as 
for leg No. 1 08. 

IIIP-JOINT AND WAIST UELT. 

Cuts No. 112 and 113 show our hip-joint and waist belt attach- 
ment, designed to give the body control over the leg and relieve 
the stump of some of the burden. It is calculated to be used only 
wliere the stump is weak, or force required to overcome objection- 
able tendencies of the stwmp ; for example, a man going on one 
crutch for some years will influence his stump so as to bang off from 
a vortical line. An ordinary legapplied to a stump in this condition 
would straddle and give the wearer some annoyance ; but the hip- 
joint will force the stump to its proper line and hold it there while 
the leg is being worn. The socket of the leg is made of sufficient 
lenfrtb on the outside to extend nearly to the hip motion ; the steel 
joint is attached at A and works on a plate ; a belt passing aronnd 
the abdomen holds the joint to its place. The hip-joint is applied 
only when ordered, as it is exceptionally required. We make no 
additional charge in the price of leg when the joint is actually 
required. In addition to measurements explained on pages SO to 69, 
give circumference of abdomen. 
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Cut No. 114 representH a leg with taced thigh pieoe calculated for 
thigli amputations in vbich bearing can bo taken od the uiiil. 




Tilt' question maj- hv asked, \\'l]y do wi.- not make all sockets for 
tliigli amputations po as to law and adjui^t, thus provide for the 
emaciation that most always takes plaee in stumps after an artiticial 
leg Is worn? Our reply is, that in cases where all the weight must 
be carried on the top edge of the artificial leg tlie Uced thigh is 
not resistant enough to oppose the weight of the wearer; when 
weight can be borne on the end of the stumjt iu whole or in part, 
it is not necessary to have the top edge bo thoroughly resistant, and 
the leg represented in the above cut can be applied. 

Price and measurements required, same as for leg No. 108. 

The T-joint used in legs thus far described can not be used in 
legs for thigh amputations of great length. The mechanism of the 
T-joint occupies a apace of about three inchea above the center of 
tile knee movement, if the stump ig so long that it requires some of 
this space, it is either necessary to make the artificial thigh longer 
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tlian tlie natural, or to use the bolt joint (described hereafter) ; t 
former alternaliTe being objected to compels us to resort to X 
latter. 




Cui No, 11.5 represents a leg for I high ain|iutatiiiii in wliich tJ 
stiirap extends very nearly to the knee-joint. The knee movemeaU 
are aualogoua to those obtiiined with the T-joint ; its mechanism it 
illustrated in cms Nob. UO-liiO and described on page 34; 
i;ompared with the T-joint it has some disadvantage ; for example, 
tlte adjustability of the bearings and the method of compensating 
for the wear ; these, however, are nominal, as the wearer ean bush 
the bearing to obtain any desired movement or compensate for 
the wear. Price and measuremenls required, same as for leg No. lOR. J 

LEGS FOR KNEE-JOINT AMPUTATIONS. 



Knee -joint disarticulations are 
trimmed, others have not ; woni 
others ailliereni ; and a=a result t 



; some have the condylef^ 
non-adherent tisaaes aud'f 
1 bear pressure on end a 
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others ofui not ; on account of these varioue conditions it is neceasary 
to consider carefully each case and treat it accordingly. 



Cut No. 110 represents n leg for knee disarticulation, one in 
which the articular nurfaceB of tbe condyles have been trimmed, but 
ihe (ubercles or side projections nntonched ; it is seldom possible to 
bear on the end of such an amputation. Tlie bulbous sides give 
the stump a greater lateral diameter than just above tUem. In order 
to hold tJie stump firm in the socket and prevent irritation it is 
necessar}- to make ihe fitting so that the sockot will compress the 
stump just above the condyles, and at the same time give tlie con- 
dyle* absolute freedom from contact. 

In leg No. 1 1 8 the stump is inserted from tlie top and prevented 
from entering too far by the upper annular wooden socket coming 
in contact with the ischium and pelvis ; after the stump is inserted 
and in place the socket is laced tightly and the Btunip held firmly ; 
hcnvy shoulder suspension is unnecessnrv. 

Price of tbis leg, complete, vitta an; style of auepender, each 
S 100.00. 

Measurements refjuired are explained on pages GO to t(5. 
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Cut No. 117 represents a leg for ordinary koee dUarticulation in 
which the condyles have not been trimmed, with the patella re- 
moved or not, and the weight of the wearer capable of being 




carried in whole or in part on the end. The fitting is made to 
receive comfortably the end of the stump, so as to give abundant 
apace for the sides of the condyles and hold the stump firmly just 
above. A soft cushion is placed in the socket on which the stump 
rests ; the stump is then laced firmly in place ; the tubercles on 
the sides of the extremity of the femur afford a means for hold- 
ing the leg without depending entirely on shoulder suspension. 
When but part of the weight can be borne on the end of the stump 
the thigh socket is made to extend well up to the body with flaring 
posterior top to be opposed by the ischium. 

Price and measurements required, same as for leg No. 116. 

All the conditions of knee-joint amputations aro regarded, and 
modifications of the various kinds of legs described in this book are 
made to meet cases to the great«st possible advantage. 
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KNEE-BEARING ARTIFICIAL LEGS. 

The class of legs denominated knee-bearing, include all kinds in 
which the weight is taken on the knee of the stump while the 
stump is in a flexed position. 

Any one of the following conditions will require the use of a knee 
bearing leg : 
^ Anchylosis of the knee-joint in a flexed position. 

Remediless contraction of the extensors, limiting the knee move- 
ment to not more than one half. 

Length of tibia insuflicient to be of service in controlling the knee 
movement of an aitificial leg. 

If there is a possibility of utilizing the stump from the knee 
down for controlling the knee movements of the artificial leg, 
advantage should be taken of it, and No. 123 leg, page 37, should 
be selected instead of the knee-bearing. 

We are aware that with inexperienced persons it is sometimes a 
difficult matter to determine which style of leg should be used, and 
that certain conditions of the stump make the choice problematic ; 
the conditions above mentioned will, as a general thing, guide one 
safely. 

It is very frequently the case that from long periods of disuse, 
or from carrying the stump in a flexed position a great length of 
time, that the knee extensors become contracted. The contraction 
is sometimes very great and the recoverj'- of full movement without 
the aid of the knife a matter of serious doubt ; in such a case a 
knee-bearing leg should unquestionably be used, but it may be 
safely asserted, as a rule, that for all contractions of one half the 
natural movement or less, our No. 123 artificial leg will bring a 
gentle, constant, and painless tension on the extensors and by 
degrees force them to relax and thus ultimately reclaim the full 
knee movement. An artificial leg will almost invariably accomplish 
this without any assistance, and without occasioning confinement, 
hindrance, or suffering. 

If the length of the stump is a question of doubt in the selection 
of the style of leg the following test may be used : flex the 
stump and see if the projection from the back of the thigh or the 
distance from the popliteal space to the end of the tibia is sufficient 
to afford an opposing surface ; one and a half inches are usually suffi- 
cient. 

If the projection is less than that, a knee-bearing leg should be 
selected. 
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Cut No. 118 represents a knee-bearing leg. The thigh piece i» 
hollowed to accommodate the stump ; the natural knee rests on a 




cnshion ; the weight of the wearer beanj on thf knee ; the projecting 
stump, if very long, ]>rotrudes from the back of the socket; the 
stump h held firmly In place by a strong lacing. 

The cut represents the leg slightly bent at the knee, a. slight 
pressure on the ball of the foot to show the yielding nuaiity of the 
rul>ber. 

From the knee to the foot the leg is of wood, car\'ed to as near 
the shape of the natural leg as the construction of the leg will allow ; 
it is hollowed to obtain lightness, and covered with parchment to 
secure strength. The mechanism of the knee may be understood 
by the following cntx : 

Cut No. 119 )>resents a rear view of the knee with all the parts 
together and reatly for use. 

Out No. 120 preHents the same knee with all the parts separated. 
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The bolt is the bearing sitrface ; it la nitidc of Hue stc-ul ; passing 
through the lower extremity »{ the tliigh, it is aeoiired to iJie lower 
leg )iy Hteel strips ; one end of ihv holt in Ranged and the other 
tNjuared ; both are received in steel plates, fittt-d tightly and held in 
place hy a steel tierew. It in thus seeu that the bolt is held to the 
lower leg firmly and the thigh section of the leg caused to move 
abont it. The length of this bolt in ordinary caeea is four inches ; 
this seizures a very larpe hearing surface, and increases its 
lasting i^ualities. The knee movement i^ stopped at the pro]M>r 
angle by an ojjposing brace Kcured to tlie lower leg ; this bi-ace 
impacts against a rubber cushion : a steel spiral spring assists the 
kuee in its movements. The arrangement of tlic spring in this 
joint is similar in itsai-tiim tn that described on page 25 nndposses- 






Ko. 121, No. 122. 

ses the Mmi; advaniagi-s. Tliis method nf constructing a knee-bear- 
ing leg secures very great strength and very excellent knee move- 
ment : it has one disoilvantnge, however. On account of the 
mechanism of the knee being placed below the stump, the thigh is 
elongated froiri two to thri't- iiichi-s. 
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Most wearers do not object to this, as it is scarcely noticeable, and 
the advantage of its. durability more than compensates that of 
appearance, which at the best is but critical ; when, however, the 
additional length of thigh is objected to, and the wearer is willing 
to sacrifice some of the strength, side joints can be used instead of 
the bolt ; as in Cut No. 121. The center of movement of the joint 
in this style of leg is placed above the plane of the lower extremity 
of the knee of the stump ; this admits of trimming off the end of 
socket to very near the knee of the stump, and to about the length 
of the natural thigh. The mechanism of the knee is fully explained 
in Cut 124. 

Knee-bearing aitificial legs are very comfortable to wear, and 
with persons who take pride in operating their artificials, their 
movements become quite natural and the results are very flattering. 

It can not be expected that the knee movement is as sure and 
natural as when the stump from the knee down is utilized in con- 
trolling the artificial knee movement as in No. 123. 

Thepriceof either No. 118 or 121 style, complete, with any 
style of suspender, each $100.00. 

Measurements required ar^ explained on pages 60 to 65. 

Cut No. 122 represents a leg calculated for an amputation a short 
distance below the knee, with stump extended and anchylosed. 

The thigh socket is made of wood and leather ; it is excava- 
ted to receive the thigh of the stump comfortably and to hold 
it firmly. 

All the weight of the wearer is carried on this socket by com- 
pression and by the top edge coming in contact with the ischium. 

The stump from knee down does not touch any part of the leg. 

When sitting the knee of the artificial leg bends naturally ; but 
the stump, being stiff and unyielding, protrudes beyond the leg. 

An auxiliary spring is attached to the front of the leg to assist 
the operations of the knee. 
Price, complete with suspender, each, $100.00. 

Measurements required are explained on pages 60 to 65. 
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LEGS FOR BELOW-KNEE AMPUTATIONS. 

Any leg designed fur an amputation that has been made between 
the knee and ankle, and the stump from the knee down used in 
controlling the knee movements of the artificial leg, in included in 
this clasB. 

Any Btump with half or more movement of the knee, and with 
projection when bent at right angles of one and a half inches or 
more, measared from the popliteal space to the end, can be properly 
fitted with a leg of this class. 





Cut No. 123 represents a leg for amputation below the knee as 
above described. The leg from the_ knee to the rubber foot is made 
of tongb kiln-dried willow wood hollowed to receive the stump 
properly and comfortably ; it is then dressed down on the outside 
to as near the shape and size of the natural leg as possible ; the leg 
is then covered with parchment or buckskin to give it strength. 
The thigh section is made of strong oak-tan russet leather covered 
with soft buckskin. The knee joints are made of steel of suflicient 
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Strength to stand the wear of years. The cut represents the leg with 
considerable pressure on the heel to show the compressibility of the 
rubber. The interior of the leg both above and below the knee 
has the contours of the stump. The stump is inserted and laced 
about the thigh sufficiently tight to hold it firmly in place. 

Weight is carried in part on the thigh and on the anterior, 
interior, and posterior surfaces of the stump just below the knee. 

In cases of hyperaesthesia or extreme sensitiveness about the 
stump the weight is carried entirely on the thigh. 

It is rarely the case that pressure can be applied to the extremity 
of any stump in which amputation has been made in the shaft of 
the bone, unless the tissues are all well preserved and the end of 
the tibia provided with a good natural non-adherent cushion ; under 
these conditions only can weight be taken on the end with impu- 
nity ; when such favorable conditions exist advantage can be 
derived from bearing on the end ; we then place a soft pad in the 
leg. This pad can be increased, diminished, or withdrawn by the 
wearer as he finds advisable. 

Cut No. 1 24 represents the leg disjointed at the knee with all 
the parts exposed. The upper joints fit the slots of the lower 
joints ; a bolt passes through each, and held in place by a screw. 
The strap extending from the thigh piece downward is termed the 
check strap and is applied to the leg for the purposes of checking 
the movement of the knee, and avoiding the metallic sound which 
would result if the stops in the joints were alone depended on. 
This strap is secured firmly to the thigh piece at the upper end, 
and screwed to the calf of the leg at the lower end. This strap 
can be shortened or lengthened as may be desired. 

We have said that an amputation below the knee with knee move- 
ment of one-half or more should be supplied with a leg of this 
class. 

The object in view being to take advantage of the amount of 
movement that exists, with the intention of restoring full movement 
by the influence of the artificial leg. For contraction of not greater 
than one-quarter, an ordinary leg of this class will usually perform 
the work of restoration ; but for contraction of a greater degree it 
is necessary to make some modifications. 

Cut No. 125 represents a leg especially designed for such 
purpose. 

Tlie leg is constructed so as to receive the stump in the position 
of its greatest extension ; the stump and thigh are firmly held in 
place by lacing ; the shelf on which the stump rests is capable of 
being inclined at different angles ; by changing the angle from 
time to time a gentle and increasuig tension is exerted on the ten- 
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dons, which causes them ultimately to relax, and thus restore 
fnll movement. 
Frioe for ITo. 128 or 126 oompletd vith Biupender, eaob, 

tioo.oo. 

Meaeurements required are explained on pages 60 to 65. 





Cut No, 126 represents an artificial leg for amputation below 
the "knee without thigh support. Such cau only be worn with long 
and powerful stumps. If the irregularities of the stump will not 
bold the leg sufficiently secure, i^traps are attached, to either pans 
around the thigh or pass over the shoulder, or both, as may be de- 
sired. 

Price complete, each, 968.00. 

Measurements required are explained on pages 60 to 65. 
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WATERPROOF LEGS. 

Many wearers of artificial legs follow vocations that require them 
to stand or walk in water for a considerable length of time, and in 
consequence have been obliged to use peg legs, as there has never 
been an artificial leg made that would effectually resist this de- 
structive element. Joints, springs, and cords in the ankle would 
rust, break, or stretch, and all the glued parts would loosen and 
become detached. Our endeavor has been to construct a leg that 
would meet this want. 




No. 127. 

Cut No. 127 is a sectional view of our recently invented water- 
proof leg. The core in the foot and the body of the leg are cut 
from one piece of wood, with the grain in the foot at about right 
angles to the grain in the leg, and continuous with it ; this is done 
to give the leg strength. The rubber foot is secured to this core in 
the usual manner. It will be seen that there are no glued or attached 
parts whatever to be affected by water or perspiration. This leg 
is peculiarly suitable for long stumps, as exudations from the 
stump will not weaken or destroy it. This natural crook leg is 
secured by U. S. Letters Patent. 

The same principle can be used for any point of amputation. 

Price same as quoted. 
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LEGS FOR AMPUTATIONS IN OR BELOW ANKLE- 
JOINTS. 

Amputations known as Symes', Pirogoff's, Chopart's, Lisf ranee's, 
Hey's, etc., are performed with the purpose of bearing the weight on 
the end or remaining plantar surface, and with rare exceptions tlie 
stump is capable of doing so. The construction of artificial feet for 
this class of amputations has perplexed the maker more than any 
other. Tlie limited distance from the end of the stump to the floor 
debarred the possibility of making an artificial foot light, neat, 
durable, and helpful, until the rubber foot and natural crook 
solved the problem. Most manufacturers who pretend to treat 
this class of amputations construct a ver}' frail appliance, which 
merely restores the foot in appearance, but affords no assistance 
whatever in walking. A person must be able to raise his entire 
weight on the ball of his foot and elevate the heel in order to walk 
naturally, easily, quickly, and helpfully ; if the artificial foot has an 
ankle-joint that will not enable him to stand on the ball of the foot, 
it becomes a worthless appendage, hindering in fall its operations ; 
this difficulty is an insurmountable one to all adherents of the ankle- 
joint. In order to make an ankle-joint foot sufficiently resistant 
about the ankle to oppose so much strain, the attaching contrivances 
must extend up the sides of the stump, and in doing this much 
objectionable weight and bulkiness will be added to the ankle ; all 
the attaching parts would furthermore be insecure and unreliable, as 
they would be contiguous with the stump, and consequently 
affected by the exudations of the stump. 

Our method of constructing this class of leg is in a very simple 
manner and meets the requirements in every essential. 

The socket which surrounds the stump and the core of the foot are 
carved from one piece of wood ; the grain in the core is approxi- 
mately at right angles M'ith the grain in the socket ; the fibers 
are thus unbroken and in continuous lines, following the contours of 
the limb, as shown by Cut No. 127 ; consequently they are dis- 
posed in a maimer the most advantageous to oppose the greatest 
strain. 

This is accomplished by cutting the socket and core from tlie 
root or branch of a tree in which the natural grain follows a 
favorable curve. The rubber foot is moulded about the core, and 
all are secured in the most substantial manner. It is thus seen that 
there are no attached, glued, or metallic parts to be affected by per- 
spiration. We have two methods of fitting these feet ; one receives 
the stump from the front and the other from the rear. 
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Cut No. 128 represents the foraier. The fitting ia made so 
that the stump la comfortably encased and secured by lacing. 




The entire weight is carried on Uie end ia all cases where there ii 
a j^od flaji and tlicri' are no ohjectiiiff condilionB. 




No. lae. 
Cat No. 12!l iirenentx a typical Symes amputation ; the flap ia 
brought to the front, whore it ia sutured ; the cicatrix ia anterior and 
lateral ; the end of this stum]i is as capable of bearing weight M 
tlie heel of the companion foot, nie extremity of the Htiirap of 
iiiiy of thrse ampmatiuiis is usually biilhotis and considcr^ibly larger 
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than just above ; this con ditiou in fortunate, an it aSorcU a □ 
holding the foot without resorting to thigh sujijiort. 




Cut No. 130 presents the same case with artificial foot applied 
and read)- to be dressed witli stooltiiig and shoe. 

This method of inserting the stump from the front of thp foot 
has some minor objections ; all t)ic strain occiasioned liy rising <^iii 
the toes is comronnicated to the sides and rear of tlio leg ; to 
oppose this strain effectuatly it is necessary to leave the wood at 
those places of considerable thickness ; this adds to the bulki- 
uesB of the ankle. This objection is met by leg represented in Cut 
No. 122. 

Cut No. 131 represents either a Symes or a Pirogoff stump. 

Cut No. 133 represents the artificial foot which receives the 
slump from the rear ; by this method we are able to place the reatflt- 
ing part of the leg to the front of the stump and nearer the bail of 
the foot, thus diminishing the leverage, and consequently allowing 
iho removal of a proportionate amount of material. 

As there is no streugtli required'at the sides of the estremity of 
the stump, the socket can be cut entirely away at those points, thus 
admitting of a lateral diameter of no .greater dimension than the 
stump itself. This method also admits of a graceful and smooth 
curve to the front and the instep of the foot and reduce* the diinen- 
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nions of the heel and instep to the mmimum ; this alone is a very 
desirable advantage over the former method 





No 131 N ISa No. 133. 

riie fitting of the socket is such as to bear comfortably on each 
side of tibia of the stump ; the Htump is held in place by a leather 
case which surrounds the body of the leg and laced in front as in 
Cut No. 133, In this condition it is ready to be dressed with stock- 
ing and shoe. 





No. 134. No. 136. No. 136. 

Cut Ho. 134 represents a Chopart stump ; which is fitted with foot 
No. 13S, simitar to those for the Symes and Pirogoff, differing from 
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tbfm only in ibe fact that the stum)) ia placed neart-r the floor, or it 
is required to tie. Tlic heel of the etump h held to position by a 
braee jiassing np the posterior of the stump ; thiB ib done to coan- 
teract the tendency of the extenaora from drawing tlie heel back- 
ward and the ampuUited surfat^e downward. 

This style of foot can be made ao as not to elongate the leg, aa 
the »tan)|> ia brought adjacent to the plane of the plantar aurface. 
Liofrance'a and Hey'u ampntations are treated ainularly. 

Fig. 136 preaenta the foot apjstied. 

Price for "No. IS8, 132, or 136 oomplete, each $50.00. 

Measiiroinenta required are explained on pagon liO to U5, 

It aometimea occurs that in any of the am)>iitationa in and below 
the ankle-joint the weight can rmt lie earried on the end ; in am-h 
canv Hide joint^i and a thigh pii'<:L' are applied and the weiglit dis- 
tributed about the thigh and below the kuee in proportiona to meet 
the poi^ibilitiea. 




Cut No. 137 representa a double amputation at the ankle-joint ; 
the extremitiea of the atiimjis sloughed in healing and left the aur- 
faoes of the bonea poorly protected ; consequently it was not poaaible 
to bear any weight on the exlremitics. The wood of the upper part 
of the lower leg was left annular and surrounded the stump just 
below the knee ; aide jointa and thigh piece were applied and the 
weight carried at advantageous places. 
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Cnt No. 138 represents tlie artiticial K-gs m [lositioa and Ui« I 
wean-r ready for walking. 




No. 1S8. 

Piioe of each of these, complete, SIOO.OO, with suspenders if 
neoessary. 

MeasureH required are <^<xplamed on pages 6U to (j5. 

Ther(- are many appliaiictiH madt.- calculatf d to be woni on feet ■ | 
ampntalions.bumnlesstheyare BO constructed as to hold the cicatrix \ 
free froiu contact, and at the same time capable of being held suffi- 
ciently firm to the remaining stump as to enable the wearer to 
riiw on the toes, they are practically worthless ; it is impossible to ] 
treat any tarsal or metatarsal amputation and give the wearer any 
help with an appliance that does not extend well up od the log. 
A simple leather inclostirt^ laced ahuut the ankle and instep, with J 
toes to complete the foot, serves only as a filling for the aboe and 1 
does not in the least aid in walking. 
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ARTIFICIAL TOES. 

The amputation of the toes, Cut 140, usually leaves a sensitive 
surface with an irritable cicatrix, which, if allowed to come in con- 
tact with wood, cork, or even the sole of the shoe is in danger of 
becoming excoriated and troublesome. 




No. 139. No. 140. 

Cut No. 139 is calculated to meet this difficulty. A hard wood 
sole, extending back to the heel, is formed to receive the bottom <»f 
the mutilated foot and fitted to protect all the tender points, it is 
strapped firmly in place and held free from the cicatrix. 

This appliance restores the appearance of the foot, and, on account 
of the retention of the metatarsal V)ones, enables the wearer to rise 
on his toes and receive help from that part of the foot while walking. 

Frioe each, $25.00. 

Measurements required are explained on page 65. 

Plaster cast also needed. 



PEG LEGS. 

We are prepared to make peg legs for those who are unable to 
buy the more perfect leg as described. 

We do not advise the use of the peg leg, as it so poorly replaces 
the lost member, and besides, its use has a tendency to impair the 
movements of the stump. 

An artificial leg with rubber foot possesses so many advantages 
over the peg that we urge all to exhaust every possible endeavor to 
buy a good artificial leg with rubber foot, before concluding to wear 
the peg. Let the peg be the last resort. 

Peg legs here illustrated are made of tough wood, well finished, 
with or without knee-joints, as may be required, and with rubber 
bottoms, held by ferrules. 

With the exception of No. 145, they are calculated to be worn in 
the pantaloons the same as a regular artificial leg. 
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Cut No. 141 represents a peg leg for amputation above the knee ; 
it has a knee-joint and will bend in walking or sitting. 




No. 141. 



No. 142. 



Price, without suspenders, well finished, $50.00. 
Measurements required are explained on pages 60 to 65. 
Cut No. 142 represents a peg leg for amputation above the knee. 
It is straight and without knee movement. 
Price, without suspenders, well finished, $30.00. 

" " " no covering, finished on wood, $20.00. 

Measurements required are explained on pages 60 to 65 
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Cut No. 143 representti a pog leg for a knee-hearing stump. 




No. !«. 

Price, without saspenders, well fiiiahed, *50.oo. 
M«aBareiaente reoiiireij at"? erplaiaed en pageE liO to es, 
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Cut No. 144 represeotB a peg leg for amputation below the knee, 
with side joints and thigh piece. 

Price, without suspenders, well finished, $50.00. 

Mtasurements required are explained on pages OO to 65. 

Cut No. 145 represents the cheapest form of peg leg, to be worn 
outside the clothing ; it is made of strong tough wood with cush- 
ioned bearing for the knee to rest upon. 

Prioe each, complete, #10,00,^ 

Measurements required are explained on pages 60 to 65. 



LEGS, APPARATUS AND EXTENSIONS FOB SHORTENED 
LEGS, DEFORMITIES, ETC. 




Cut No. 146 represents a case of malformation. Tlie deformed 
member being a leg in miniature, with all the bones and 
articulations of a natural leg, hut so much dwarfed ai>d dis- 
torted as to bo of no possible avail except in the control of an arti- 
ficial leg. The length of the deformed leg from the perinienm 
to the most distant point did not exceed ten inches. 

Cut No. 147 represents the artificial log constructed for the 
case; the Rt>;)i^'4^^iy^-Ubd htild the deformed limb in place; 
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1i(;n«ath was ])laei-<! tlii> knuu movement, which operated the same as 
No. 108 leg. A rubber foot at the required distance completed 
the strueture and supplied the deficiency in all its demands. 
The wearer was delighted with the resalts, and has now worn 
the same leg for at leant a dozen years, and with it is able to 
conceal his (Jeformity and walk naturally and comfortably. 

Price complete, with choic* of suspenders, tlUO.OO. 

Measurements reipiired are explained on pages CO to 65. Plaster 
cAst alM> required. 





No, US. 



Cut Nil. nv rt-presents a leg coui^tnicted for a chili foot with 
ahortt'iietl leg, cansed by retarded growtli in childhood ; the short- 
ness measured about eight inches ; knee-joint slightly weak, and 
entire leg atrophied. The leg was made to take weight on the 
liottom of the deformed foot ; the side joints and thigh piece 
BOrengthenoii the knee. The leg when ajiplied dressed neaily and 
enabled the wearer to walk with comfort and naturalness with- 
out the aid of crutch or I'.ane. We have made a pair of similar 
legti for a man who had both of his legs deformed, and by the 
use of the artificials was restored to hie proportionate height and 
appearani?e, and was enabled to walk perfectly naturally 

Price complete, each, *100.00. 

Measurements required are explained on pages 00 to 66, Plaster 
<iast also required. 
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Cut No. 149 represents a leg constructed for a woman ; her case 
was the result of hip disease in childhood. From retarded growth 
and displacement of tlie hip joint her leg became ten inches 
shorter than the companion leg ; this deficiency was shared by 
the thigh and lower leg equally. The artificial leg received the 
affected leg and was under perfect control by it ; with this leg 
the wearer was enabled to lay aside her cnitches, which she had 
depended on for over thirty years. In a very brief time she was 
walking as naturally as any one, and with that comfort and relief 
■she had never allowed herself the hope of enjoying. 

Price complete, each, $100,00. 

Measurements required are explained on pages 60 to 65. 




Vo. ISO. 



No. 151. 



Cut No. 160 represents a leg similar to the above. The defi- 
ciency in length of tlie affected leg amounts to but four inches. 
TheNG legs can be made for cases where the deficiency in length is 
but a fraction. 

Price complete, each, tlOCOO. 

Measurements required are explained on pages 60 to 65. 

In cases where there is no weakness of the knee joint and the 
knee can be depended on in operating the artificial leg it is not 
necessary to use side knee joints or thigh piece. Cut No, 161 
represents a'leg suitable for such a case. 
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The natural foot rests on a shelf ; beneath it is a. rubber foot at 
the reqaired distance to extend to the grotind. This leg is only 
suitable for a woman ; her dresacs will conceal the projecting 
upper foot ; but for a man the appearance is objectionable ; in 





Bucli cases we fit the leg to receive the foot of the short leg 
at a greater angle, as in Cut No. 1S2 ; the angle of the foot 
is as great as it is possible to have it and not torture the wearer. 
The weight is taken mostly on the heel and sole of the encased 
foot. 

The rigidity of the ankle in the artificial leg secures perfect 
safety to weak ankles ; the rubber foot supplies all the movement 
necessary. 

This leg will dress very neatly and will enable the wearer to walk 
natnrally, comfortably, and with absolute safety. 

Price of No. 151 or 152, each, $50.00. 

Measurements required are explained on page 05. 

Cut No. 153 represents an artificial leg constructed for the pur- 
pose of extending a shortened leg, the results of anchylofiis of the knee 
inaflexedposition, as well as for utilizing the affected leg in walking. 
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The affeeU'il K-g is reooived in the artifiiial leg from the rear ; 
Hk bottom of the foot regliiig on a surface prepared for it ; most of 
the weight is taken on this surface. A rubber foot beneath the 
natural foot, placcil at the required distance, completes the leg. The 
rigidity of the natural knee renders it unnecessary to ext«nd the 
aniticial leg above the knee. This leg enables tlie wearer to walk 
without limping and without the aid of a 

I'rice, each, 1-50.00, Measurements re- 
qaired are explained on page 65. 

Cut No. 15-t represents an artificial leg 
eonstructoilfora malformation. The natural 
lej; was perfectly formed in every respect, 
with theexceptionof the absence of the foot, 
from knee down it was six uiches shorterin 
length than the companion Iwg, The appear- 
ance of the stump was that uf an ankle- 
joint aiuputation. 

The artiticial leg supplied the deticienoy 
» and restored the wearer in every respect. 
Price, each, *5U.OO, Measurements re- 
quired are explained on page 65, 
t'm Xn, 153 represents a. child with the right leg malformed ; 
the thigh and knee were normal, but from the knee down the leg 
gradually tajiered, and at the extremity a single protuberance 
similar to a toe pointed horizontally aud inwardly. 






Cnt No. l-'it! re]ireRciits the boy with li'j; niiplied ;uid dressed. 
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Cul Nil. 15" represents (on au enlarged scale) the artiticial k-jf 
constrnotcd fur the trase ; the protuberant' e referred to was slightly 
dispUced and received into a. comfortable jjockel. The leg from 
knee down wan eneased. 

When applied the lad was able to walk and run bo naiiirally tliat 
det«ction was impossible. 

Price, eaoh, $50. 00. Measaremente required &re explained on 
in addition to which a plaster cast is required. 





Cut Nu. 158 represents an apparatus for exaeelion of tlu' knee- 
joint, in eases where nuioii of the bune» have failed. Tliis a]>paratu8 
in also ailvantagcoiis for weakness in the knee or loss of patella. 

Price, each. tSO.OO, For measurements required see page 05. 

IvCgs that bave been dwarfeil from bip-joint or other affections 
have until quit* recently been treated by thick cork soles or iron 
frames attached tn the bottoms of the shoes ; these methods are 
objected to, as they afford insufficient support, are unwieldy, unconi- 
Eortable, and instead of concealing the deficiency make an exhibition 
of it. The apparatus herein described are calculated to overcome 
these objectionH in the greatest possible degree and render locomo- 
tion sure, natural, and more of a pleasure tlian a torture. 
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Cut No. 159 represents a leg deficient in lengtli only, uauBed by 
arrested development or diBpliMit-munt of the hip. Ankle raovement 
full and under perfect control ; the amount of shortness, measured 
from the heel to the floor less than four inches. 

It is an ordinary case and often met with. 




Cut No, 16*1 represents a suitable extens-ioTi. The body of which 
is of light wood, toes of rubber ; the bearing surface has a shape to 
receive comfortably the sole of the foot of the shortened leg; it is 
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placed Id a tihot.'; (Cut ICl) made expressly forit, of strong leather 
with high lop to come well tip on the leg ; when the foot is placed 
in pofiitioD, the shoe is laeed tightly, aa in Cut 162. 

Persons with these appliances walk naturally and comfortably, and 
after a very brief experience become very expert in their use. Cut 
163 represents the same dressed. 




i 
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Cat No. 104 represents a similar extension to be applied to a leg 
lliat is short, atrophied, ami partially or totally anchylosed in the 
aukle-joint, as in Cut 165. Tlie subject walks on the ball of the foot ; 
the rigidity of the natural ankle venders lateral movement impoBsible, 
If in either of these cases the shoe insufficiently secures the foot to 
the extension, an additional strap can he fastened to the extension, 
and pass around the Instep of the foot, and be Iftised securely in place. 

If this anxitiary strap can be dispense<l with, it is desirable to do 
so. The wt'igbt in either of these cases can be taken i>n the heel or 
ball of the foot or both, as may be foniid most comfortable by the 
wearer. 

Price, each, with shoe and last, Mo.OO ; without slioe and last, 
♦20.00. For measure m flits required see page 66. 

tf there is any lateral weakness in the ankle-joint, steel joints are 
required on the sides of the extension to give secarity to the ankle 
movement. 

Cut No. 166 represents an apparatus constructed with ankle 
braces. The point of niovement is coincident with the ankle move- 
ment of the foot. 

Price, each, with shoe and last, t30.00 ; without shoe and last, 
kSO.OO. For nieawirements required see page 65. 
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If tlie shortnctis of the deficient leg is bo great tliat more anieriot 
{loelerior strain is brought on the anl<Ie-joint than the joint la capi 
ble of controlling, it is then necessary to encase the heel, anklo an4j 
part of the leg, as in Cuts 151-152, thus secure perfect rigidity torn 
the ankle. 





Cut No. 167 represents a double shoe, calculated to be worn by I 
woman ; it is rarely made, only in cases where vei'y strong ankln 
movement is retained or the ankle aiicliylosetl with the foot i 
right angles to the shaft of the teg. The fool of the shortened 
leg enters the upper shoe and rests flat on a wooden sole ; it i 
there buttoned or laced securely ; beneath this, and at the require 
distance from it, a rubber foot is secured firmly. 

Tliis rubber foot is dressed by an ordinary shoe, a mate li 
one worn im tbe opposite foot. It will be seen readily that thiu 
foot is only desirable for women, as with them it can be concealed 
by their long dresses. 

Price, each, with shoe and last, {40,00; without shoe and lai 
$30.00. For measurements required see page 05. 

If in any of the above cases there exists a weakness in the knefl 
joint, it will be necessary to extend the apparatus above the I 
with side joints to woi-k in harmony with the knee, as in Cu)^ 
149-150. 

These side-braces sup{>ort the knee and prevent any side strun a 
they can be mode to lit sufficiently tight to compress the thigl 
enough to lake all, or a part of the weight on the thigh, thus reljevi 
the lower leg of its burden, — an important provision for cases oil 
fracture or diseased leg. 
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RUBBER FEET ATTACHED TO ARTIFICIAL LEGS OF 

OTHER MANUFACTURE. 

It has been shown that artificial legs with ankle-joint feet are 
more or less troublesome on account of their frequent need of repairs^ 
as well as their uncertain movements, disagreeable noise, and 
unnatural " flop " in walking. We are aware that there are many 
who possess legs of this description, and who would gladly rid them- 
selves of the annoyance, if it did not entail considerable loss on their 
part. To such we desire to say that if the legs in other respects 
than the feet are good, and the fittings comfortable, it will be to 
their interest to have the ankle-joint feet removed and rubber feet 
put in their place. 

We have done this to a good many legs, and have invariably 
reclaimed them, and in most cases made them much better than they 
were originally. 

Many of the testimonials in this pamphlet bear us out in this 
assertion. 

Our charge for removing an ankle-joint foot of any style or 
manufacture, and replacing by a rubber foot, is in each case $20.00. 

Persons concluding to have rubber feet applied to artificial legs 
of any manufacture can be accommodated with a smaller or larger 
foot if desired, and can have the leg made longer or shorter. 
Changes of this kind are made without extra charge. This is a 
very important feature, especially to growing subjects. 

The success of the rubber foot depends in a great measure upon 
the manner and the position in which it is applied to the leg. Con- 
siderable experience is required to teach one the most advantageous 
conditions to be combined in this respect ; therefore rather than 
hazard the chances of a failure we shall decline to sell the foot 
separate and shall insist upon applying every foot to the leg our- 
selves. We can apply a rubber foot to any artificial leg, no matter 
on what principle the leg is constructed or the material of which it 
is made. Two days' time is all that is usually required to make 
this alteration. 
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DIRECTIONS FOR TAKING MEASUREMENTS FOR ONE 
OR A PAIR OF ARTIFICIAL LEGS OF THE FOLLOW- 
ING NUMBERS: 108, 112, 114, 116, 116, 117, 118, 121, 122, 
123, 126, 126, 128, 132, 135, 137, 141, 142, 143, 144, 145, 147, 

148, 149, 150. 

Place a large sheet of paper on a smooth floor or table ; divest 
both leg and stump of clothing ; be seated on this paper with both 
limbs extended; hold a long pencil against the bare person and 
perpendicular to the plane of the paper ; begin at about the hip- 
joint and carrj"^ the pencil down the exterior of the stump, around 
the end, up the interior to the perinaBum, down the interior of 
leg, around the heel, up the exterior to the opposite hip-joint ; when 
passing around the heel endeavor to hold the foot in a position 
approximately at right angles to the leg, or in other words, so that 
the sole will be vertical. 

If this drawing is properly taken it will resemble Cut No. 168, 






No. 168. 



No. 169. 



No. 170. 



If the knee is contracted it will he impossible to have the poste- 
rior part rest on the paper when the patient is in a sitting posture ; 
by lying down, with back on floor, in all probability the entire stump 
will be able to rest on its posterior surface. 

Turn to and lie on the amputated side, with the exterior of 
stump resting on the paper with stump extended as much as possi- 
ble ; in this position draw a pencil from the abdomen down the 
anterior of stump, around the end, up the posterior to the body. If 
the leg is amputated below the knee, flex the stump as near right 
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angles as possible and take side profile of stump, thus showing the 
stump from body to end in two positions, as near straight as 
possible for one position, and flexed to about right angles for the 
other. 

This drawing should resemble cut No. 169. 

Turn to the opposite side and rest the sound leg on the paper with 
the knee in a position flexed to about right angles and the sole of the 
foot on a line parallel with the thigh ; draw the pencil around the 
entire leg while in this position. This drawing, if properly taken, 
will resemble cut No. 170. 

Be seated and place the foot on the paper and 
mark entirely around it ; it should resemble cut 171. 

Stand erect, perfectly plumb, supported with crutches No. 171. 
or canes, and have some one take the following measurements of 
the sound leg. 

With callipers measure the interior-exterior, or lateral diameter 
of each knee at articulation ; measure the distance from the perina^um 
to the floor, from the perinsBum to the end of stump, and from the 
end of stump to the floor. Measure the circumferences of the stump 
beginning on a plane with the perinaeum and repeating at intervals 
of about every two inches to the extreme end. Measure corres- 
ponding circumferences of the sound leg as far down as the knee. 
Measure circumference of leg just below the patella ; circumfer- 
ences of calf, ankle, heel-and-instep, instep, toe-joints, and length 
of foot ; be seated on a chair of proper height to have the leg 
bent at the knee to about right angles. Measure the distance from 
upper edge of patella to the floor ; the distance from the popliteal 
space to the floor. If the leg is amputated below the knee measure 
the distance from popliteal space of amputated leg to end of stump. 

The following engravings are explanatory of the foregoing in- 
structions ; they are placed here as a guide for those who may 
regard the above as obscure. If the measurements have been taken 
according to above instructions, they should compare with those 
taken by the following, this should be done as a test to see that 
they are properly taken, and no omissions made. 
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MEASUREMENTS OF SOUND LEG. 

Length from body, or perinaeum, to floor A O* 

Circumference around leg, close to body .... A 
" 2 inches from body B 



No. 172. 



it 



it 



it 



a 



4 

6 

8 
10 



it 



« 



« 



(( 



a 



it 



a 



c 

I> 

E 

F 

Lateral diameter through center of knee .... G 

That is the distance through tlie joint from the 
anterior to the exterior. 

Circumference just below knee pan • H 

calf of leg I 

smallest part of ankle J 

around heel and instep K 

" instep L 

foot at toe-joints M 

Length of foot N 



i( 



it 



« 



i( 



(( 



Be seated and take the following measure- 
ments, with the aid of a carpenter's square. 
Length from top of knee to floor (sound leg 

bent sitting, see cut No. 1 73) WW 

Length from popliteal space to floor (back 
side on line XX, measured when leg is 
bent at right angles, as in cut 173). .. . 



Diagrams of both sound leg and stump similar to Cuts Nos. 168, 
169, 170 and 171 should accompany these measurements. 
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IF THE AMPUTATION IS ABOVE 
KN^E or in the knee-joint, give in addition to 
the foregoing measurements of sound leg, the 
measurements called for as follows : 

Length from body to end of stump . . . A P 
Circnm. around stump, close to body . . A 

" 2 inches below B 

« 4 " " C 

« 6 " " D 

« 8 " " E 

« 10 " " F 

Length from the end of stump to the 
floor QQ 




I 
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IF THE STUMP IS A KNEE-BEARING, 
that is, contracted or too short to be used, to 
operate the leg, give the following measurements 
of the stump in addition to those (cut 172) of 
sound leg. 

Length from body to support of knee . A P 

Circum. around stump, close to body . . A 

" 2 inches from body B 

" 4 " " C 

" 6 " " D 

** 8 " " E 

Circumference at the smallest place 
above the knee F 

Circumference around stump S S 

The distance the end of stump projects 
back of the thigh U 

Lateral diameter of knee joint G 

I/ength from knee to floor P O 

Length from upper end of knee-pan to 
end of stump R R 

NOTE. 

Give the " length from knee to floor (P O) " 
with great accuracy. 




No. 175. 
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IF THE AMPUTATION IS BELOW THE 
KNEE, and the joint can be used to operate the 
artificial leg, give the following measurements in 
addition to .those (cut 172) of sound leg. 

Length from body to end of stump AT 

Circuni. around stump, close to body, ... A 

" 2 inches below B 

" 4 " " C 

JLM " 6 " " D 

" 8 " " E 

Circumference at the smallest place above 

the knee F 

Lateral diameter through center of 
knee G 

_Lj Circumference at the lower edge of knee 

pan O 

'*'* Circumference 2 inches below H 

« 4 « «< J 

« 6 " " J 

No. 176. " 8 " " K 

" 10 *' " L 

" 12 " " M 

Length of stump below knee, measured from 
back of knee (when bent at right angles) to 

end 

Distance from end of stump to floor T 

If both legs are amputated either above or below the knees, give 
profiles and drawinp^s of both stumps as directed on page 60, together 
with lateral diameters of each knee and circumferences from body to 
end, at intervals of two inches. If the patient is desirous of being 
elevated to a particular height, state the height desired and give 
the length from the end of stump to the top of head ; measured 
while lying on the floor with stumps extended. Give the size 
of shoes desired to be worn on the feet, unless the patient is willing 
to leave that matter to our judgment. 

If the leg has been amputated in any of the articulations, or below 
the ankle articulation, a plaster cast of stump taken from the end 
upwards eight or ten inches will be of great help. If there 
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are any tender npots or peculiarities on either leg or stump, be care- 
ful to note them. Answer the following questions in all cases : 

Kame of patient ? 

Post-offico address ? 

Occupation ? 

Age? 

Weight ? 

Cause of amputation ? 

>Vhen amputated ? 

■\Vliich log amputnlcd, rifjlit or left? 

lias the patient worn an artificial limb ? 

AVlioae makt' ? -How long ? 

Xame of jiarty ordering leg ? 

Poflt-office address of same ? 

MEASITKEMKNTS REQUIRED FOR THE MANTTFACTirRE 

OF APPLIANCES OF THE FOLLOWIXG NOS.: 139, 

151, 152, 153, 154, 157, 15fi, 100, 164, 166 and 167. 

It is desirable to have the wearer present for the fitting and 
adjusting of appliances of the above Niis. In cases where this 
is inexpedient, we will do all we can to reach good results by 
Siting from measurements, profiles and casts. The measurements 
and profiles required are as follows : Side an<l front views of both 
legs, the sound leg in a standing position and the affocted k>g held 
in a position in which the inclination of the foot is the same as 
intended to be when the appliance ia worn. 

These profiles should be taken by placing the leg against a 
piece of i>aper which has been tacked to the wall or some verti- 
cal surface, then marking around it with long pencil held at right 
angles to the wall. The patient is supposed to be standing erect 
on his unaffected leg with the foot of the affected leg resting on 
books or surface elevated and inclined to the desired height and angle. 
In addition give profiles of the bottoms of both feet. Measure 
the distance from the heel of tlic affected leg to the floor, also 
from the ball of the same foot to the floor ; then give circum- 
ferences of both legs separately, from the toea upward at intervals 
of about two inches, extending as far up as it is desired to have 
Apparatus extend. If certain irregularities in the affected leg are 
not describable, a plaster cast carefully taken with the foot in 
the position in which it is to be worn, will be required. The 
most desirable angle at which the foot should be ]>Iaced is the 
most comfortable one that will bring the toes the nearest the 
floor. Supply answers to the questions at the top of this page. 



I 
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SUSPENPERS. 

Tlie methods of BuspenHion for any of the artificial legs thuti fs 
described arc numerous, and eacli method Hc^nis to post 
advantage peculiarly adapted to the individual wearing it. Person! 
who have biscome inured to some peculiar method, and who hav4 

^ found that method to be satisfan'tory in evvi^ 
respect, are not advised to make a change ; by 
describingdetinitely just the kind of a suspender 
tliey are accustomed to, and by making theie 
leqneBt known, they will find us willing to n 
such for them and apply them to a new 
without additional charge. Wheu wc are nc^ 
instructed in this matter, we use our own jud 
mi'Tit and apply Buspeiiders to legs that appeao 
III us to be roost suitable. 
As the result of much thought on the subject 
' ^ ii.icil by the kindly suggestions of our patn 
^ .11- lake pleasure in presenting the following 
5 i|r\ iees and (wmmend them as comfortable an< 

<- Ht No. 177 ropresents our new style, stfitabli 
:iinputation above the knee. The shoulde 
' -i^ips are of two-inch non-elastic webbing 
After passing over the shoulders, one stni 
|>.tsscs through a loop, E, which is attached t 
the other shoulder strap ; tbis has tho 
of holding the straps in place, and prevenlj 
ihe sliding from the shuuldcrs, so bitterly o 
plained "f by wearers of the old style. 

The buckles at A (explaineil hereafter) receive 
and clamp the shoulder straps at any pUoe I 
^uit the weaier ; the snaps at the lower end 
of the buckles receive the strong loops B, t 
which are attached leather straps ; these Btra 
pass down the sides of the leg under guides b 
""■ ' ' '■ keep them in place, then tlirough the pulleys E 

which are secured to both sides of the artificial leg just above ttu 
knee, then passing up the back of the leg through otiicr guidti 
they attach to snaps on the back ends of the suspenders. 
suspenders once attached to the clamp buckles always rema 
for in removing the leg from the body the leather straps are ua 
snapped, front and back, at 1! ; tlie buckles are not disturbed j 
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removing the shoulder straps Trom the shoulilera ; one strap slips 
from the loop E, and then both are readily removed from the 
person. 





The above cuts represent front and baeic views of a pair of these 
8Us|<«»ders applied to a Wg and the wearer j they show the relative 
position of the rollers, the effect of the front loop and back cross- 
pivre. All the elasticity required for good results is obtained in 
the piece of elastif webbing extending from back cross-piece to 
the snap9. 

Thv action of the suspender is illustrated in a side view of the 
patient while walking. It will be seen that the leather strapsmovt 
on the rollers -very easily, and thus compensate the back and front 
pull without oiicasioning any movement of the straps on the 
shoulders. VVhen sitting, the same effect is obtained ; instead of 
the suspenders being slack in front and uncomfortably tight on the 
back, as in the old ntyle, the rollers admit of a uniform pull, both 
front and hack, as seen in the following page. 
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Cut Nu, 183 represents our new buukle, made of strong rolled I 
brass, nickel -plntcd, capable of receiving and holding firmly two* 1 
inch elastic or non-elastic, webbing. The webbing ia held by k I 
toothed clamp which dots not pitTce tlie wvh to iciir >ir wear it 




Pric'e I'aoh 25 cents. 

The rollcm uned with this Siisiwiidci-, riipreBcnted iu cut No. 184, 
are mnde of strong brass with diiralile pullf-ys ; they nro secured to 
llie sides of ihi? sookft of the leg by nfVwATy screws, The pulleys 
are absolnttly noihn-li>sB while in aptiuii and will last many years. 
Price e:ii'li 2'- ns, 





N'n. iKi. No. las. 

Cut No. \^n i<-]ircseiit8 niir old style of suspendcrB ; they do not 



r 
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posBoM tho advantages of th« roller suspender, notwitlisMtidUi}; ihi-j 
have many ailmii-erB. 

The shouliler straps are of fine I'laalio webbing, two tiichf« wide. 
The front Hirups, of two-inch noii-«iiistio web, pans throngh a linli 
and an- bufkleil as reprew-'tited. The mis]>ciidcn« are ntlatrhod to the 
leg bv means of screws holding the leather tags ; thi> webbing ii 
fastened to these tags by plated steel Ds whieh admit of a 'lintt 
pull, thus avoidiog wear on one eilge of the wel»hing. J 

Price per pair, tU.OO. Measurement required; the same aa No. ITtI 




'&'^ 



Cat No. ISO repre»ent» a belt and suBpenJir ciiTiihiiii .1 

The shoulder strapa and waistband are of nou-elastic webbing^ 
straps altacbi'd to leg are of i;4 or 2 inch elastic webbing; ibe^^ 
admit of all the elasticity ner«8sary: are very neat, comfortable. and| 
durable. 

Price tS.OO. MeasurementA required are the name aa fur No. 177(1 
in addition to the uireuinferenee of the limly about the waist. 

Cut No. t(t7 represents suspender for leg for amputation Whiw ttwfl 
knee, and knee-bearing leg* where but one shoulder strap is requirwd.1 
Tile BhouIder-Btrai> is of two-inch elastic webbing. 

The front end is buckled to our new clanip buckle, snapped to i 
metal D fastened to the fnmt upper edge of thigh piece : ' 
bock end of shoulder strap is attached to a spring snap, to vhi(d| 



A. A. HABES. ABTinCIAJ. LDIBB. NEW VORK CITY. . I 

is eocured a D, fa^ioned to tlii- buck part of the thigh piece. This 
Hiis]ieiider can be adjusteil by the buckle once for all time. On 
removing the leg the euspender can be unsuapped both front and 
back, thus simplifying the process of taking off and putting on. 
ThU suspender, passing over the opposite shoalder, does not liave a 
tendency to slip from the shoulder, except in cases where the 
weariT has round shoulders. In such oases a piece of webbing 
»hould be attached to the back part of shoulder strap, and pass 
laterally across the back, around the body, under the opposite arm, 
and buckled to the front strap. 

Price $1.50 Mt-isurtments required same as No. 177. 



Cnt No. IB» repivsenis the old style of suapenilor for a leg for 
amputation below the knee. It is similar in material and pattern 
to No. IS.'S Suspender, except that it is to go over but one shoulder 
and adjusted to thigh piece by means of si-rew buttons which admit 
of direct pull. 

Price, e.-ich, without screw buttons, tl.aO, Measures required, 
same as Nn. 1>7. 

Screw Button* for suspenders No. 188, made of brass, nickel- 
plated, represented by cut 189, per pair, 50 cents. 
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SUSPENDERS FOR WOMEX. 

Cut No, IflO rpprt'sents our roller Bnapender especially desigiied 
for a woman with ainpulation above the kuee. It is provided with 
a broad yoke fitting tlie htpH noally. 

Thia yoke makes an excellent Bupliortei- for the leg. The leg 
and sbonlder straps are attached to the yoke, and are adjusted by 
buckles ; when women are broad about the hips, the eutirc weight 
can be safely carried on the yoke, the shoulder straps loosened or 
dispensed with. The nioveinent of the straps on the rollers secures 
all the advantages posseened by style No. 177. 

The yoke secures the leg so firmly to the pei'soii that the appar- 
ent weight of the ieg is reduced inaterially. 




Price Is. 00. In ordering givewaiat-measurement, or, Iwtter still, 
cut a paper pattern to fit the waist and hips ; give measurement 
from top of leg on back, over the shoulder, to top of leg in front. 
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Cut No. 191 represents a yoke suspender ; calculated for a woman 
wearing a knee-bearing leg or a leg for amputation below the knee ; 
it is similar to style No. 190, except in its connections with the leg, 
which the illustration clearly presents. 

Price $3.00. Measurements required same as No. 190. 

Style 192 is similar to above, except that shoulder straps are dis- 
pensed with. 

Price $2.00. Waist pattern only required. 

SUSPENDERS FOR DOUBLE AMPUTATIONS. 

Any of the suspenders described can be so modified as to be 
suitable for double amputations. 

Price, style No. 177 modified for double amputations, $5.00. 

" style No. 187 modified for double amputations, $3.00. 

style No. 190 modified for double amputations, $7.00. 

style No. 191 modified for double amputations, $4.00. 

" style No. 192 modified for double amputations, $3.00. 

In ordering suspenders for artificial legs, designate the style by 

the number. 

Persons ordering artificial legs are entitled to any style of sus- 
penders without additional charge. 
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ARTIFICIAL ARMS. 

A OerniaQ knight of the ItJth centurv hy tho name of Goet? 
Berliehingen is erediud will) having fioa^eeeed an arii&cial hand 
which enahled him to engage in battle, a)i<l asKistcd him in many 
deeds of valor. The liand was of iron, of enormous weight, attached 
to Ills armor and operat«d by some ingenioui; mechanism which f(ff 
its initial power, depended on the exertionaof the opposite hand. 
It had a grasping power at such intervals as when the com] 
hand released certain springe aft«r having placed the object to tw 
lield within its chitch. This hand may be regarded as tho firat 
artilicial hand of which we h»ve any authentic knowledge. PIiny» 
however, speaks of M. Surgius, 167 B. C, as havingmade and wont 
an artificial hand with which he was enabled to render heroic scr- 
vii*. B. A. Watson, M. I>., in his "Treatise on Ampuiatiuna 
and Their Complications," qnotea the original Latin : " M. 
Sergio ut equidem arbitror, nemo igiiemqtiam hominnm jure praeti 
lerit, licet pronepos Catilina gratiam nomim deroget. Scouiido 
ftipendio dextram manum [lerdidit, .... dextram sibi f(-r> 
ream fecit, eaque ruligata procliatUN C'rt-'nionam obsidionc rxemit.' 

This pat in our vemaoular reads thus : " I suppose every otM 
would admit that M. Sergius, the great grandson of Cataline, had. 
not diminished the fame of hiK name i^ince he lost his right band in 
his second campaign. . . . He made himself an iron right hand, 
and, with this fast«ned on, having fought a battle, he released Ci 
mona from aiege." 

Pliny says : "He prostratt-d Placentia and took twelve of lM» 
enemy's camps in Gaul ; all tim appears from the speech which he 
made on his pnetorship when his eoUeagnes wished to shut bin. 
out of the sacred rites m a mutilated man." (C. Plinii, IlisL Nat. 
26, 104-lOfl) 

Unfortunately Pliny fails to describe the meohanism of that 
hand ; hut from the fact that his eolleagnrs inter]>o»cd his 
misfortnne as a sufficient reason for his preohision, we feel justi- 
fied in concluding that the iron hand which he wore was of little or 
no value, aside from that for which it was especially designed, vie, 
the holding of the rt'ins of his horse or asitisting in guarding hta 
{■erson by a shield. Tlio hand of Goetit von Uerlichingvn was in all 
probability )iatt«rned after that of M. 8ergiUB,as it was designed for 
thr 'Hinv purpose. 
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PaMHing to moru nmdcm times, we learn of but little advaiioe in 
tbJB line. The mind of man has iiidoc-d devoted an abundance of 
thought to the development of ihia braneh of prastheiiiii. We do 
not hesitate in saying that ax much attention in the aggregate has 
been given to this subject as to that of any branch of invention, 
the steam engine and eleetricily not excepted. Par6, Lorrain, 
Sebastian, Wilson, DeGrafe, and a host of others have sti-uggled 
with the subject and wrought ingenious contrivances which have 
merited mnt^h admiration, more fur their mechanical arrangement 
than for their utility. 

If we give a thought to the mechanism of the natural arm and 
hand and study its peculiar arrangement we will readily see why 
eo little has been accomplished by the minds of the past and what 
a gloomy future portends those who are now struggling with the 
Bubjecl. 

The anatomy of the human hand. What a marvel of mechan- 
ism, what a combination of movements, and what control man has 
over them ! Each finger has its three joints, with every joint under 
control 

Tht hand has its wrist, enabling it to conform to any angle. 

The forearm has the ulna and the radius, controlling the hand. 

Withal th( mar^eloiie strength each finger and joint commands, 
all operated by sinown and muscles, The parts of this wonderful 
machine an. hinged together with such nicety that the engraver iit 
enabled to iteli the finest plate, or the brawny smith to wield the 
faeavicst sledge Think you that the hand alone does this variety 
of work operates voluntarily by an intelligence of its own ? 

Sever the brachial nerve, and you will have a member as dead 
and limpsv as an old rag or an empty coat-sleeve. 

Remove the arm from the body and irritate the nerves or con- 
tract the muKcles, and you will have a motion as awkward and spas- 
Tnodic as you may observe in an artificial arm with jointed fingei's. 

Hence, all the dexterous movements we observe in the normal 
hand depend upon some power outside of itself, and that power is 
the mind. If we Inokalittledeeper in the physiology of the natural 
arm and hand we will observe that nature has made a curious |)ro- 
vision for one of its failings, that of attrition, and were it not for the 
provision of cushions and Inbricating sacs the jointi^ of the arm and 
hand would soon become loose and rattle as badly as worn-out gudg- 
eons. Every drop of blood that flows through the avenues of the aiTu 
carries with it fresh material to replace this waste. From the first 
"beat of the heart of the child, until the being ceases to be, this 
human repair shop is in active operation and knows no rest. 

This cui-sory glance at the natural arm will fix in our minds the 
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followiug fuots: Thai tbe liaad is a dclioato picc« uf moi^hattiam of 
great streugtli; that it is in coucL'rt with und operated by the will ; 
that it BuSei's wear, but is conBtantlj' iindiTgoing repairs by the 
ac^tion of tiie circulatory syBtem. With these facts veil iiupreased, 
we will do well to make a comparisou with the artificial arm. 
What a disparity. It cannot have intimate relations with the 
mind, nor with the heart, If the joints of the fingers are made 
strong enough to withstand a small pro|»ortion of the strain of the 
natural hand, it must necessarily bo made too heavy for endurance. 

If the springs are made stiff enough to have a grasping power gf 
a pound, the exertion to operate them is fatjgiiiug and renders them 
impractical lie. These arguments are presented for tlie purpose of 
assisting the reader in thinking for himself and drawing proper con- 
clusions as to the possibilities of artificial arms when compared 
with the natural, and it is hoped tliat they will ser^'e to make even 
the credulous auspioiouK of the advertisements of those manufacturers 
who promise to " restore the appearance in full and one-Iialf the 
usefulness of the natural arm and hand." 

The disposition of all conscientious manufacturers has been to 
produce a hand that would approximate the natural to the greatest 
pOHHible practical degree. Some have elaborated the ideas of their 
]>rotutypes; others have ignored the earlier makers and formulated 
ideas of their own; but when simmered down to actual serviceability 
we all stand but little in advance of our predecessors ; linger move- 
ments controlled by mtrlcatc mechanism avail little because of the 
impossibility of ooutxolliiig their movements by the mind in order 
to give them delinate manipulation. Any manufacturer of oi-dinary 
ingenuity can make a hand that wilt hold finnly the reins of a horse 
in driving or that will carry a valise of some weight ; but if that 
hand ia applied to other more or less delicate purjioses its grasp will 
be either inadequate or too violent and unsuited for the purpose. 

In the beginning of our endeavors we naturally fell into the nit 
of our (wmpctitora and made a hand with much complication. 

By taxing the remaining arm we could cause the artificial hand to 
assume various positions, the fingers to flex and extend ; but it did 
not take us long to learn that it was like the arm of the Qerman 
knight — an article more to be admired for its complication than for 
general utility. Until man becomes capable of duplicating nature 
and harmonizing the artificial member with the nervous system, in 
short, giving it life, he will fail in supplying the loss in all its 
detail. Machinery will not accomplish it, and the more compli- 
cation used the more distantly he approaches the most useful eub- 
slitute. 

After laboring hard in this work and expending much time and 



tliought in its (levelopnifiit, anil having passed throtigh Uie most 
trying and varied expi-rieuw, we have cume to the oonclusion that 
the rubber hauil herein represented is tfau most eimplu, practical, 
durable, and useful tlie market affords. 

In 18B3 the rubber hand was invented; it was attached to the 
forearin by means of a spindle held in position by a set screw, 
easily detached »nd replaced by a liouk, furlc, knife, or brush. 

The fingers were of soft elastic rubber molded to a graceful shape 
and yielding to pressure. Its advantages wpre its naturalness in 
appearance and to the touch, and its grt'at durability. 

It might fall or strike anything without breaking or impairing. 
These advantages commended it to favor, and many of tlicni 
were made. In the course of time an improvement was suggested 
— that of making the fingers ductile. By the assistance of the 
opposite hand, or by presBing the hand against any resistant surface, 
the fingers might be placed in any desired position, each one giving 
the hand a new appearance; thus obviating the monotony of the 
old style, and making the hand more available for light purposes. 
The fingers, when bent, are capable of holding a valise or package 
of considerable weight, or holding the reins of a horse in driving. 
This feature is secured by letters patent issued by the United States. 




So. 198. 

Cut No. 193 represents the mbber hand with ductile fingers ; the 
dotted lines indicate some of the many positions in which the 
fingers can be placed, through the agency of tlin opposite hand or 
the opposition of resistant objects. 




Nu. m. 
(Int No. 194 represents the hand iind part of the forearm detached. 
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TliL- spindle D ift received in the catch K and held securely, adniil- 
ting of slight rotary motion ; preseiire applied to the button C will 
release the hand, which can be laid aside, and a hook, knife, fork, 
brush, or any implement placed in its stead ; by using these imple- 
ments in the forearm they are brought nearer to the stump and 
consequently are under greater control. In this mauni-'r they will 
accomplish more dexterously the work of feeding with llie knife or 
fork, washing with the brush, or operating with the hook. 

If, however, tlie wearer desires to have the hand in place whih- 
performing these services, he can do so by using the attachment 
in the palm, which is capable of holding, by a self-acting spring, 
any of the implements mentioned ; by pressing on button A the 
implements can be released. 

The wrist clamp contrivance is ingenious and practical, but on 
account of the great strain it must necessarily resist in the perform- 
ance of heavy work it is required to be made strong and conse- 
quently heavy. In all cases where the stump is short and weak, or 
the wearer does not wish to use the arm in heavy labor, by attach- 
ing the rubber hand permanently to the forearm, and dispensing 
with the wrist clamp, depending entirely on the palm tiiimble for 
the holding of implements, the weight of the arm can be materially 
lessened. It may be well to say that any of these implements in 
the palm of the hand are under good control and can be used to very 
great advantage. 

BALL AND SOCKET WRIST JOINT. 

We are able to attach the hand to the forearm by a ball and 
socket wrist joint, thus giving the liand the ability of being placed 
at any angle ; we do not, as a general thing, regard this of sufficient 
advantage to offset the additional weight, consequently we place 
this joint in the wrist only when advisctl. 

NATURAL COLOR 

The hand is always gloved in order to present at all times the most 
natural appearance. We are frequently asked why we do not give, 
the hand a natural color and avoid the necessity of wearing gloves. 
If one will consider for a few moments the peculiarities and imper- 
manency of the natural shade, he will not press the question. To 
be sure, we can paint the hand any shade that may be desired ; in 
fact the wearer can do that himself at any time, and in any manner 
to suit his taste, purpose, or complexion ; but a hand painted in the 
morning so as to match the opposite or natural hand with the most 
artistic and critical nicety will look very different to it in the after- 
noon after the natural hand has gone through some of the daily 
changes due to work, condition, temperament, or any of the many 
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causes which are constantly changing the hues of the human com- 
plexion. 

Hence it is desirable to cover the hand with a gluve which can be 
slipped on or off very readily by the wearer. 

ARMS FOR SHOULDKR JOINT AMPUTATIONS. 

For amputations in tlie shoulder joint an artificial arm server 
its least ntilily. A sheath fitted to the ahoiilder, held to place hy 
straps, seciii-ee the artificial arm. The arm, from tlie shoulder down, 
is similar to tliat represented in cut No. Ifld. 

Price and measurements requii'ed are the same as for No, 105, 

ARMS FOR ABOVE ELBOW AMPl'TATIONS. 




Ko. 195. 



Cut No, 105 represents an arm for amputation at any point abovv 
the elbow joint. The arm is made of wood, excavated to make it light, 
and cover«^d with parchment to malte it strong ; the hand is of 
rubber, either permanently attachfd at the wrist or held in placf by 




wridt clamp or ball and socket joint, as may be desired by the 
wearer. The cUtow joint is cajiablc of flexion and extension, operated 
by a strap so arranpcd that a movement of the stump and shoulder 



A. A. SUBKS, AltTIFICIAL LUIfiS, NEW YOBE CITY. 



will pull the forearm up to the desired tingle. This can only be 
rloiip, however, ou long and strong Htumps. When the forearm i* 
brought to about right angles with the upper arm, either by the 
agency of the stimip or by a sudden movement given to it, a lock 
attachment in the interior of the forearm holds the forearm in 
position aa in cut No. IPS. 

When held in this position the wearer ean carry a shawl, coat, or 
any loose article on the forearm; thus presenting a very natural 
appearance when walking. By pressing on the button on the 
nnder-side of the forearm the lock can be released and the arm 
allowed to extend. The hook in the wrist or palm of hand will hold 
securely any article that may lie placed in it. 

Price complete, with or without wrist motion, with Hook, Knife» 
Fork, Brush, I pair kid gloves and suspenders, each, (76. 00. 

Measurements required are explained nti pages 89 and 90. 

ARMS FOR ELBOW JOINT AMPUTATIONS. 




Cut No. 197 represents an arm for ampuiaiiou in the elbow joint, 
with the end of the slump larger than above. The upper arm is of 
wood and leather; the lacing will secure the stump in place and 
hold the stump in a comfortable position. From the elbow down 
the arm is made similar to No. 1%. 

Prices and measurement* required same as No. 196. 

ARMS FOR BELOW ELBOW AlUPUTATIONS. 

Cut No. 198 represents an arm for amputation below the elbow, 

and very close to the joint, so as to leave but a short stump that can 

bo depended on for operating the forearm. The forearm is fitted 

to receive the stump ; steel joints, extending upward on either sidfr 
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with leather socket attached, hold tlii' Htump firmly iu place ; 
shoulder otraps aBsist in holding tlie arm to the person and relieve 




the Btump of sonn- of iiw work. The hand in such eases is usually 
permanently fastened in the forearm. 

Price complete, with or without wrist motion, with Hook, Knife, 
Fnrk, Brush, gloves and Ruttpeniicrs, each, #50.00. 

Measurementii required are explained on pages 69 and 90. 




Cut No. 199 reprcM'tiis nti :uiii li>r amputation below the elbow, 
with stump of aufficii-nt lenttth to give eontrol over its movements. 
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The forearm is fitted to the stump and held in place by the upjwr 
socket. The forearm and the upper arm are coimected by adjust- 
able leather elraps ; these are preferred to steel joints, as they admit 
of rotation of forearm and are more durable than steel joints ; they 
do not wear or rattle, require no oil, and are le»«g liable to break from 
Hiratn or concussion. In short stumps, however, the steel joints are 
iiceessary in order to hold the socket to the Htump rigidly. In 
long stumps the stump itself can be relied upon for the necessary 
security. 

Shoulder straps are applied to assist the arm in lifting heavy arti- 
cles. The forearm is carved out of wood and covered with parch- 
ment. The forearm can be made of strong leather instead of wood, 
hut we prefer wood, as that material is lighter and not so likely to 
be made offensive by absorption of perspiration from the fltump. 
Wood when covered with parchment is sufficiently strong for all 
practical purposes and is not in danger of eo]lap*ting. 

Notwithaiandiug, we are not arbitrary in this matter and will 
yield to the choice of the ordering party. 
Price same as No. 198. 




Cut No, 200 represents the same, with hand dressed holding a 
pen in the act of writing. 

This has l)een rL'gardcd as a wonderful accomplishment, when 
really it is less diffieult than many services the hand is capable of 
performing, 

Price and moasuremenlH required Hame as No. 198, 




Cut No. 201 represents an artificial forearm without the upper 
arm attachment, llie arm is Iicid on the stump by sti'aps attached 
to the socket, pai'siiig over the Bhonlder and around the body. 
For persons who wear arms for appearance only and have good 
length of stump below the elbow this method of attachment is 
ample and will Sfrve the purpose well. 
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Priuv with wrist attacliinent, suspender. Look, knife, fork, brush, 
and glovL-B, each 935. DO. Without wrist attachmeut, with suspen- 
der, hook, knife, fork, brush, and glr>ve, each (30.0Q. Measnre- 
Qif uls required are explained on pages 89-90. 



ARMS FDR WKIST JOINT AMPUTATIONS. ■ 



Cut No. 202 ivpresents a wrist joint amputation. These ampu- 
tations may Ite divided into two classes : the first in which the 
osseoui" pro^esges of the ulna and radius in the region of the wrist 
are retained, presenting a flattened appearance to the stump, with 
the greater diameter some larger than above it ; second class 
inelndes th<MW in which these processes have disappeared, leaving 
the end of the stump round and smaller than above. 




Cut No. 203 represents an artificial forearm suitable for the first 
class ; the xlump is encased by a leather sheath which is adjusted 
and secured by lacing. The processes which distinguish this class 
afford the means of securing the artificial forearm ; if these pro- 
cesses are prominent the arm will be sufficiently secured to enable the 
wearer to pull and lift heavy objects. The knife, fork, hook, and 
brush are held in the palm. 

Price, with implements complete, each $30.00. Measurements 
necessary are explained on pages 89-90. 

If the processes about the end or wrist arc insufliciently prom- 
inent or are painful to the touch it will not be possible to depend 
on them for security. 
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Cut No. 304 represoniB an arm for such uases ; the stump is 
encased and laced as tightly as can be endured. The pressure in 




taken from tlie wrist and carried lo the upper arm and shoulders 
as represonteil. 

Price, with suspenders and implements complete, each tSO.OO. 
Measurements necessary are explained on pages 89-90. 

In either of these oases it will not be possible to u^e the remov- 
able hand unless the wearer is willing tu alluw the arm to be one 
inch longer than the opposite or sound arm, the wrist eatch requir- 
ing one inch of room. On account of this we attach the hand per- 
manently to the forearm and depend on the palm thimble for a 
means of holding the eating, toilet and laboring implements. The 
second clasx of wrist joint amjJUtationB, viz., those in which the ends 
of the Btump.i are round and Ninaller than above, are furnished with 
No. 190 anns and regarded the same as an amputation below the 
elbow, except that the hand is permanently attached to ihe forearm, 
for the same reasons assigned to the first class. 




Cut No. SOS represents an arm for amputation below the elbow 
with hook inserted in wrist ; this arrangement secures more utility 
for the laboring man than any other we know of. If the ordering 
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party desires any of the foregoing arms without a hand there will 
J^e a reduction in the price of $10.00. 




No. 206. 



Cuts Nos. 206-207 represent an apparatus calculated to assist a 
stump amputated in the metacarpals to grasp and hold articles. 




w^ypfft'L-' 



No. 207. 

We made a pair of these for a man in New York State, some 
fifteen years ago ; the utility he derived from them was very grat- 
ifying ; he was able to hold a knife and fork and feed himself. He 
could grasp almost any farming implement and hold it to advan- 
tage. 

Price each $25.00. 



An order for any of the artificial arms herein described will cover 
without extra charge the following 

ACCESSORIES. 

Necessary suspenders attached, sock for stump, knife, fork, hook, 
brush, pair of kid gloves (except when the arm is ordered without 
a hand), also boxing and delivering to express or freight oflice in 
New York Citv when desired. 
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PARTS OF HANDS. 




Cats Nob. 208 ami iOS r<^\>rvwnt ampiilaiions of tlie fingera and 
thumb. 

Cut No. 210 repreBeutit a rubber hand for the i^ame ; the Rocket 
extends above the wrist and is held in place by lacing. 

The fingers are either ductile, rigid, or flexible according to tlie 
parpOBes for which the hand is to be used. If the wearer wishes to 
lift considerably, it will be deeirable to have the fingers east in the 
shape of hooks, and made strong and rigid by a steel skeleton. If 
the purposes for which the hand is wanted are foi* appearance and 
to serve for light work as well, the ductile fingers will be more 
desirable, and if the hand is for appearance only, and the party 
wants the rubber hand to be made of the minimum weight, the 
spongy, flexible fingers will meet his wishes. 

As these hands and sections of hands have tu he modeled 
and molded expressly, they are quite expensive, costing tfiO.OO. 
Duplicates, however, can be had at any subsequent time for the 
nominal price of tlO.OO each. 

Plaster casts of both the sound hand and stump, taken well np 
on the forearm, are required in order to model and fit properly. 



Cut No. 211 repi-esents an amputation of the fingers iJnuugh the 
metacarpals, thumb remaining. 

Cut No. 21^ repreiu-nts a rubber hand for the same. It is 
attacheil and helil as described in No. 210 ; the prices and required 
casts are the same as described for No. 310. 

Single fingers or thumbs are made of rubber to Hi. on the stump, 
and held in place by the glove or a leather shealh, as may be 
desired. Price each tl5.0il. 
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APPARATUS FOR MALFORMATIONS. DISTORTIONS 
AND EXSECTIONS OF THE UPPER EXTREMITIES. 

We are conslautlj' called upon to make artifitiij! arms and appa- 
ratus for roalformattonB, distortions, and a great variety of affec- 
tions. An I'XBectioD of a part of the liuments, or the ulna and 
radius, or of the elbow joint, can be benefited by an apparatus as 
represented in Cut No. -iUt. 



The arm is encased in a maimer to give the affected section the 
necessary firmness to enable the muscles and tendons to act and 
control the lower sections of tht- amis. 

Price $40.00. Measurements required are explained on pages 



C^ 



No. 914. 

Cut No. 2U represents an arm distorted by a burn in childliood ; 
the elbow joint fixed ; the stump terminated in a bulbous end. 

Cut No. 216 represents the arm in which the stump was secured. 
With this arm the wearer found much comfort ; was able to con- 
ceal her loss and perforin many services, 

Price complete t^O.OO, Measurements required are explained on 
pages 89-90, In addition a plaster cast of stump required. 



I BUBBER HANDS APPLIED TO ARTIFICIAL ARMS OF 
OTHER MANUFACTURE. 

Rubber hands can be applied to arms of any method of construc- 
L'tion at an expense of (20.00 for each hand, ini;luding all the imple- 
I ments. 

We vill not hesitate to sell the hand separate and allow the 
wearer to apply it liimself. 
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SUSPENDERS FOR ARTIFICIAL ARMS. 





No. 216. No. 217. 

Cut No. 216 represents a suspender for an artificial arm, for any 
point of amputation. It consists of a shoulder-plate made of stout 
leather, to which is attached a one-inch non-elastic web strap pass- 
ing around the body immediately under the arm and buckling to 
the plate in front. The straps connecting the shoulder-plate with 
the artificial arm are of leather, adjusted by buckling ; if it is desired, 
these straps can be replaced by a lacing, as in cut No. 217, which 
makes the adjustment neater though not stronger. 

Price for either, $2.00. 

A COMBINED KNIFE AND FORK FOR PERSONS HAV- 
ING THE USE OF BUT ONE HAND. 

Patented March 30th, 1886. 





No. 217.— The knife folded a« carried in No. 218. — Knife partly opened, ehowing 
the pocket. the manner m wnich it is done. 




No. 219. — Knife open in position for No. 220. — Knifo inverted and fork brought 
catting. into position. 

The above engravings represent our new device for the conve- 
nience of those who have either temporarily or permanently lost 
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the use of one of their hands, and who do not use an artificial hand 
in eating. It consists of a knife and fork combined, capable of 
being folded and carried in the pocket. The knife blade is of a 
crescent shape which, by a rolling movement and a slight pressure 
given to' it by the wrist, will cut meat or any article of food, with- 
out danger of sliding from the plate. By rotation of the wrist the 
fork can be brought into position and the morsels conveniently car- 
ried from the plate to the mouth, all accomplished by but one hand, 
with little exertion, and without attracting attention. The knife 
blade, in either the opened or closed position, is firmly secured by a 
locking arrangement which is under the control of the thumb ; thus 
the danger of closing on the fingers when in use, or of opening or 
cutting or piercing the clothing when carried in the pocket, is obvi- 
ated. This contrivance is without springs or complication, is 
simple and effective. 

The blade and handle are made of fine steel and heavily nickel 
plated. The knife can be immersed in hot or cold water for cleans- 
ing, without danger of cracking or rusting. 

Sent by mail on receipt of i2.00. 



DIRECTIONS FOR TAKING MEASUREMENTS AND 

PROFILES FOR ONE OR A PAIR OF 

ARTIFICIAL ARMS. 

Place a large sheet of paper on a table ; undress both arm and 
stump ; extend them on tlie paper about parallel with each other. 
Have fingers spread, palm flat on paper, witli chest close against 
the edge of paper ; hold a long pencil close to bare person and 
perpendicular to plane of paper ; caiTv the pencil from the shoulder 
around each arm and stump to the chest, giving profiles of entire 





No. 221. 



length, including fingers. This, if properly taken, will resemble cut 
No. 221. 
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Bend the arm to about right angles at elbow and mark around 
it in that position as in cut No. 222. Measure the length from 
point of shoulder to point of elbow, also length from armpit to 
bend of elbow, as indicated by the dotted lines in cut No. 222. 




No. 222. 



No. 223. 



If amputation is below the elbow, flex the stump at elbow to 
about right angles and mark around it, as in cut No. 223. 

Take circumferences of each arm and stump separately, begin- 
ning on a line with the chest, and at intervals of about every two 
inches, continue as far down as the wrist of arm and extreme end of 
stump. Take circumference of hand midway between wrist and 
base of fingers ; take circumference of hand under the thumb 
around the base of fingers. 

These measuring places are represented in cut No. 221 by the 
dotted lines. If the amputation has been at any of the articulations 
or in any part of the hand, a plaster cast will be required of the stump 
from end up to the next joint. If there are any peculiarities or 
sensitive points note them. Answer the following questions : 

Name of patient ? 

Post-oflice address ? 

Occupation ? 

Age? 

Weight ? 

Cause of amputation ? 

When amputated ? 

Which arm amputated, right or left ? 

Has the patient worn an artificial arm ? 

Whose make ? How long ? 

Name of party ordering arm ? 

Post-oflice address ? 



. A. MAIiKS, ABTinciAL LIMBB, SEW YORK CITY. 



now TO ORDEK AN ARTIKKIAL LEG OR ARM. 

The data necpssary lo guide us in the conrtruction of an artificial 
Icy or arm, in the absence of the patient, Willi positive results, con- 
sist of measurements and profiles of both the amputated and sound 
limbs, as explained on pages tiO to 05 for It^gs, and pages 89 and 00 
for anns. An additional formula with eitplioit instructions will be 
furnished upon request. We alwaj'S send one uf these fonnnlie 
with every pamphlet ; in the event of its becoming separated the 
directions above referred to can be availed of. Tliese directions- 
should be thoroughly understood and rigorously followed. 

When correct measurements are furnished satisfactory results are 
sure to follow, and all fiubsequent annoyances of misfit averted. 
After these measurements and profiles have been made they should 
be duplicated ; the originals placed in a strong envelope together 
witli a letter of instructions and a draft on some banking-house tu 
the amount of the order, sealed securely, with necessary stamps 
attached to ensure direct carriage, and addressed as follows : 
A. A. Mabkh, 

Artificial Limbs, 

TOl Broadway, New York City, 

If the ordering party resides in a foreign country, and the 
mail service to New York is attended with the liability of mis- 
carriage, — the duplicate measurements, a copy of the letter of 
instructions, and a duplicate draft, " good if original is not paid," 
should be similarly enveloped, addresaeil, and forwarded by the fol- 
lowing mail ; one or both of these packets will surely reach us, and 
should one fail in transmission the other will save the ordering party 
any serious loss and much delay. 

If the patron desires to order through some commission house we 
suggest that he patronize none but such as are reputably estab- 
lished, and that he give positive instructions that the order be 
passed to A. A. Marks, New York City, and at the same time write 
us dircctli/y slating the liounc or piii'ty with whom the order has 
been intrusted. 

When the limb is received, see that it has our stamp attached, 
and do not accept it unless it has. 

We desire to guard our patrons against any imposition which 
might be perpetrated on them by such middlemen as would be un- 
scrupulous enough to place their order with some charlatan in con- 
Mdcration of a large discimnt, and forward a limb which would 
ueither bear the desfriptions in our i)amphlet or carry the guarantees 
of our establishment. 
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HOW TO TAKE A PLASTER CAST. 

Plaster casts are only required in amputations or defoiinities in 
which there are irregularities that can not be definitely communi- 
•cated either by written descriptions or drawings. Usually amputa- 
tions through any of the articulations are of this character. Plaster 
casts are never required when the fittings are to be made with the 
presence of the patient. 

The method of taking a plaster cast is simple and can be done by 
any one of ordinary intelligence. 

The simplest plan for taking a cast is as follows : Procure about 
four or five quarts of the best, finely-ground, quick-setting plaster 
of Paris. Prepare the stump by divesting it of all covering and by 
■shaving off all the hair. Rub a small amount of vaseline or grease 
upon it from the end up as far as the cast is to be taken. 

Put about a quart of plaster in a vessel and add one pint of water 
to it ; stir it up thoroughly. (The plaster in this condition should 
be about the consistency of paste.) Spread the plaster on all sides 
of the stump, from the end to as far as the cast is to be taken ; if 
one quart is not sufiiciont mix up more as quickly as possible and 
continue spreading it until the entire stump has a coating of 
about one-quarter inch thickness upon it. When this is done let it 
rest until it has become thoroughly hard. If the stump will not 
readily withdraw from the plaster, the mould may be broken in as 
few pieces as possible in order to remove it from the stump. After 
the plaster shell is thus taken from the stump the pieces may be put 
together and tied in their places ; oil the inside thoroughly. Mix 
more plaster, this time to about the consistency of cream, about one 
quart plaster and one and a half pints water, fill the mould with it, 
and let it rest for several hours ; the shell can then be taken from 
the cast, and ^facsimile of the stump will be had. If the stump is 
very flabby it should be bandaged very tightly with thin cloth, 
one or two thicknesses only, and the plaster applied on the outside 
of the cloth. 



ARTIFICIAL LI5IBS MADE AND FITTED FROM MEAS- 

ITREMENT« WITHOUT THE PRESENCE OF 

THE PATIENT. 

We claim to be the originators of this very convenient and impor- 
Unt feature. At a very uarly date, after we liad had tlie exiwvi- 
ence of fitting the person in several hundred cases, we turned our 
attention to the feature of fitting from measures, chiefly for the 
accommodation of those residing at a distance and to whom travel- 
ing would lie inconvenient. We collected all the data w-e had 
accumulated, and made ourselves thoroughly acquainted with the 
anatomy of the extremities, and from them efltablished certain Inva- 
riable rules which, governed by carefully taken measurements and 
profiles, established a Hystem by wliich fitting from measurements 
became a matter of certainty. This ia an achievement for which 
we cl^m gome consideration. Our competitors viewed our eflortB 
with derision and characterized uur motives as ulterior. We &Te 
glad, however, to say that results have justified us in our endeavors, 
and the system which we inaugurated has been a boon to thousands. 

It could hardly be expected that persons living in foreign countries, 
or in our owu diatant States and Territories, would willingly subject 
themselves to the fatigue of a wearisome journey in order to set an 

tiflcial limb. Such journeys not only incur expense but great sac- 
ifice of time, accompanied with more or ieaa inconvenience. When 
e facts are taken into consideration the cripple is disposed to 
go the purchase of a good leg and buy some make-shift 
Obtainable near at hand, or else resign himself to crutches the 
remainder of bis life. 

Our patronage extends throughout the entire world ; within the 
past few years we have shipped to the following foreign countries : 
Canada, British Columbia, Newfoundland, England, Ireland, Soot- 
land, Germany, France, Denmark, Sweden, Holland, Spain, Portu- 
gal, Italy, Turkey, Japan, U. S. of Colombia, Ecuador, Peru, Chile, 
Bucnoa Ayres, Patagonia, Braxil, British Guiana, Venezuela, Guade- 
loupe, Mexico, San Salvador, Guatemala, Nicaragua, Costa Rica, 
Santa Domingo, Porto Rico, Trinidad, St. Thomas, Cuba, Jamaica, 
Bermuda, New Zealand and Australia. With very rare excep- 
tions the limbs for parties in these countries were made and fitted 
from measurements, and sent to them. The results which followed 
e generally very flattering. For evidence of our ability to fit 
MFsons while they remain at Imme, we refer lo tlie testimonials 
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printed in lliis pampliltM. Any one desiring further evidence on 
the subject can write to any of those parties and receive a written 
gtalenient from them. It may he noticed that some of our pat- 
rons who reside within the short distance of one hnndred miles 
prefer to have the fitting done by measurements, rather than spare 
tlif time or submit to the annoyance of coming in person. 

We are disposed to encourage fitting from measures, and in 
order to relieve the ordering party of any responsibility we assume 
all risks of fit and adaptability, the understanding being, — should a 
misfit result we will reconstruct the limb or make a new one after 
new and more accurat« measurements; this we do at our own 
expense, looking to the ordering party to pay expressages only. 

Shonld cases arise in which two or more attempts at fitting from 
measurements prove unsueeeBsfol, due to peculiarities or irregulari- 
ties in tiie stamp, incapable of intelligent communication either 
by measurements, profiles, or plaster easts, then we reserve the 
privilege of asking the presence of the patient, and will reconstruct 
the limb to his entire saiisfaction. We desire it to be understood, 
Jiowever, that foi' our own convenience it is preferable to have 
the patient with an for fitting, and if the patient chooses to come 
we will never oSer the least objection, but will promise to give 
iiur earliest and undivided attention immediately U])on his arrival. 
Persons ordering limbs to he fitted without their presence are 
required to take great care in measuring. 

Suitable blanks, with full instructions, are always sent for that 
purpose. Wlien errors occur, they are usually discovered by a 
thorough examination before the limb is made, and new blanks 
returned for new and more correct measures and drafts. The 
system ia such that one can not well make mistakes if he will adhere 
to the directions that are plainly given npon the blank, and 
repeated in other parts of this pamphlet. 

There are some cases, where amputations are performed at the 
joints, where plaster casts are needed to insure more accuracy ; 
hut all usual amputations are treated successfully from measure- 
ments only. Printed instructions are always sent with every limb, 
giving full directions for adjusting, wearing, and caring for the limb. 



C:ALLS made TO RESIDENCE. 



We will call upon any one desirous of purchasing artificial limbs, 
residing within the limits of the city, for consultation, measuring, 
fitting, or advice — free of charge ; and upon any party without the 
city limits, provided they will jiay the expense of traveling and a 
reasonable amount for extra tf 



. UABK8, AKTIFIflAL L1UB8, NEW YORK CITY. 



LADY ATTEXDANT. 



A lady well acquainted with the various departments of the busi- 
ness is employed in tho office to give attention to lady patients. 



BRANCHES. 

We are frequently asked if we have any branches or offices in 
other parts of the country than in New York City. 

To tliis question we reply, we have not, We have established 
brancheB, but have had unpleasant experiences with them ; conveni- 
ent as it would be for our patrons, we are nevertheless compelled to 
concentrate our endeavors at the headquarters ; by doing so we 
claim to he able to do a greater service to our patrons, give them a 
bfttter article, and assure them the very best results. 

To take the plaice uf branches our system of measurements is 
found to be sufficient and thoroughly satisfactory. 

We have agents established in many parts of the country, who 
are authorised to solicit orders, take measurements, and apply the 
limbs ; they are required to send all their orders direct to us for 



INFORMATION FOR STRANGERS VISITING THE CITY. 

We are constantly receiving letters from i>er8ons asking for in- 
formation as to the proper course t« take to reach our office, con- 
venient hotel accommodations, etc. 

In order to place this information in the hands of all desiring it, 
we will say that our office, TOl Broadway, is located near Fourth 
Street, second block above Grand Central Hotel ; less than 
two miles from Grand Centra! Depot, where the New York, 
New Haven & Hartford, Harlem, Hudson River, and New York 
Central railroads terminate in one immense depot. We are located 
but a trifle over one mile from nearly all the railroad, steamboat, and 
ferry landings in the city. We mention these distances because 
the T4te of fare to be charged by hacks is governed by a city ordi- 
nance, thus : For conveying om^ or two passengers for any distance 
not exceeding two miles, ^l ; for over two and not exceeding three, 



»" A. A- MARKS, AETmOIAL LIMBS, NEW YOIIK CITY, 

ll.SO ; for over throe miles and not exceeding four, ^-2. This 
luakee it legitimate to charge tl for conveyance from any of 
the railroad depots to our ol)ic«. It la aliBaya best to make a 
definite bargaiii with the hackman before entering his hack, and 
then hold him strictly to it. The Broadway line of cam pass our 
doors. They can be reached by walking but a few blocks from any 
depot or ferry, or by taking intersecting line of cars. It is beat to 
make inqniries of a policeman at the depot or landing as to the 
proper route to take— they are stationed there for the purpose of 
directing as 'WeH asproteclinff strangers. 

Good hotel accommodations, with or without board, and also res- 
tanranta and dintng-saloons, are many and near to us, comprising 
both moderate and expensive rates. Oiie can tarry comfortably in 
New York al from one dollar per dav to any jirice above that they 
may choose to pay. 

It is often the case that persons ujwn leaving home wish to inform 
their friends how to reach them by mail or telegraph. If such com- 
munications are directed to them antl to onr care, witii our address , 
properly inscribed, the mail will come to ns and will be received 
and held for them. 

Our patrons are also welcome to the accommodation of a fireproof 
safe for the depositing of valuable papers or money. All persons 
dealing with ns and stopping in the city will find us centrally 
located, and are at liberty to use our premises for their head- 
quarters. 



TERMS OF PATMEXT. 

Payment is required with every order. If more convenient, one- 
half the amount can be advanced and the balance paid on comple- 
tion and delivery. Those who think it unfair for us to exact pay- 
ment in advance should hear in mind that an aKificial linib is made 
to order and for but one individual ; it is not expected that it will 
fit or can be used by any one else. 

Thus is readily seen the necessity of advance payment, or part of 
it at least, as a guarantee of good faith. The patient can reat con- 
fident that just as good a limb and just as good a fit will be secured 
as though no payment were made until the limb is delivered. 

In case any mistake or bad fit occurs we hold ourselves strictly 
reBponsible, and will rectify the same with willingness, whether the 
error can be placed to tlie carelessness of our workmen or of tlie 
patient. 
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The proposition lo place the money on depoBit with some bnsi- 
neSB man or in some bank, lo he paid to us as soon as the limb is 
received and found to be satisfaetory, is freqiiently suggested by 
uorreBpondents- We invariably decline such terms ; a little thought 
will asi^iire any one of the neocMity of our position. 

A new artificial limb, no matter how well it is made and fitted, or 
how perfectly well adapted it may be to the case, seldom impresses 
llie wearer favorably at first ; there is most always a feeling of dis- 
appointment which nothing but perseverance and practice will over- 
come ; if the arrangements in i^-gard to payment are subject to 
these impressions the maker is pretty likely to have all hJR labor for 
nought, and the ordering party, by his hasty conclusion, denied wliat 
would ultimately prove to be a blessing. Hence it in obvious that 
some obligation on the part of the ordering party must be 
imposed that will requin? of him the necessarj' exertion to over- 
come the novelty of a new limb. Advance payment is found 
to be the most eflicacious. In view of these facts we shall 
always insist upon this method ; at the same time we obligate our- 
selves to furnish a serviceable and proper article, and will cheer- 
fully make any alteration that may be necessary to improve mat- 
ters, at no additional cost to the wearer except eipressages. 

PA^'ME>'TS ON THE INSTALI^AIENT PLAN. 

We are perfectly willing to allow any one any reasonable length 
of time in which lo pay part of the money for their limbs, and will 
accept of small payments at periods to suit the convenience of the 
party, provided one-half the m»mey be paid with the order and 
tile balance be secured by some rehahle basiness house, or by col- 
laterals. Under no consideration will we accept of any proposition 
that does not fully and amply secure us against any caprice or pos- 
aible injustice. We propose to deal with all sincerely and honestly, 
and place onr reputation at stake in all transactions. We shall 
expect the same consideration from others. 

GUARANTEE. 

Everj' limh wo manufacture and deliver is protected by the 
following guarantee: 

Material, workmanship, and a<]aptability warranted to be fault- 
less. Should any defects present ihctnselves we obligate onraelves 
to make them good wilhont charge, provided the limb is delivered 
to us as soon as such defects are known. Tliis guarantee to be 
in force for a period of live years from the date of delivery of 
the limb. 
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We regard tliia guaraiitte consistent and satisfactory to any 
reaHonahIt; mind. 

It is well to note that we do not agree to keep the limb in repair 
for five yeai-a irrespective of acuidentR, improper treatment, or 
ordinary wear. Nor do we obligate ourae Ives to recoiiHtruct any 
limb to meet ehanges that may take place in the fitump. 

A written guarantee will accompany every limb when requested. 
This guarantee printed in our pamphlet will answer every purpose. 



ARTIFICIAL LIMBS SITPLIED TO PEXSIONEBS OF 

THE UNITED STATES AT GOVERNMENT 

EXPENSE. 



Artificial limbs have been furnished by the Government to our 
Nation's defenders, who fluffered amputations from injuries received 
while in service ever since the year 1802. The first law provided 
but one limb for each amputation; but, in 1870, new laws were 
enacted which supplied new limbs immediately, and renewed them 
every Jive years thereafter. 

The fourth and present general issue commenced about June 17, 
1885. The following information, taken from the Surgeon -General's 
circular, is printed for the benefit of those interested : 

" Every officer, or enlisted or hired man, who lias lost a limb or 
the uHe of a limb in the military or naval service of the United 
States is entitled to receive once every five years an artificial limb 
or apparatus. The period of five years is reckoned from the filing 
of the first application after June IT, 1B70, and no arrears accroe 
previous to each filing. 

"Necessary transportation lo the mnnnfactorv and return, by 
the most nsnal and direct route, will be furnishe't to those desiring 
it for the purpose of having artificial limbs fitted, but will not 
be furnished except for this purpose." 

Sleeping-car accommodations will be given upon request. 

All manufacturers of Government limbs are required to furnish 
bonds of two sureties of Jive thoiaand doUnrs each, for the faith- 
ful performance of their work. 

Having satisfied this requirement, orders are (and have been for 
the past twenty years) issued upon us after a proper application 
has been made by the pensioner. The number of limbs we have 
inade under these laws are in eicess of the most extravagant boast- 
ing of any manufacturer, and as issue follows issue the applications 
are constantly on the increase. 
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Blanks ami instructions necessary for ai)plying for governmcnl 
artiticial limbs will be sent to j^nBioners who wish to ajiply ; aiso 
blanks for transportation to come and return from any pait of the 
United States for the purpose of having the limb fitted. 

Plain common-sense people select plain common-aense articles. 

The uncomplicated inatrumenlB of war proved the most effectual 
and most serviceable, and the soldiers knoH' it ; the same rule 
applies with equal force to artificial limbs. 

Our old soldier patrons need no assurance from us that they will 
be fairly dealt with, and those who have no practical knowledge of 
our limbs or of our reputation will do well to correspond with somi.- 
whose names will be found in the pages of this pam{>hlet. 

Pensioners who reside at a great distance and do not care to 
travel so far, notwithstanding the faot that the Government will 
supply them with transportation, can have their Government limbs 
made from measures and sent to them, same as individuals who 
were not soldiers, and thus avoid the labor and time of a long jour- 
ney. Our system of measurements, together with long and esten- 
tiive experience, insures the very best results. We preser>'e all our 
old measurements, as well as a full record of all the limbs made, in 
a fire-proof safe, and are able to duplicate an order at any time. 

Many persons are availing themselves of our facilities and skill, 
and save their time and money by having their limbs made from 



Every pensioner in need of an artificial limb should take advan- 
tage of the Government's generosity ; by so doing they secure the 
very best article and are protected by the Government. 

Some manufacturers endeavor to have the pensioner draw the 
money in lieu of the limb and afterwards buy the limb with the 
money. 

As an inducement t« follow this plan they offer some rebate ; il 
should he understood that when this is done the manufacturer is 
relinquiithed of any obligation his bond has placed him under and 
the Government has no claims against him. 



AMPUTATION^S, DESIRABLE POINTS, AND TKE KINI> 

OF OPERATIONS MOST SUITABLE FOR THE 

USE OF ARTIFICIAL LIMBS. 

An amputation that has been made with favorable results for the 
use of au artificial limb will greatly simplify the problfm of sup- 
plying the want. On the other baud if tht' amputation is made 
regardless of prothesis, the patient is likely to be encumbered with 
a stump incapable of being supplied with an artitii'ial limb to the 
best advantage. Tlie latter condition always provokes unpleasant 
criticism on the ability of the surgeon, and is frequently exhibited 
aa an evidence of his lai'k of skill. 

The surgeon, therefore, can not be too careful in the choice of 
operation and the point of amputation, not only for the interest of 
hi.^ patient but as well for the protection of his reputation. 

Oui" contact with thousands <if amputations, embracing every 
character and school, ought to place us in a position to give the 
operator a hint or two that might serve him in the prosecution of 
his good intentions. We therefore beg to offer a few suggestions. 

In the first place the surgeon should acquire some knowledge 
of artificial limbs. He should know where the points of bearing can 
be taken in every kind of amputation. He should acqnaint himself 
with the changes that take place in the stump after the application 
of an artificial limb, so that he can work the stump into a condition 
that will reduce these changes to the minimum. Under these thre& 
heads we propose to discuss this subject. 

1st, The surgeon should acquire some knowledge of artificial 
limbs. This is essential because the sucoessful use of an artificial leg 
depends in a measure upon the character of the work he has done^ 
and then, too, the surgeon is the first man the patient consults on 
the subject. If he exposes ignorance the patient is thrown in a state 
of doubt and worry over the thought that possibly ignorance on the 
sabject had led the operator into errors in his management of the 
case. And if, on the other hand, to conceal his ignorance, the sur- 
geon has given the patient some wild, fanciful notions concerning 
artificial limbs, the patient, if of a chimerical disjKisition, will never 
be suited with the appliances of the most ingenious maker ; he will 
always be in search for some Utopian limb that will bring him to- 
ihe realization of his expectations, encouraged by his surgeon, who- 
" knows every thing." 



Any Burgeon can acquaint himself with artificial HmbB sufficiently 
for all praotioal piirpoaes, in a very few hours ; if he cau meet a 
maker who has had oonsiderable eiperience, an hour's talk with him 
will suffice ; if this is denied, the perusal uf the pamphlets of uxpe- 
rieDced makers will inform bim on the subject. 

2d. He should know where the points of bearing are taken in 
every kind of amputation, eo as to make the choice of amputation 
a wise one. 

An amputatiou through the shafts of the bones, or in other 
words any where between the articulations, leaves the end of 
the stump insufficiently protected to bear pressure ; consequently the 
weight ia necessarily taken in part on the aides of the stump liy 
compresaiou, and in part by opposition of the artiticial leg with the 
enlarging part of the stump. This means : for amputation in the 
thigh, that the weight is taken on the sides of the stump above the 
end and about the iaeliium. For amputations in the lower leg, the 




weight is taken on the sides, above the end, and on the surfaces of 
the interior and anterior tuberosities of the upper section of the tibia. 
The exceptions to this rule are too nut to be mentioned. 
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In disarticulations in wliicli the articular surfaces hare not been 
interfered with and the cicatricial tissues non-adherent, the i 
weight of the wearer can be carried on the end with perfect safety 
and with great relief and comfort to the wearer. 

In amputations of the thigh it is a good rule to save all the bone 
possible ; protect the bone with abundant periosteal tisBii* 
carry the flap well to the posterior bo as to have the cicatrix difr 
tant from the end of the bone. 

Cut No. 925 represents an amputation above the middle of the 
thigh ; the stump is held in a horizontal position to show the mo- 
bility of the hip. The flap is well carried to the rear and the tisauea 
about the end are free and yielding ; although this stump is quite 
short it can be relied upon for a great amount of work with len 
danger of irritation than if the femur were several inches longer^ 
and unprotected by abundant tissue ; this favorable condition may 
be attributed in whole to the disposition of the cicatrix and the noO' 
adherence of the tissues. 




with aocumiiKidaiing fuUle, which furtuiiutely protect the oioatrix 
friiiu ilaiigt;r of lac.enition. 

Without this abundaut tissue the stnmp would be aii unfortunate 

Amputations in the knee jointa are very favorable and are pre- 
ferred to any point above. 

An unfortunate practice exists, however, among some operators 
of irimming the condyles in knee joint amputations; we are very 
much opposed to this, as the trimming of the condyles in most cases 
removes the possibility of bearing on the end, as any interference 
with the condyles has a tendency to remove or impair the natural 
cushions on the articular surfaces and is likely to render them 
incapable of enduring the pressure of the weight of the patient. 
If tlie patella can be placed in the inter-coudylic space and kejtt 
ihere without danger of slipping, it will be quite desirable to do so, 
but the advantages of having the pat«lla retained are not sufficient 
to risk any chance of subsequent displacement. The flap for this 
amputation should be anterior, so as to bring the cicatrix well up 
on ihe posterior of the stump. 

If this can not be done, let the flap he selected from that part of 
the leg that will admit of enough tissue to allow the cicatrix to be 
placed well away from the end. 

We advise in all knee-joint amputations to take the weiglit on 
the end when it is possible to do so, and And that the best results 
follow when the wearer is able to take advantage of this condition. 

In amputations below the knee it is dexirable to save all the 
length possible down to about the juncture of the middle and 
lower thirds ; between this point and the aukle-joint there can be 
no advantage in saving length of bone. In an amputation below 
the knee it is particularly desirable to have the end of the tibia 
well covered with periosteum, and the flap carried well over the 
end of tlie bone so as to avoiil adhesion. Teale's method for the 
lower third amputation ia unquestionably one that produces excel- 
lent results. The same may be said of his method for thigh 
amputations. 

The most favorable ankle joint amputation for the use of an arti- 
flcial foot is that known as Symea' ; this amputation leaves a stump' 
that combines the greatest number of favorable conditions. In the 
Symes amputation there is no need of cutting any of the surfaces of 
the bones; the periosteum should never be interfered with and the cica- 
trix should be located on the anterior surface, a trifle above the end. 

The end of the stump carries the weight, and the patient can be 
supplied with a leg that fills the highest possible conditions and at 
the least cost. Cut No, 12n,page 42. represents a model Symes stump. 
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PirogofTe amputation takes a second place to the Symes. There is 
but littie choice between the two, but the prefertnoe favors the 
Symes. Either tlie Symes' or Pirogoff's amputation commands 
much respect. They are simple to treat and subject the patient to 
the least expense in the purchase of substitutes for the lost foot. 

Chopart's and Heys' amputations of the foot through the metatar- 
sals leave the most opprobrious of stumps ; contrary to the Syraes' 
they are difficult of prothesia; the most practical appliance devised 
can not compare in utility, comfort, or durability with legs con- 
structed for either of the above tibio-tareal aroputatione. The condi- 
tions inseparable from the stumps of these amputations leave but little 
opportunity for the litnb-maker, 

Tlie uatui-al length of the leg from the knee to the heel ia 
retained, thus allowing no space for attachments or mechanism in 
the appliance. All the dimensions of the stump from the end to 
the ankle articulation are either normal or excessive, and as the 
appliance must encase the stump the diameters about and below 
the ankle are necessarily very much larger than natural ; this gives 
the appliance an uncomely and clumsy appearance. 

The stump from the ankle-articulation will not admit of a firm 
grasp, as the remaining bones and the neurological complications 
of the foot are such as to forbid continuous pressure ; on account of 
this the ankle-joint articulation can not be availed of, for, in order 
to secure an artificial foot to the stump sufficiently firm to enable 
the wearer to use the ankle joint and rise on the toes without exco- 
riating the stump, the pressure required about the stump would be 
so great that it would mduce unpleasant consequences. On account 
of this it is necessary to carry the artificial above the ankle, 
encasing the leg very nearly as far as the knee, depending on the 
shaft of the leg for security, leaving the stump free and entirely | 
disregarding the articulation of the ankle. 

The most serious objection, however, to these amputations, and 
which ought alone to debar tbem from license, ia the disposition of 
the amputated surface pointing downward, occasioned by the sev- 
erance of the fiexora, thus destroying all opposition to the exienaors. i 
The cutting of the tendo-aohilles is occasionally the resort to coun- 
teract this tendency, but this is only partial relief at the best. 

The Symes' or PirogoiTs amputations secure so many advantages j 
not possible to be attained in the Choparts', Keys', or any of the am- 
putations below the ankle joint, that really we can only see oompli- \ 
cations and difficulties in retaining parts of the bones of the foot. 

Amputations of the upper extremities or arms can be safely gov- 
erned hy one rale, — that is, to save all the length possible with a 
preference for disarticulations Uj amputations above. The utility of 
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an artificial liatid compared with the natural is almoat itisignifieaut, 
therefore it is desirable to retain every thing possible. Exsection 
of the nlna, radiufl, humerus, or of any of the articulations that will 
leave the hand or even a part of the hand in place and nnder mus- 
4jular control, should liy all meany be preferred to an amputation. 
A single finger or even the metacarpals will be of more value than 
any artificial hand ever invented. Our prayer to the surgeon i*. 
therefore to save every thing possible in all surgical operations in 
the upper extremities. 

3d. The changes that take place' in a stump after the use of 
an artificial limb, and which in a measure can be obviated by tlit- 
surgeon. 

The almost invariable tendency of a stump immediately after 
recovery from the amputation is to accumulate fat. This not only 
enlarges the stump but makes it flaccid. 

The effect of an artificial limb on a etump in this condition is to 
crowd out the fatty tissue and harden and solidify the slump ; tins 
change is desirable, as a stump can never control an artificial limb 
to the best advantage nntil such a change has taken place ; but un- 
fortunately this change when brought about by the use of an arti- 
ficial limb unfits the stump for the artificial limb — as the stump 
hvcomes smaller the artificial limb becomes looser ; it is true the 
wearer can add coverings to his stump or place linings in the socket 
of the limb, but both of these methods are objectionable, as they 
add weight and are more or less uncomfortable ; the better way, 
however, ia to have a new socket applied to the limb and fitted to 
the reduced stump. 

The Burgeon in most cases has it in his power to obviate the 
occurrence of these changes, by the simple method of bandaging 
tlie stump tightly from the end upward and continaing in the same, 
up to the time of the application of the leg. Tight bandages will 
not admit of nndne growth, and have a tendency to reduce the stump 
to small dimensions. In addition to tight bandages, frequent rub- 
bing or massage, with occasional bathing with clear water, will 
keep the slump in a healthy condition. 

The frequent movement of the joints, sufficiently violent to bring 
a tension on the tendons, will pri'serve full movement and check the 
tendency to either contract or anchylosc. 

It will be a fortunate day when the medical and surgical institu- 
tions of the land will add to their curriculums the subject of ampn- 
tations and the treatment of stumps with view to prothesis. Up to 
the present time the practitioner has to learn from experience ; 
he is thrown entirely on his own resources, and, being usually an 
occupied man, can ill afford the time to devote to a subject that to 
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Ilia mind is of little gravity. In eouBcqufiice of this he is very likely 
to run into errors. 

To contiDue tight bandages after the etiunp is healed and soand^ 
for the purpose of keeping the atump down to small dimensions, is 
BO uunatural that his mind is slow to comprehend the importance of 
it ; and the opposite disposition is likely to prevail — that of encourag- 
ing growth so as to have the atump assume the proportions of the 
opposite or sound leg. 

HOW SOON AFTER AMPUTATION SHOULD AN ARTI- 
FICIAL LIMB BE APPLIED ? 

Experience shows that the most suitable time to apply an arti- 
ficial limb is as soon after tlie healing and recovery from shock aa 
possible. A little thought will convince any one of the prudence 
of this. We have already called attention to the fact that siutnjM 
immediately after recovery from amputation tend to grow large 
and flabby, and that the joints become enervated and the musRles 
tend to contract. To conuleract these tendencies we have prescribed 
bandages, massage, and frequent vigorous movements of the joints,. 
to be persisted in until the artificial limb is applied. As soon as an 
artificial limb is applied the artificial limb controls these tenilencies, 

We have applied limbs to stumps within one month after amputa- 
tion with very excellent results j this period, however, for tlie tisual 
case is too brief. A safe rule to govern this matter is, as soon after 
healing as possible. 

Patients are frcqaently advised to wait until the stump becomc» 
hard and tough ; this advice is an evidence of a laek of knowledge un 
the subject. Nothing but use will make the members of the huninit 
body hard and tough. The bottoms of ouj natural feet are hanl 
and calloused from constant walking npon them. The hands of a 
laborer are strong and hard from ibe constant use he puts tlieni 
to, while those of the unoccupied are soft, tender, and effeminate;, 
nothing but use keeps our joints strong and flexible. Allow a sound 
and healthy arm to hang uselessly by the side for a month and the 
consequence will be that the arm will become so enervated that it 
will require a great effort even to move it. A stump hanging use- 
lessly from the body undergoes the same enervating changes ; hence 
we say, apply a leg as soon as possible after the healing and recovery 
from the shock. Tlie following correspondence on this subject will, 
we hope, be read with interest : 
Stephen G. Cook. M. D., 

New York City. 

Deak Sir — Your experience as a surgeon and physician, and 
more especially as United States Government Inspector of Artificial 
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Limbs, purchased by the Government for the disabled soIdierN, sc- 
abies you to exercise a practical as well as theoretical knowledge 
upon the important question of what constitutes a proper period to 
«lap8e after amputation before applying an artificial limb. 

Upon this very important question surgeons differ very widely, 
and I desire to obtain your opinions for publication, and trust you 
will contribute a full expression of your views upon the subject. 
Yours very truly, 

A. A. Marks. 

REPLY. 
Mb. a. a. Marks. 

Dkab Sib — Your letter, asking my opinion as to the length of 
time to intervene between the amputation of a limb and tlie appli- 
cation of an artificial one, liaa been received, and in resjionse I would 
say that I would allow just as long a time to elapse as is necessary 
for the thorough healing of the stump, and no longer. 

In my opinion there are at least three good and sufficient reasons 
why the interval should be brief, to wit ; 

First. Because by disuse the muscles left by the amputation, and 
which in the future are to control the action of not only the stump 
but al&o the artificial limb thereto attached, becomu undisciplined ; 
that is to say, they lose the nice co-operation there is naturally 
between them and the will-power. 

That muscles act under the strictest discipline needs no further 
evidence than U> watch the skillful movements of any trained arti- 
san and compare them with the bungling efforts of the unskilled, 
the untrained, and the undisciplined. After an amputation the 
muscles left are necessarily for a time uimsed, aiid if left too long 
lose the power of responding to and being governed by the will. 
The appRcalion of the artificial limb is the first impulse that 
arouses them from their long period of inactivity ; hence, in my 
opinion, it should be applied just as soon as practicable after the 
stump has healed. 

Second. Mv second reason is based upon the old physiological law 
that " action mcreases strength." Compare the muscular develop- 
ment of the blacksmith, the boat-rower, the trained athlete and 
gymnast, with those of gentlemen of leisure anil pleasure, and the 
adage needs no further proof. The muscles of an amputated limb 
not only become undisciplined, but they also become atrophied, 
shrunken, and effeminate, and the longer thev are unused the more 
atrophied they become. The shrinking of t^c muscular tissues is 
auppleoLented by a deposit of adipose tissue (fat), so much so that 
sometimes when the manufacturer of artificial limbs is applied to, 
he finds, instead of a hard and firm stump, what has more the 
appearance of a mass of quivering jelly. 

Third. My third reason is applicable to the toss of a lower limb 
only, and refers to the use of crutches. Under the most favorable 
circumstances, it is a difficult task to learn to use an artificial leg 
skillfully and naturally, a task that some learn much more readily 
than others, the same difference existing between individuals in 
this respect as In learning a science or a trade. The patient who 
has learned lo balance himself upon a pair of crutches, and to get 
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along as rapidly and almost as easily as before he was injured, is 
very apt to Iwconie both discouraged and disgusted when, on the 
application of an artificial limb, he discovers he has to learn the 
art of locomotion all over again. Under aach circumstances, 
unless possessed of more than thti usual share of energy and deter- 
mination, he is too apt to lay the artificial limb one side for inter- 
vals too long to enable him to become speedily accustomed to its 
use. 

For these and other reasons that might be mentioned, my expe- 
rience of over twenty years as surgeon both in civil and military 
life, as well as inspecting suri^eon of artificial limbs for the United 
States Government, has leil ine to the conclusion that the period of 
time that should elapse between the healing of the stump and the 
application of the artificial limb can not be too brief. 
Yours very Irulv. 

S. G. CV.OK, M. n.. 
Ill Wi?st 12th Street, New York City. 



CHILDREN. 

Children who lose one or both of their limbs before they attain 
their full growth are sometimes prevented from applying artificials 
on the ground that they will soon outgrow them. Thb* appears at 
first glance sufficient reason, but a little reflection will show that it 
is ill advised. The child's growth and symmetrical development 
being paramount, the use of an artificial limb is the only method 
by which the child's growth can be governed and its develop- 
ment made uniform and ej-mmetrical. 

An artificial IJmb can he lengthened at any time at an expense 
not exceeding five dollars, and sometimes much less. It may be 
well to here state that the limbs we tnannfacture possess a very 
important advantage over all others in this respect, on account of 
their being free from internal complications of cords and springSj 
thus saving the largest part of the expeiiiie attending tlie opera- 
tion of lengthening the limb to keep np with the growth of the 
patient. 

The most important point to be taken into consideration in thiB 
matter is, how shall we most benefit the lender sprig of childhood, 
whether by compelling him to use crutches and grow np round- 
shouldered, one-sided, or otherwise ill shaped, as frequently results 
from the long use of crutches, or at once to apply a substitute, and 
pay pnjper attention to the lengthening, and thereby avoid 
the unpleasant sight of a cripple, and the mortifying effect 
(to say nothing of the great incimvenience) to the patient. 
Another very important fact should be taken into consideration, 
and that is that a child growing up without a substitute to exer- 



fise the stump impaira the use of it, either by its becomiug per- 
manently oontracied or enervated. When an artificial limb is 
applied at the proper time, and the child grows with it, the child 
never seema to fully r(?alize the Iuhs, and becooiea the most 
skillful of operators. No child that loaes a leg at any age 
ahould go without a substitute for a single year after the 
8tamp is healed. Some are without means to seuare limbe, and 
others will say that they can not afEord it. Then call upon your 
friends for assistance, or do some thing to provide for the noceasity 
of your child and avoid its growing up in your sight a deplorable 
speolaole of niisforiune. 

"To clinch the nail of theory with a few blows from the hammer 
of experience," we present the following cases. 
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Mabel Tliompson, cut No. 327, had her leg amputated very close to 
her knee joint when she was but nine months old — before she began 
to creep. The stutnp, from disuse and for better protection, invol- 
untarity tended backward and upward. There was apparent ten- 
dency to anchylosis or stiffening of the knee. 
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On consulialioii witli ihe surgeons it was ilecitU-d that an artificial 
leg properly fitted, with joints to operate in harmony with the nat- 
ural knee, voiild swing and force the Btump to move a* the child 
was being carried, thus check anchylosis and restore the full amount 
of motion. We applied a leg to her when she was about one year 
old. In a short time she began to creep. A few months after her 
parents were surprised to find her standing alone. She soon began 
to walk, and at this writing the child is less than five years old, 
and walks, runs, and frolics about just like other children of her 
age. Cnt No. 228 represents her with an artificial limb applied. 

The leg has been lengthened and enlarged to accommodate her 
rapid growth, at an expense not exceeding the renewal of crutches. 
Had this child been neglect«d in her infancy, instead of the cheer- 
ful, healthy, active little girl you see in the picture, in all probabil- 
ity she would now be a weak, helpless object of ])ity. On examina- 
Iton you would find a stump, contracted, weak, and almost lifeless, 
which wonld be a burden to her all her life. As it is, her stump is 
a model of health, strength, and usefulness, and will never fail In 
controlling an artificial leg with advantage, comfort, and nat- 
uralness. 



Cut No. 229 represents a little girl eight years of age, one view 
exposing her stump and artificial leg ; in the other she is dressed 
and ready for walking. This girl grew Tip, developed, and at this 
writing is a lady of graceful proportions. 

Would she now be so well-formed, healthy, and competent to 
occupy her proper sphere in life, had she grown up without the aid 
of this BUbstiluto? Her picture, cut No. 230, shows cJearly what 
she now is. 
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It is very well nnderstooij that yowng ladies wearing artificial 
litabs are not over-deairouK of having it publicly known ; this is not 




an exception ; nevertheless her name and address will be given, when 
desired by iversons giving satisfactory reasons. 8he resides in New 
York City. 

Cut No. 231 represents Mr. Thomas Kehr exposing his stumps. 
At tlie age of ten tlic lad was rim over by thi' cars, which caused 
tlte ampntation nf both legs, one above, the other just below the 
knee. In Deceniher, 1875 (just about a year after the accident), 
we applied a pair of artificials as illustrated in the cut. 

In two weeks thereafter he was walking very well without a cane. 
Two months passed and he was walking and getting about, up and 
down stairs, and in fact everywhere he wished to go, without anv 
assistance whatever, with such ease and comfort that it was abso- 
lutely wonderful for such short and unfavorable stumps as his. 

Cut No. 232 shows how he appeard with his limbs on and dressed. 
This case is anmher which practically illustrates the great impor- 
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tanue of ap)ilying t^iibstitnt 
jiars. 



1 those wbo are mainu-d in wnder 




Dr. Brady's letter i 
iDterest. 



will doubtless be fonnd of 



Brooklyn, E. D„ Nkw York, 

May leth, 1876. 
Mr. a. a. Marks, 

Dear Hib — I liave tliorouglily examined the case of the boy 
Thomas Kohr, of this city, whohas been wearing a pair of vowr 
artificial legs for the past six months. About a y«ar and a halt ago 
he was nm over by a train of the S. S. R. R. of Long Island, and 
both of hifi lower limbs were so crushed that I amputated them, 
the one well above the knee, the other about one inch and a half 
below. At the time of the operation many expressed a wish that 
death would oocur, as the lad being very poor it was thought that 
his future would not only be a burden to himself but that his future 
support, should he reach man's estate, would depend upon the char- 
ity of the public, as it was considered about an impossibility for 
bun to serviceably use artificial limbs. 

I am thankful that I can say that you have made his future worth 
the living, by giving him the means of good locomotion. 

I saw him two weeks after he had put them on for the first time, 
and it astonished me greatly to see the remarkable use he had 
already acquired ; since then I have seen him many times, and 
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have eacti time seen marked iniproveinent in the freedom of uee in 
w&lkiit^'. 

Within the past week I saw him walking; ou the street without 
even the help of a vane, and so little lamed that any person seeing 
him would not for the moment have the least suspicion that he was 
using legs other than such as nature provided. 

I feel competent to say that in this case your artificial limbs have 
proved a grand success. I have never before seen artificial limbs 
which in action approached so near that of perfection. 

I attribute the wonderful success in this boy's case mainly to the 
superior results acluevcd by your inventions. 

Especially can attention be called to the use of the rnbbcr foot, 
thereby dispensing with the ankle joint, thus giving the wearer an 
elaatir, relia6le, and mtre footing, which must greatly relieve him 
from the care and watchfiibtetB which muat certainly be required by 
those who wear artiflcial limbs having jointed feet. * 

Your plain and simple mode of coustruotion of artificial legs i^ to 
my mind unquMtiotuMy the best, and when asked by legless persons 
as to whose make of artificial limbs would prove the best to secure 
comfort and ntility, I most decidedly say, without any hesitation, 
Marks'. 

Very respectfully, 

Hamuel J. Brady, M.D. 



DIFFICITLTIE8 OVERCOME, 



Ampuialiuns and defonultiea are frequently attended by compli- 
cations that make the adjustment of substitutes very difficult. 

We have given special attention to these matters and have 
always been able to cope with the most perplexing. 

This may be surmised from the very jwcnliar apparatus illus- 
trated in the fore part of this book. Tlitirc are, however, anoro- 
alouH cases presented every day that require some unusual method 
of treatment. 

Cut Xo. 333 represents an amputation a little above the ankle 
joint. The conditions of the case were as follows : The foot and 
ankle had been mutilated by a railroad accident. The tibia about 
four inches Iwlow the patella had been injured so that a scale of 
dead bone of alioiit two inches by one inch was hy the slow pro- 
ceiw of nature disintegrating and separating itself from the living, 

Tlie amputation was performed a little above the malleoli. There 
being scant material at this part of the leg to furnish a copious flap, 
the extremities of theboiieswere poorly protected. The dead scale 
remained on the tibia partly exposed with nlcerations about its 
border. Examination revealed the facts that no pressure uould be 
taken either on the end of the stump or on the sides of the exlrem- 
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ity, and further, that the tissuee about liie dead bone were * 
and painfitl to the touch. 





Even Blight compression on the calf would irritate the diseased 
part. The patient came to us in this condition and was very 
ansious that something should be done to enalile iiim to get about 
and discard his crutches. The leg we constructed was provided 
with a laced front, adjustable so that pressure could be taken about 
parts where it could be endured. Cut No. 234 represents the leg 
applied. 

Tliis gentleman found the artificial leg of great benefit. With it 
he was able to go about without crutches and attend to his wants. 

The following ease is one worthy of special notice. The subject 
met with an accident on an ocean steamer, whieh mangled his left 
arm, left leg, and dislocated the left hip joint. The arm was ampu- 
tated in the shontder joint, and hip dislocation reduced, bat subse- 
quently the leg was amputated in the middle third of the thigh. 
A short time after, the subject was taken with an cpile|)tic fit and 
fell out of bed. The fall redislocated the hip, which unfortunately 
VOR not noticed until about two months had elapsed. It was then 
deemed inadvisable to make any attempt at reduction, an the stump 
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had not thoroughly hcaU'il, The enhjecl was confined to his Ijed 
for several months, when he was permitted to go about the hospital 
and the grounds in a rolling chair. His stump having become 
healed, he wae placed under our charge. An examination revealed 
the following compliuatious : Left hip still dislocated, stump about 
eight inches long, measured from the perin»um ; on account of llie 
hip dislocation the stump inclined interiorly several degrees. 
From disuse and long confinement the right leg became enervated, 
with considerable contraction of the knee extensors. The patient 
could not bear any weight on liis natural leg. Even with the help 
of two attendants be was not able to stand ereet. 




Our first duty was apparent, that of reBtoring strength to his 
right log, and full mobility to the knee of the same. With this In 
view we directed his attendants to apply massage and to work the 
knee vigorously ; this was continued for two weeks with little per- 
oeptible benefit. 

We then suggested the Dr. Meigs Case Apparatus, the j)nrpofie 
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being tu hold the patient in a vortical potiitioii, mispend<<d from all 
the available parts of his body, and at a suitable height to enable 
him to barely touch his one foot to tbe floor. Fig. Ko. 235 repre- 
£ent« the patient suapeuded in the ehair. 

The Buapeu»ion was eaay, comfortable, and almost a luxury. 

PropuUion was obtained by the right foot touching the floor at 
intervals. In a brief time he had recovered aufficient strength to 
command the movements of the chair. Favorable results followed 
rapidly. Full extension of the knee was obtained, followed by 
restored strength and a very favorable tendency of the stump to 
hang vertically. The hip dislocation showed a disposition to reduce. 
We applied an artificial leg in due course of time with results that 
justified all our endeavors. The patient returned to hia home soon 
after, and from the latest we can leani of him his progress is 
flattering. 

We commend the Meige Case Apparatus for cases of unusual 
weakness and spinal troubles, and will supply them to parties at a 
reasonable price. 



L 



OUR FOREIGN TRADE, 



This department of our buaineas has increased rapidly and 
assumed proportions to require tipecial attention. 

We have applicants frojn all quarters of the world, and are fill- 
ing orders for foreign countries constantly, more particularly for 
South and Central America and Mexico. Ko stronger testimony 
of the durable and satisfactory qualities of our work can lie given 
than this, from the fact that these parties living at no great a dis- 
tance choose our work because they are denied access to the man- 
ufactory, and require an article that will keep intact and in gooil 
working order without frequent repairing. 

In view of these facts, we have found it necessary to pnliHsh an 
edition of our pamphlet in the Spanish language, which has been 
widely circulated and is bringing in large returns. 

To introduce us to thoae with whom we have had no dealings 
and assure them of our business standing and responsibility the 
following certificate wsis prepared and signed by the distinsuiahed 
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men whose names are thereto appended. In addition tn this cer- 
titicate, in other parts of this book we print a translation of some of 
the tetttrs of commendation, together with a few abstracts from 
4^mplimentary notices taken from the foreign jireHa. We deem it 
not out of place to introduce this matter in our English pamphlet, 
as this book will, in all probability hv circulated extensively iu 
foreign uountrice, and doubtless it will rtiach some one who would 
prefer the tipanieh edition, to whom U will be sent on application. 



CEKTIFICATE. 
(Translated from the Spanish.) 

We certify that the establishment of A. A. Marks, of this city, 
is one of the oldest and most resironsibte in the manufacture of 
artificial limbti. 

This eBtablishmcnt is one that offers the best guarantees of any 
in the United States. 



HIPOLITO DE URIARTE, Tonaul 

General of Spain. I88». 
JOSE CARLOS TRACY, Consul of 

Peru. 
JACOBO BAIZ, Cunsul Gi'neral of 

QuatemnliL hd(1 Snlrador. 
HIPOLITO BILLINI. Consul of Oxc 

Republic of Dominica. 
PHANCI8 SPIES, Consul Genwal of 

Etiuador. 
MELCHOR OBARRIO, Consul Gen- 

emlof Bolivin. 
D, DE CASTRO & CO. 
P. PARRAGA. 
TELLADO GIBERGA & CO. 
^A. O. DICKEHSON. 
WJOBE a. GARCIA. 
111. & C. DEGENER CO. 
rJOHN OSBORNE, 80N & CO. 
' P. E. DEaVERNINE. 
KANE & BEHRKNS. 
C. JULIAN. 
ABRAIIA3I BAIZ 
WM- R. GRACE, Merrlianl and 

Mayor of tlie City of New York. 
J, DE RIVERA &CU, 



S, SAMPER & CO. 
N. PONCE DE LKON. 
EDWARDO AVILA, Official of 



CARI-OS FARINl. Consul Gimenil 



U, S. ColombiH. 
SALVADOR DE JfENDONCA, 

Bra/ilbn ('»ti£ul GenL'ral in 

United Stnns. 
LAVANDEYRA BROS. 

E. EGNE8. 

F. MIRANDA 4 CO, 
JOS. F. SPINNEY. 
HORATIO R. HASnLTliN, Consul 

of U, 8. of Vi-neKiLclii. 
R. MARTINEZ, Consul of Argen- 

liiir Renublio. 
JUAN RUIZ. 
DAVIS HROS, 
PAREZTRIANA ArCO 
J. BARKER READ CO. 
FREDK. PROBST Jt CO. 
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SOCKS FOR STVMPS. 

The question is freqiienily asked by inexperienced persons, " Is 
the socket of the artificial limb padded, or what proiects the stump 
from contact with the wood?" Our reply to this question is that 
padding or lining permanently placed in a. socket is found to bo 
objectionable ; if of an absorbent material it becomes offeneivt' by 
the exudations of the etump ; it soon hardens, becomes rough, and 
is attended with other weighty objections. The best method we 
know of is to draw on the stnmp one or more woolen or cotton 
socks, made of line soft yarii, knit to fit the stump as well as stock- 
ings do the feet. 

These socks should be frequently removed and washed ; by this 
method the stump will be kept clean and in a healthy condition. 

We have a department for knitting these socks, and keep a large 
stock constantly on hand ; they are arranged in eleven different 
sizes calculated to fit auy ordinary stump ; should, however, a stKe 
or shape be desired different to the sizes in stock, we wilt knit them 
to order at no advance in price. They are made of woolen or cot- 
ton yam, while or colored, as may be desired. 

Unless otherwise ordered a colored woolen sock will be sent in 
response to the order. 

* I 

I I 



The general appearance of socks can be uiulerstuod from the cuts. 
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NUMBER. 


LENGTH. 


CIRCUMFERENCE AT 
TUE LAROB8T END. 


PRICE 
EACH. 


PRICE 

PER 

DOZEN. 





1 to 10 inches. 
10 to 15 " 
10 to 15 " 
15 to 20 *' 
15 to 20 ** 
20 to 25 " 
20 to 25 " 
25 to 30 ** 
25 to 80 * 
80 to 35 " 
80 to 85 *' 


Less than 15 inches. 
15 •• 

Over 15 " 
Less than 15 

Over 15 " 
Tjess than 15 *' 

Over 15 *' 
Less than 15 " 

Over 15 * 
Less than 15 " 

Over 15 *' 


% .40 

.50 
.60 
.60 
.70 
.70 
.80 
.80 
.90 
.90 
1.00 


$4.00 


1 

2 


5.00 
6.00 


8 


6.00 


4 


7.00 


5 

6 


7.00 
8.00 


7 


8.00 


8 


9.00 


9 


9,00 


10 


10.00 







In some cases of amputation below the knee, a short sock in 
addition to a full length one to come only to the knee joint is 
desired. For such cases No. 0, 1, or 8 will be suitable. In taking 
measures for socks, adhere to the following instructions : 

First. Take length of stump from body to end, then circumfer- 
ences at body and at distances of about three inches apart. 

In determining the number of size, five inches should be added 
to the length of stump to allow for turning over the top of leg 
and the shortening caused by the stretch in drawing on the stump. 
If the sock is to cover the stump from end to the knee only, com- 
mence at the knee, and state length from centre of knee-joint to 
end, circumference at knee, and so on down. If for a knee bearing 
stump, take measures as in cases where the knee joint is used and 
flexible. 

One-half and one-quarter dozen sold at the same rates as per 
dozen. The same furnished in cotton at the same price. Orders 
for socks filled and sent by mail or express, carriage prepaid by us 
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SUPPLIES FOR ARTIFICIAL LIMBS. 

Webbing. — We have manufactured, expressly for our own use, » 
superior quality of webbing, which is more suitable in strength and 
color for artificial limbs than any other in the market ; its color is 
light, and is not affected by perspiration. We can fill orders for 
the same at the following rates, and in any quantity desired : 

JEJlastic Webbififfy 2 inches wide, per yard, 60 cents. 

Elastic Webbing, 1^ inch wide, per yard, 50 cents. 

Elastic Webbing, 1 inch wide, per yard, 40 cents. 

Non-elastic Webbing, 2 inches wide, per yard, 30 cents. 

Nofi-elastic Webbing, li inches wide, per yard, 25 cents. 

Non-elastic Webbing, 1 inch wide, per yard, 20 cents. 

Buckles, old style, two-tongue, 2, 1^, and 1 inch, nickel-plated, 
very strong, each, 5 cents. 

Buckles, 5-8 and 7-8 inch, for leather use, single-tongue, each, l(y 
cents. 

Clamp Buckles, see Cut 183, page 69, each, 25 cents. 

Boilers, see Cut 184, page 69, each, 25 cents. 

Screw Buttons, see Cut 189, page 71, per pair, 50 cents. 

Check-straps, for legs for amputation below the knee, made of 
non-elastic webbing, comprising two or more thicknesses. Two 
thicknesses, each, 40 cents. Three thicknesses, each, 50 cents. 

Ladings, of fine buckskin, average length, 50 inches, each, 25' 
cents ; $2.50 per dozen, or $1.25 per half-dozen. 

Bolts, of fine steel, applied to side joints of below-knee legs, com- 
plete with screws, per pair, $2. (The leg must be sent to us to 
have them properly applied.) 

Spiral Springs, of fine-tempered steel, used in knee-joints of 
above-knee and knee-bearing legs, with cylinder, complete, $1 ;. 
without, 25 cents. 




No. 239. 



Knives, Eorks, Brushes, and Hooks, made to fit palm of hand or 
wrist of artificial arm, of our own make. Knives and forks, each, 60 
cents. Brushes and hooks, each, $1. 
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Screw-driven, made of steel Buffieieiitly strong to turn llie larger 
crev/e in a leg or arm, each, 25 (Splits, 




Oil-cant. Cat No. 240 repri'sfiils a new style of oU-canj neat 
and L-ompact, capable of being carried tu the pocket ; oil can not 
escapt- ; each, 35 cents. 

Greaae. Abovo iho knee and knee-bearing legs require a sub- 
tance with more body than oil for their journals. We have a prepa- 
ration for thia purpose. The eompouud is prepared in small tin 
boxes, containing euough to last one year. Per box, 10 cents. 
(Can not be sent by mail, moat be sent by express.) 

Felt — of fine wool— used for pads and fillings, the best sabstance 
fur lining a socket when the stump has reduced. Rates : 1-8 of an 
inch in thickness, per square iuch, 1-2 of a cent ; 3-16 of an inch in 
thickness, per square inch, 3-1 of a cent ; 1-4 of an inch in thick- 
ness, i>er sqiiare iuch, 1 cent. Cut a paper pattern so that it will 
surround tliat part of the stump desired to be covered, multiply the 
length by the breadth half-way between the top and bottom, thus 
ascertaining the immber of square inches wanted. Send the 
paper pal.tem to us and we will cut the felt to suit. 

Socks and any of the above-named articles except grease {which 
is not mailable) will be forwarded by mail, post-prepaid by us, 
when orders are accompanied by the money. 

The system of sending goods by express, C. 0. D. (collect on 
delivery), is very well and satisfactory when dealing with busi- 
ness houses, but many persons of un business-like principles order 
articles recklessly, thinking they will be able to pay for them when 
thev arrive, and subsequently, finding it not convenient to do 
so, allow the goods tn be returned, incurring an expense of 



123 A. A. MARKS, ABTIFICIAL L1MB3, NEW YORK CITi'. 

trail Bportatioti both ways for which we receive nothing. On 
account of the frequency with which this has occurred, we will 
send nothing C. O. D. unless some of the money is advanced to 
asHure us of good faith on the part of the ordering party. 



HOW TO REAIIT. 

In making remittancca of large amounts, it is advisahle to send by 
a money order, jioatal note, registered letter, express, or draft on 
New York. Fractional paila of a dollar may he sent in postage 
8tanip8. In ordering, state the precise article or articles desired, 
and do not omit giving, together with your name, your post-otfice 
address in full, with county and State. Address all communica- 
tions to 

A. A. Marks, 

701 Broadway, 

New York City. 



CRUTCHES. 



Every person who has lost j 
pair of crutches, whether he v 

It is not intended to he ui 
when wearing artitioial legs, 



li'g ought to be the possessor of a 
ears an artificial leg or not. 
iderstood that crutches are necessary 
ir even at the beginning, but there 



are occasions constantly arising in a cripple's life when a pair of 
crutches can he used to great advantage. 

A sore on the stump, an injury to the sound leg, a sprain in either 
knee, and a hundred other causes are likely to oecnr that will reit- 
der a pair of crutches invalnahle. The cost of crutches is trifling, 
and any one can own a pair at a very little sacrifice. The cnitches 
which we here offer are fine, strong, and tasty. They are made of 
rosewood, lancewood, and rock maple, as may be desired. Rock 
maple are the strongest and the moat chosen, and are always sent 
unless other kinds are ordered. If the natural light color of the 
wood is objectionable they can be had stained, ebony or rosewoud 
at an additional expense of $1 per pair. 

The wood in all our crutches is selected with great care. The 
arm pieces and h.ind rests for the rock maple nr lancewood crutch 
are of fine grain cherry ; the hand rests are secured with long 
rivets passing from one side of the crulch entirely through the 
handle and riveted to the opposite side. This is done as a security 
against accidents which have so frequently occurred with the n 
of screws as in other styles. 
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No. 341. No. 242. No. 2j3. No. 344. Ko. 345. 

The abovp cuts reitreacnt tlie different style of omtclies. De- 
acription and prices as follows : 

No, 241 is known a» the Whitmore emtch; side sticks are steam 
benl ; top made of genuine Russia leather; stuffed witb eurlod hair 
secured to siile sticks. The yieldint,' soft quality of the top, which 
is made more elastic by the sjiringing of the side sliok, makes a 
most delightful rest for the arm. 

Patented clamp ferruleu No. 246 are used for the bottoms. 

They hold No. 249 tips. All the trimmings are nickel-plated. TJie 
crutch is highly finished. 

Price per pair, rosewood, ♦lo.oo. 

Price per pair, lancewood, flO.no. 

Price per pair, rock maple, #8,00. 

No. 942 is known as the "cow-horn top " crutch on account of its 
cow-horn reReroblanoe, They are very light, tasty, and durable. 
The top is made of cherry, very smooth and highly polished. This 
top is frequently preferred to the cushion ; they are as comfort-ible. 
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and from the fact that they are smooth, do not wear the clothing 
nearly as muoh as the elastic or padded top. 

Price per pair, i-ock maple, JS.OO. 

No. 242Ji same as 242, with full nickel-plaled trimmings with 
No. 248 ferrules and No. 24fi rubbor tips. 

Price per pair, rosewood, 16.00. 

Price per pair, lancewood, iC.OO. 

Price per pair, rock maple, 84.00. 

No, 243 ordinary plain rook maple crutch with cherry tops. 

Price per pair, #2.50. 

No. 244, plain split crutch with ordinary cherry tops. 

Price per pair, with No. 350 rubber bottoms, (12.00. 

No. 345, same as No. 243, with upholstered top made of leather 
stuffed with curled hair, making an agreeable soft top. 

Price per pair, $3.00. 

No. 245J^, same as 245, with full nickel-plated trimmings, No. 
248 ferrulSB and number 249 rubbers. 

Price per pair, £4.00. 

A single crutch will be sold at one-balf the price of a pair. 

In ordering use the preceding numbers to avoid confusion. 

Enclose the amount of money with the order. Give length in 
inches from arm-pit to the floor when arm la banging by the side 
and the person standing erect. 




tip. 



146 represents the patented clamp ferrule without the rubber 
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No. 247 represents ibe saoie witli jawa expanded ready to receive 
rubber li^i No. 2*9, whicli U secured firmly by wrewing tlie jaws in 
Uie socket. These dani)) ferralt>B art; made of cast brass, nk'kcl- 
plaicd, and can be sci-ewcd on tlie ends of any cruteb J^ inch in 
diameter. 

Price per pair, with rubber Up No, 349, *2,50, 







No. 248 represents a heavy brass nicke!-}>!ated ferrule cajiable of 
holding No. 349 rubber tip. The tip in tins ferrule has to be 
squeezed in place. The operation is a little more difficult than in 
No, 246, but after being oncu plaeed it is held securely. Can be 
screwed in crutches ^ inch in diameter. 

Price per pair with rubber tijra No. 349, H.OO. 

No. 249 represents rubber tips to be used with Nos, 346 and 24S 
ferrules. Size one Inch in ilianieter, 

PHfe per pair i'.i cents. 





No. 351, 
I to slip on the end)* 
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of cratches in order to prevent the crutch from slipping or making 
a harsh thumping noise as well as marring floors. 

They can be applied to No. 242, 243, 244, and 245, crutches; they 
will take the place of metallic ferrules and answer every purpose. 
They can be slipped on the end of a crutch that has been shortened, 
and will protect the wood. They are excellent to use on walking 
canes, and are so used to quite an extent; they are not, however, as 
lasting as No. 249 tips. 

These tips are of five sizes. 

No. 1 7 fits y, in. diameter, price per pair 35 cents. 

No. 18 fits y^ in. diameter, price per pair 35 cents. 

No. 19 fits y, in. diameter, price per pair 35 cents. 

No. 20 fits 1 in. diameter, price per pair 40 cents. 

No. 21 fits 1 y, in. diameter, price per pair 40 cents. 

Cut No. 251 represents an adjustable ice spike. It consists of a 
brass cone with a steel spike passing through it. One end of the 
spike is inserted in the rubber tip or end of crutch, and the opposite 
end projects beyond the cone. No. 249 tip is made with a hole 
through its centre to receive the spike. 

The spike can be adjusted to suit the surface with which it is to 
come in contact simply by turning the cone. 

Price per pair 60 cents. 
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STATISTICS. 

At this writing the last order for an artificial leg or arm bears 
tlie Dumber of 8B06. Reconia of only about ;*,500 of these are 
found sufficiently full to enable us to tubulate for statistical 
jmriioses. With great care and very much labor these 3,500 cases 
have all been thoroughly reviewed and the following percentayea 
computed. We hope the interest these statistics may provoke will 
jnstify us in devoting bo much time and space to the subject. It 
is the only lime to our knowledge tliat such statieticB have been 
prepared. 

Of all the artificial limbs made by us eojt ai* legs and 15^ arms. 
This small percentage for arms may be explained by the fact that 
fewer persons wlio have lost their arras supply themselves with 
artificials than those who have lost their lower extremities, inasmuch 
as it is easier for a man to go through this world with one arm than 
with one leg, and besides an artificial arm for amputation above the 
elbow is of so little service, aside from appearance, that few persons 
with amputations above the elbow ever use them. Taking these 
facts into consideration the percentages referring to arms cannot be 
regarded of very mucli value in estimating the comparative resto- 
rations of the upper and lower extremities. 

Of all the legs taken into consideration 49% are right, 46]t are 
left, and 5% both. 

We have frequently been asked if there were not more right legs 
amputated than left. The above figures show that the proportion is 
nearly even, with the small difference of three per cent, in favor of 
the right. Severity-eiglit per cent, of legs amputated are of males, 
and twenty-two per cent, of females. They may be separated as 
follows : 

TABLE A. 
Pekcestaoes. 

Maiet. Ihnalee. Both Seceei. 

Bight 49.9 51,4 49 

Left 46.fJ 4(1 46 

Both 1,5 3.e 5 

An analysis of this table will show that females are more dis- 
posed to lose their right legs than their left, and the difference is 
mnoh greater tlian that which exists with males. 

The proportion for doable am|>utations of males is nearly double 
that of females. This may be explained by the fact that males are 
more frequently placed in jeopardy than females. 
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TABLE B. 

Percentages. 

Males. Mmales, 

Right legs above knee. 16 22 

Left *' " " 15 16 

Right " at knee 3 2 

Left " " " 2 4 

Right " between knee and ankle 30 24 

Left " " ** " " 27 24 

Right " ankle and below 2 2 

Left « " « « 3 1 

Right deformities I 2 

Left *' 1 3 

The above table shows that over one-half of all the amputations 
are between the knee and ankle, with a larger percentage for males. 

The percentage of deformity is more than double in females than 
in males. 

ARMS. 

Of all the arms manufactured by us ninety-two per cent, are 
for males and eight per cent, for females. 

TABLE C. 

Percentages. 

Males, Ikmales, 

Right 50 46 

Left 49 54 

Both 1 

TABLE D. 
Percentages. 

Males, JFkmcUes. 

Right above elbow 7 6 

Left " " 10 19 

Right below " 43 40 

Left " " 35 36 

Hands 5 
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TABLE E. 

CAUSES FOR AMPUTATIONS. 

Percentages. 



Disease 

Railroads 

Wars (iucludin*? foreign) 

FaIN 

Sprains and fractures 

Crushed by falling bodies . . . 

Farming implements 

Accidents by tirt»iirms 

Hors«?s and vehicles 

Manufacturing machinery. . . 

Mills 

Mines 

Boats and accidents on water. 

Elevators 

8harp-i»dged tools 

Explosions 

Frost 

Malformations 

Burns 

Miscellaneous accidents 



W 5^ 



0^ I 






14. 

26. 

3(). 
3. 
4.5 
3.0 
2.5 

1.5 

2.5 

2. 

2. 
.4 
.8 
.3 
.5 
.8 

1.5 

1.5 
.2 

2.5 



Legs. 


Arms. 


15.8 


1.5 


28.1 


11. 


30.4 


21.7 


3.3 


1.1 


4.3 


1.9 


2.3 


13.5 


2.3 


3.9 


1. 


1.1 


3. 


1.1 


.7 


11.5 


1. 


10.6 


.5 




1. 




.3 




.4 


1.1 


.5 


5.5 


2. 


.8 


1. 


5.5 



Legs. 



Arms. 



.4 
1.7 



8.2 




Under diseases are classed : Anchylosis, aneurism, blood poison, 
bunions, cancers, caries, chicken ])<>x, corns, erysipelas, embolism, 
felons, fevers, gangrene, inflammation, mosquito-bite, necrosis, 
paralysis, rheumatism, scrofula, snake-bite, synovitis, tumors, vari- 
cose veins, ulcers, ele])hantiasis, etc., etc. 

Horses and vehicles include kicks or bites by horse, run over by 
vehicles, collisions, and falls from the same. 

Boats and accidents in water include all manner of accidents 
incident to seafaring, includhig the parting of cables, one case in 
which the person was struck by a whale, and another in which the 
person claims to have had his leg bitten off by a shark. 

Explosions include blasting and premature discharges. 

Malformation includes all forms of congenital distortions requir- 
ing or not requiring amputation. 

Miscellaneous accidents include the following : 

Caught by rope, caught by chain, coasting, cyclone, jammed in 
logs, needle in leg, kicks from boys, skating, stnick by lightning, 
wrestling. 

In analyzing Table E, we may draw some rather curious facts, 
as follows : 
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Females lose more legs from disease than all the other causes 
combined. With men one-third are the results of war and nearly 
another third the results of railroads. Twelve per cent, only are 
the results of disease. 

Next to disease, females lose more legs from railroads than any- 
other one cause. Over one-third of all the deficiencies of the upper 
extremities with females are the results of malformation, exceeding- 
the number maimed by miscellaneous accidents and manufacturing 
machinery combined. 

When we consider the vast number of females laboring in the 
shops and factories of the land, this revelation is startling. 

With males the loss of arms from results of war amounts to 24.4 
percent., while that from railroads amounts to 12.3 per cent., and the 
falling of bodies to 10.4 per cent. 







TABLE F. 










Pebcentagks. 








AGK8 


AT WHICH AMPUTATIONS 


WERE MADE. 






LEGS. 








Both Sexes, 


Males. 


Fhnaies, 


Less than 


10, 


6 


5 


15 


10 to 20, 




24 


24 


31 


20 to 30, 




37 


38 


24 


30 to 40 




17 


18 


13 


40 to 50, 




10 


9 


11 


50 to 60, 




4 


4.5 


5 


60 to 70, 




1.75 


1 


• 

1 


Over 70, 




.25 

ARMS. 


.5 




Less than 10, 


7 


4 


47 


10 to 20, 




33 


33 


30 


20 to 30, 




32 


34 


12 


30 to 40, 




18 


18 


6 


40 to 50, 




7 


7 


5 


50 to 60, 




2 


3 




Over 60, 




1 


1 





A review of Table F shows that more men are maimed in their 
lower extremities between the ages of 20 and 30 than during all 
their subsequent years. With women the period of the maximum 
Ipss is between the ages of 10 and 20. 
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One-half of one per cent., or one case in every two hundred, occur 
to men when past the alloted time of life, or 70 years. 

This speaks well of modem surgery, as well as the vigor of our 
septuagenarians. With arms, Table F corroborates Table E in plac- 
ing a high percentage on the loss of arms with female children 
under 10 years, as that period includes congenital troubles. 





TABLE G. 






Percentages. 






OCCUPATIONS. 






MEN. 




Legs. 




Arms 


H 


Sedentary. 


22 


17 


Farming. 


20 


13 


Working at bench. 


5 


6 


Professional. 


H 


5 


Heavy mechanical work. 


H 


H 


T^aborers. 


8 


7 


Railroading. 


8 


7 


Work requiring much walking. 


9 


H 


Work requiring much lifting. 


5 


3 


Salesmen. 


1 


2 


Seamen. 




1 


Watchmen. 


H 


H 


Men in U. S. military service. 


H 


3 


Students. 


H 


n 


Miners. 


3 


1 


Clerks. 




H 


Proprietors. 

WOMEN. 


2i 


^2 


Housekeepers. 


60 


16 


Dressmakers. 


10 


7 


Teachers. 


20 


^V. 


Factory. 


10 


ly. 


Clerks. 




<JV. 


Students. 




ly. 


Nurses. 





Sedentary occupations inchide aldermen, assessors, auditors, book- 
keepers, bank clerks, brokers, coroners, court officers, county clerks, 
editors, justices, librarians, livery, marshals, musicians, machine 
operators, postmasters, penmen, recorders, secretaries, speculators. 
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shoemakers, segarmakers, superintendents, telegraph operators, 
tailors, treasurers, weavers. 

Farming inchides cattle raisers, cowboys, farmers, florists, gar- 
deners, herders, poultry raisers. 

Working at bench includes architects, assayers, bakers, butchers, 
bottlers, bookbinders, boltmakers, broom-makers, boxmakers, bar- 
rowmakers, confectioners, carpenters, cabinetmakers, car builders, 
cooks, casemakers, combmakers, caulkers, draughtsmen, electro- 
platers, filers, gunmakers, harnessmakers, hatters, jewelers, last- 
makers, laundry, matmakers, mechanics, machinists, needlemakers, 
potters, papermakers, polishers, piano tuners, printers, photograph- 
ers, rubber manufacturing, rollermakers, sailmakers, shirtmakers, 
sawyers, sealers, turners, upholsterers, wool-dressers, wool-sorters^ 
watchmakers. 

Professional includes actors, artists, clergymen, civil engineers, 
dancing masters, dentists, gymnasts, horseback riders, judges, law- 
yers, nurses, physicians, sculptors, teachers. 

Heavy mechanical work includes blacksmiths, coppersmiths, 
coopers, drop forgings, foundry, ironworkers, iron-pipe makers, 
plumbers, roofers, tinners, well-borers, wheelwrights, wagonmakers. 

Railroading includes baggage-masters, brakemen, conductors, car 
inspectors, engineers, employees, flagmen, freight agents, flremen, 
gate tenders, messengers, oflicc hands, overseers, switchmen, signal 
men, station agents, timekeepers, watchmen, yard-masters. 

Work requiring much walking includes auctioneers, book agents, 
bell-rmgers, barbers, collectors, contractors, dealei-s, examiners, fore- 
men, ferrymen, fanciers, hotel clerks, insurance, junkmen, janitors, 
liquor dealers, land agents, messengers, milkmen, mail carriers, 
newsboys, porters, post traders, pedestrians, painters, peddlers, real 
estate, sanitary inspectors, stewards, sextons, shooting gallery, sher- 
iffs, saloon, street inspectors, scouts, teamsters, target tenders, toll- 
gate keepers, timber sui'veyors, travelers, undertakers, wood dealers, 
weighers. 

Work requiring heavy lifting includes bridge building, brewers, 
fruiterers, longshoremen, lumbermen, molders, millers, masons, 
marble workers, metal dealers, market men, truckmen, stove dealers, 
quarry men. 

The review of table G will convince anyone that a cripple either 
in the upper or lower extremities is not necessarily a creature depend- 
ent on others for his livelihood. The largest percentage for those 
with artificial legs is for farmers, and the next for workmen at the 
bench ; the two combined nearly cover one-third the entire list. 
Their occupations are laborious and trying. 

Less than one-third of those with artificial arms pursue sedentary 
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occupations, leaving over thrce-qaartera to be divided amosg ocoii- 
))ations requiring manual and physical effort. 

Among women more than half with the loss of either extremities 
are housekeepers. This exhibit ought to :«trike the reader forcibly 
of the utility of artificial limbs and iJie great work they are perform- 
ing in the eeonomy of labor, to say nothing about the great booa 
they are in their service of tlie restoration of ajipearances. 

" Would ye not think that cunning to be great tlutl could rtnlore 
this cripple to hit legs again f " — Hbakenpeare, King Henry VI. 



LETTER WRITING. 



Of the Tsrions branches of education called into action in the 
transaction of business, that of letter writing is one of the most 
important. The purpose of a letter is the communication of an 
idea, llmustbe unencumbei'cd with ambiguities, concise, and to the 
point. The language should be chosen and technical, and the 
chirography decipherable. 

If the amonnt of time annually lost to every business man in 
Uie endeavor to interpret and decipher illegibly and i-ecklessly H-rit- 
ten letters were computed the total would be appalling. It is in- 
disputable that most of the mistakettmade in the execution of orders 
are traceable directly to some recklessiieas in the wording or writing 
of the order. Tliis recklessness does not belong to the illiterate, 
for many of the erudite allow themselves to enter deeply into the 
error. A few suggestions, we trust, will aL'compliNli something 
by stimulating more consideration and cai'c in this impoilaut 
matter. 

Do not indulge in broad general! Eat ions. If you have lost a leg, 
do not write that y<iu have lost a limb, for if you do we cannot tell 
whether you have lost a leg or an arm. In describing the point of 
amputation use the knee, ankle, elbow, or wrist aa points of reference; 
the "upper third " or "lowerthird " arc surgical terms, and may 
either refer to points above or below the knee or elbow joint. & 
others have corresponded or called on us in regard to your case, or 
if you have had intercourse previously with us, stateso, mention time 
and names, or if you have been referred to us by any one, mention 
the fact and naiuu the iiarty; this will enable us to trace your case 
in oor books and recall all the transactions we have had directly or 
indirectly with you, thus avoiding [losssible delay in correspondence. 

If you have occasion to enclose your measurement or make a 
remittance in one envelope and write us in another, be sure vou 
attach your name to both. If your name is one that can be spelled 
in two or more ways, put yourself in the habit of always using but 
one. You will readily see the importance of this if you consider 
for a moment the confusion occasioned in our books by indexing the 
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names of correspondents who change the orthography of their names 
when they write. We have a correspondent who writes his name 
Smith, Smyth, Smythe; another Stewart, Stuart; another Games, 
Karnes; another John O. Donnell, John O'Donuell; another Snyder, 
Schneider, Snider, etc., etc. 

A needless habit exists amon^ some people in encumbering their 
letters with excuses for " troubhng, etc." This should be avoided ; 
our pleasure is to answer all questions pertinent to our business. 
Have your inquiries concise and explicit, and never write unless you 
have something to say. Do not fail to si^ your name in full to 
every correspondence. If your autograph is a confusion of curves 
and angles, enclose a business card, or write on a sheet with a 
printed head, or write your name in characters that we cannot mis- 
take. State your post office address in full, town, county, and 
State, and when you direct your letters to us see the envelope bears 
the following : 

A. A. Marks, 

701 Broadway, 

New York City. 
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AWARDS. 



In 1850 The Araerioan Institute of New York City awarded 
A. A. Marks a silver mednl for his superior artificial leg; it should be 
noticed that this was prior to the InveDtlon of the rubber foot, and 
conBequently had no reference whatever to it. 

The fact that the award was made in the face of competition, 
is evidence that the old ankle joint of Mr. Marbt' model was of more 
than ordinary merit. 

The 6rst industrial exhibition in which the rubber foot and hand 
were exhibited was the American Institute of New York City, in 
the year 1S65. The following official report and judges' decision 
show the triumph at that exhibition : 

Abtificiai. liuBs. — The judges on these important articles were 
Prof. J. M. Carnochan, Prof. J. V. V. Smith, and James Knight, 
M.D., and, after a careful and extended examination and practical 
testing of the various kinds of limbs <m exhibition, awarded the 
First. Premium Gold Medal to Mr. A. A. Marks, for his Umbs with 
India Rubber Hands and Feet. 

No. !>R9, A. A, Marks, New York, for Artificial Limbs, for sim- 
plicity of construction and durability. Gold Medal. 





Ho. 253. 



The above cuts arttfac-similes of both sides of the Medal awarded 
as stated in the above report. 

Probably there never was a more searching investigation in to the 
nieritfi of artificial Umbs than at this exhibition, as competition was 
lively and public interest aroused by pedestrial contests which were 
repeated many days. 



L. MARK8. ABTIPIOUL I 



1. NEW YORK CITY. 



1867, AMERICAN INSTITUTE, NEW YORK CITY, FIRST 
PREMIUM. 



The American Institute held r 
put foilh ilseniTirioMatid lield ii 



fair in 1866, but in 1867 it again 
ry eucceesf ul and brilliant exhibi- 
tion, known as the 3Tth 
Annual Fair. 

The contest was again 
invited. The by-lawa of 
the InBtitiite had been 
olianged in such a man- 
ner as to require the 
judges in their inveKtJ- 
gatious to take into con- 
sideration all the differ- 
ent articles of their class 
of whicli they had any 
knowledge, whether on 
exhibition or not. The 
chairman of the Board 
of Managers stated pub- 
licly at the close of the 
fair that the board had 
determined to elevate 
the standard of excel- 
lence in articles on ex- 
hibition, by declining to 
give the first preminm 
to any article unless it 
was pronounced by com- 
petent judges of great 
utility and equal or supe- 
rior to any like artiole' 
known to tliem, whether 
on exhibition or not. 
Tlie result on artificial 
limbs is found in the fol- 
luwing olticial report: 
No. 238, Marks' Patent Artificial Limbs, have frequently been 
before the Institute, and continue to sustain their former repu- 
tation. 

Profs. A. K. GARpjfRU ; .1. C V. Smith ; J. .T. Cravkh, M.D., 
Judges. 

The first premium was consequently awarded, consisting of the 
large bronze medal {its here shown) and diplimia. 




No. 255. 



,. A. UAKKS. ARTIFICIAL LIMBS, NEW yOHK CITY. 



18111), AMERICAN INSTITUTE, NEW YORK CITY. 

Tlic oonteat iii itrtificial limbs was lively aikI the investigation by 
the judges in testing tliu merits of the limbs was thorough, search- 
ing, and convincing, as would be expected from men of their high 
standing, bi>ing well-known leading professional and learned men 
of the present day. 

Annexed hereto will be found the report of the judges, which was 




inserted upon the large diploma accompanying the medal of 1869 ; 
it tells its own story : 

No. 44, ArtiliciaJ Limbs, A. A. Slarks* Best.— This limb Ik con- 
structed with an india-rubbei' foot, which, from its elasticity, does 
away with the necessity of motion at the ankle joint, and also obvi- 
ates entirely that heavy, thumping sound when the foot strikes the 
ground in walking, an objection which extsts in all other artificial 
legs which the committe« have any knowledge of. 

The cpntrol which the wearer has over it and its movements, so 
closely resembling those of the natural limb, as well as the small 
cost of keeping it in repair (almost nothing), entitle it to the 
highest commendation. 

Lkwis a. Sayke, M.D. ; Jas. R. MrGEKflOB, M.D., Judges, 

A true copy from the report on file, 

John W. Ciiamukbs, St-cretarj-. 

Upon this very plain, caivful. and elaborate report, the Board i.f 
Managers awarded the first premium, consisting of large bronze 
medal and diploma 
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1870, AMERICAN INSTITUTE, NEW YORK CITY, FIRST 
PREMIITM. 

The foUuwing report of the judges on artificial limbs Hpeaks for ' 
itself : ' 

No. 3, Marks' Ai'tilicial Limbs, A. A. Marks, New York City, 
NY. 

Bkst. 

The especial poiut of excellence appears to us to be the india- 
rubber foot, by the use of which all complications in the construe- | 
tion of an ankle joint are avoided. 

Fbank H. Hamilton, M.D.; Harvkt S. Gay, M.D.; Wm. H. 
Van BuREy, M.D., Judges. 

A true copy from the report on file. 

John- W. Ciiambehs, Secretary. 




Upon this comprebensive ri'port the Board of Managers awank-d. 
the ^rs( premium, consisting of large bronze medal ami diploma. 



1871, AMERICAN INSTITUTE, NEW YORK CITY. 

The by-laws were changed, and no medals or diplomas awarded 
in any case, the judges giving a written report instead, which is 
embodied in the following exti-act : 

The artificial legs with india rubber feet, are especially reo^m' 
mended for their simplicity, durahiUti/, and easy movement. 



1872, AMERICAN INSTITUTE, NEW TORK CITY, FIRST 
PREMIUM. 

By-lftWB again changed and diplotnas awarded. 

Diploma with the followiug i-eport inscribed : 

Tlie artificial limbs maniifacturi'd by Mr. Slarks ooiitinue to 
merit approval, and are entitled to ail the confidence the public 
have to this time renoeed in them. 

John OauoEN, JI.D. ; Haevey S. Gay, M.D. ; Fbank H. 
Hamilton, M.D., Judyes. 



1873, AMERICAN INSTITUTE, NEW YORK CITY. 

Artilioial limba. Report of judges : 

After full and impartial exaniination of the articles above 
described, the undersigned judges make report that they find the 
artificial limbs on exhibition by A. A. Marks worthy of the confi- 
dence heretofore reposed in tliein. We choerfnlly (indorse all that 
has been said of them by former examinations, their siuiple con- 
struction, easy movement, i}urabilit'/, etc. 

First premium, LARGE SILVER MEDAL. 

John OsBOKN, M.O.J D. F. Fetter, M.D. ; C. D. Vablkt, M.D. 



1B74, AMERICAN INSTHTTE, NEW TORK CITY. 

Report of judges: Artificial LimbM, A. A. Marks. 

We consider the artificial linibs of A. A, Marks of great value. 

A great improvement — better than any knoton to ue ; and of their 
grade, entitled to the highest award. 

A silver medal awardtd in 1873, as the best ,- .i diploma of main- 
tained superiority awarded, 

V.P. GiitNEY,M.D.; H. B. Sands, M.D. ; E. G, Janewav.M.D., 
Judges. 



1875, AMERICAN INSTITITTE, NEW YORK CITY. 

A. A. Marks, Artificial Limbs. No. 13, Dept. 3, Group 5, 

Judges' report : 

After a full and impartial examination of the articles above de- 
scribed, the imdersiL'iied jndges make report that the artificial 
limbs presented by Mr. Marks are the same as those offered by him 
at former exhibitions. We regard them as superior to all others in 
practical efficiency and nmplicity, and would respectfully recom- 
mend the award of a dijdoma of maintained tuperiority. 

FRAVcts A. Thomab, M.D. ; Charles W. Packarp, M,D.;J. R 
McGaenoR. M.D., judges. 



1*0 A. A, MAUKS, ARTIFICIAL LIUBS, NEW YORK CITY. 

CENTENNIAL MKDAL. 

The following engravings vt^pi-cseiit lUe face and reverse side of 
the medal of the great Oent<^nuial Exhibition, hclrl at, Philadelphia, 
Pa., 1876. Redu«i;d to one-half the actual diamtUT. 




FiHfiT Prkmilm. 
Report of judges and award of the commisBion ; 

International Exhibition, Philadelphia. 1876, No. 235. 
The I'nited Slates Centennial Commiewon has examined the 
report of the judges, and aci^epted the following reasons, and decreed 
an award in conronnity therewith. 
Philadelphia, December 11, ]s7e. 

BEPOET OF AWABOe. 

Produets : Artificial Limbs, with Rubl>er Hands and Feet. Name 
and address of exhibitor : A. A. Marks, New York City. 

The undersigned, having examined the product lierein desoribcd, 
respectfully recommends the same to the United Stales Centennial 
('ommission for award, for the following reasons, via.: UTILITY, 
WORKMANSHIP, and ADAPTATfON TO PURPOSE IN- 
TENDED. 

Henry H. Smith, Pii'fessor of Surgery. 

(Signature of .tudge.) 
Approval of Group Judges. H. K. Oliveb, Edward Co slky, 
B, F. Britton, Spencer F. Baird, Chas. Staples, Jr., M. Wilkiks, 
J. Fritz, Jas. L. Claghorn, Colman Sellers. 
A true copy of the record. 

Francis A. Walker, Chief of the Bureau of Awards, 
Given by authority of the United Stales Centennial CrOmmiBsion. 

A. T. GusHiiRN, Director-General. 
J. L. Caufbell, Secretary. J. R. Hawlby, President. 
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ie76, AMERICAN INSTITUTE. NEW YOKK CITY, FIRST 
PREMIUM. 

Tbese eitgraviiij!;s represent tlio exact size, form, and inscriptioii 
(fare and reverse side) of ibe Centennial Award Gold Medal, aa 
fully Mi'l forth in the following extract of llie printed mien and 
regulatiuns of the American Institute : 





The CKtTTBNfnAL Medai_ 

This medal (of gold) is to be awarded only for a macHne, pro- 
duct, or proee.'^a exhibited this Centennial year, al the 4ath Exhibi- 
tion of the American Institute of the City of New York, 

It can he awarded only fora machine, producit, or pro8e»sof grfat 
vahie, decided importance, and of more tliait nsual merit, and then 
only by a majority of the whole Board of Trustees, npon the 
written report of three judges, whose report shall certify to the 
above requirements, and after said report shall have been ap]iroved 
by a. majority of ihc whole Board of Managers. 
Copy of the Judges' Report in Department 3, fironp 5, Division A 

ut the 45th Exhibition of the American lustitute, held in the 

City of New York, October, 18T0 : 

so. 72, ABTIFICLAX LIMBS. 

A, A- Marks, Broadwav, New York City. 

We consider thscu limbs remarkable for simplicity of construc- 
tion, durability, erticieiiey, and comfort to the wearer. 

We think them entitled to the highest commendations, aud believe 
that their merits call for an award of the Centennial Medal, which 
we respei'tf iiUy recommend. 

Feascis A. Thomas, M.D.. Charles W. PACKAitn, M.D,; J. R 
McGbeoor, M.I}., judges. 

The alwve report was duly confirmed by tlie Hoard of Managers 
and Trustees of American Institute. 

John \V. (hamhkrs. Secretary. 
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1877, AMERICAN INSTITIJTE, NEW YORK CITY. 

Extract from the report of the judges at the J6th Annual Fair of 
the American Institute of New York City : 

NO. 523, ARTIKIriAL LIMBS. 

A. A. Marks. — After a full mid impartial examination of the 
articles above described, the undersigned judges make report that 
we consider this exhibit of great value and entitled to recognition. 

Crablbs W, Packakd, M.D.; Fkaxcis A. Thouas, M.D.; 
AuoDST ViKLK, M.D., judges. 

Upon this report the Board of Managers awarded the Medal of 

SUPKEIOBTTT. 

A true copy of the report on file. .John W. Chambers, 
Secretary. 



1878, AMERICAN INSTITUTE, NEW YORK CITY. 
Having received the Medal of Superiority in 1667, thin 

DIPLOMA FOR MAIMTAINKD SITPERIORITY 

Is awarded to him at the Exhibition of lt)7B. 

Nathan C, Ely, PreBident. 
G, K. McLeoser, Recordiiifi Secretary. 
New York, November, 1879. 

1881, INTERNATIONAL COTTON EXPOSITION, ATLANTA, 
GEORGIA. 



BEPOET ON 




Atlanta, Georgia, Deo. 21, 1981, 
GronpNo.l9.Clas83I, Entry No. 1568. Produet. Artificial Limbs. 
Name and Address of Exhibitor, A. A. Marks. New York. 
The undersigned, having examined the prodiicta herein described, 
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resnectfullj' recommend llie same lo tlie Exeeiilive Committeo of 
the International t'otliin Exposition for award for tlie following 



lat- — aimplieity in tbe mechanism of the knee-joint and for its 
excellent movtmeiit. 

2d, — Durabilitv. 

3d. — Rubber I- oot.poKsessing many excellent qaalities and oom- 
pensatiiig for the absence of motion in the ankle joint. 

We reuommend that a gold medal be awarded. 

A])proval of group judges, Chas. L. Wiiao.v, M.D. ; Ahos Fox. 

Approvud, H. I. kiMBAi.L, Diiectoi' CleneraL 



K'dal " which ia of yold" awarded 



THE WORLD'S INDUSTRIAL AND COTTON CENTENNIAL 
EXHIIJITION, NEW ORLEANS, LA. 




Deuemher 

report : 
Application No, I 



1.5, Department of Awai-ds, Jury 



784, Group 6, Class HOD. 
Jurors in the almvc entitled elass having oarefullr examined the 
exhibit made by A. A. Marks, New York City, and all competing 
exhibits, conenr in recommending the award of the First Class 
Medal for Artiticial Limbs. 

S. D. Cabeoll, 
For Department of Awards. 

Since the last-named awiud we have withdrawn from exhibitions, 
The long eerien ot^mtpreimnins for so many years has fully satisfied 
our desire for that class of encomiums. 

We have never been vanquished, but have always been con- 
querors. 
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NOTICES FROM THE PRESS. 

Tlie publio Press has frequently spoken of our artificial limbs in 
vi-ry flatt«nng terms. We print hut a few of the many compU- 
nifiilary noliwa we have been favored with. 



Scv York Tim: 



. 1865. 



We examined Marks' artificial limbs, and saw some examples ot their use 
that were iutcreBlinK «uO BatisfacUirj-. These limba connisl of the simplest 
IHitHJble voudiiiuos. The ankle is flrmlv attached, and depends on the elasDcity 
uf IJie india rtihber foul for llie ruqufred facihtj hi wulking. The eletpuice, 

Rntumlness, and efflcienQ' of these artificial limM make them almost perfect. 



Sea York Scj-aUl, October 16, 1865. 

A.VBRICAN I.VBTITCTK FAIR,— Tlie Cripple race, which createil no much 

inUirest on Saturday last, will be repeated lo-day. The nianutoclnrera of other. 

urtificial legs will coropele with Mr. Marks for the laurela he g^aed on that 

day. Dodworlh's full hand wilt be present. 



Nrir York Tribtint. October 16, 186S. 

AuBiucAN Ikbtitutb Faik. — Practical Test op Artipiciai. Less, — The 
practical U«t of the merils of ortiQcial lezg on cxhibillon al the American 
Insfitute Pair, on Saturda; evening, was both novel and altraetive. Itcunsisl4<d 
of a walking malch alooK the center atab of the f^ir building. Three guutlc- 
nieii entered the list, auagave a specimen of their facility io walking on thoae 
BubBtitutea for nalunil legs. The first contestent, Mr. Batea, was a WU. heavy 
man, over six feet high, and weighing over 200 pounds. He wore a pair of 
iirtilldal legs lie had used less than three weeks, and therefore walked some' 
what unswSdily. The second competitor. Mr. Au^burger, followed, wearing 
but one artificial leg. He walked a fourth of a mile without a cane in four 
uiiuutes with apparent ease, and was warmly applauded. Mr. Frank Stewart 
■ cloaecl the pcrformiLtice, wearing two artificial legs, applied Just below the 
knii-s. He walked a half mile in nine minutes without a cane, with so much 
iipiril, ease, and naturalness that he was frequently obstructed and taken hold 
of liy [H'rgitns who could not believe that he wore two artificial leg^. and he 
wii!- Hnally obliged to lake the large stand and exhibit tiie legs and feet to the 
Hill lienci-.' when he was loudly applauded. All of these gehtli-men wore tltu 
iirrirlciul legs and patent india-rubber feet manufactured by Mr, A. A, Marks ; 
lii'.Ti' w.Te iwo other gentlemen present, i^ach wearing two of Mr. Marks' legs, 
liaviiic Iwl their own while in the service of their country. 

This walking match originated with Managers Carpenter and Ely. and waa 
superintended by the managers in person, the object being to enable the thuU' 
sands of legless soldiers to avul themselves of the benefits of a fair trial of the 
real working merits of the many srijficial legs constantly thrust upcm their 

There are several exhihit^trs of artificial limbs in the Fair, most if not aU of 
whom are expected to give n sample ot the walking cH[iabilily of Iheir respec- 
tive limbs at the walking match which takes place this evening ut 8 o'cluuk. 
A prize will be awarded to the most sueeesiiful maker. 



Soidieri' Friend, November. 188.5, 
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eslabllBhmeQt under special patents, hHS aii I'lasticilj' And durability ihal niiist 
nutke Ihe limb welcome lo cveij wuanr. Tlie awnni of the Committee, after 
n careful osatniuatioa, U a liigli teslimuuiul in IIk fnvor. 



A'luiriciin Edectii; iffdicU liitview. August, 1866. 

Harks' Patent Artificial Limub.— ^Tlieae Limbs are beyond nil qucstiou 
the moat perfect and sim|>]c ever made, and their indornemcnt bj Ihe Aiiierj- 
con In^nitute at Its last Annual Fair was but a Just tiibut« to tbdr unquestion- 
able excellence. Tbu principle of the india-rubber feel and hands it the true 
eiu ; and tlie remarkame skill and extensive experience of Dr. Murks in tbia 
branch of surgical upplianees is unexcelled in tliis country ok tub wont.D. 

We recommend llarks' Arliflrial Limbs— unqualilleilly— to " 
lu all who may n^qiiin: the aid of such Qp^llances. 



SoCdiert Friend, Jsniiary, 1866, 

" Artificial Less on Skates." — The time hn« not loog passed sinee it was 
considered a wonder to see a pereon walking with apparent ease utKin one 
artificial leg. but when an unfortunate fellow who ban lust Iwlb of Ills pro- 
pellers WHS enabled lo walk, even with two canes, it was thought su remarkable 
that few WLiiiliI I-'Iu-vl; h wiilitiut witneswng tlie (cut with their own eyes. 
But we liavi' pi ciiili .~i ipi -.iiK'lhing far exceeding this in novelty and success. 
We tiuw !i \i>iL[ij j.L.iEi -l.„t,„,i leisurely along on the Central Park Lake, with 
boih liuiiils ill 111- iiiji i.i'i-, .,uil without any asHisiaueu of sialTor cane. It Is 
true he <li<l ii^i ikivi. nut wiib exquisile uealuess and preci«ioii an elegantly 
spread ejigle, ncillur did lit- leap over the heads of Lis feliO'W skaters, but his 
monunentH were easy au<l graceful, and no one would suspect any thing 
unusual, except that he might be a beginner. This was really (ho case, ua he 
liod then pitt mi skati-* only a few timw. Our attention was called lo liira by 
6iiiiii <piir' iiliii kiiiw him peraoiiBlly, or we ahnuld not have thought that 
ainiin- (li it v.i-i iljuiiif; there Was one who sought Ihe merry sjKirt iipoii fim 
if,-i./, „ i,.:-i \\ , -liiiiiki not (toll them woiMlen, tor 'heqniel skater was no less 
i> |ur-,.ii.i..- rlr,ii Mr. Frauk Stewart, who W(«re Uie Artilleial Legs with 
RuhhtT t'rri, iniintpil and manufactured by Mr.Marks.rtf this eily. Mr. 
walked, the rate at the Fair uf^llie American Itislltute last year, 
6 unprecedented time of half n mile in nine minutei, wjlh no 
lialcTer, and waa still auxjuus lu proceed, declaring he could make 
tf mile in the same time, but was prevented by thecrowil. 

_„-J Medal for ArtiHcial Limbs was awarded lo Mr. Marks, at the 

merimti Institute Fair. ISKG. 



Aiiteriean Phivnvlogieal Jimrnal, October, 1869. 

Artificiai. Luibs. — It in but a few years since the pisraoii who was unfor- 
tunate enough to lose a part of his leg was obliged la stump about, like poor 
" Tommy Taft," in Mr. Becchcr's "'Norwood, for the rest of his life, or, 
what WHS worne. lo swing himself through the world on crulthes. 

There have been various ingenious and useful devices lo obvlute tht: old 
Ktump-leg, as well as to do away with the crutches, uml ilienc inventions have 
■ervea their purposes with more or leas convenience and pleasure to the wearer 
and his friends. 

Since the beginning of our great rebellion ten thousand maimed soldiers have 
eokUed upon the inventive talent of our uitisens, and now we have llie pleasure 
of ('resenting, for the consideration of our rcuders, the Artificial Limbs with 
India-rubber Hands and Feer, invented and manufactured by Mr. A. A.31arks. 

We give also an engraved likeness of Mr. Frank Stewart, who has had both 
legs amputated below the knees, and wears, of course, two artificial legs. One 
ami>uIatioD is witliin two and a half inches of the knee-joint, the other five or 
six inches below it ; yet with bis two artificial legs ha walks very briskly and 
very much better than many men having conis. who would resent the imputa- 
, tkin of being lame. The dotted lines Bcnxe the lees show where the amputa- 
J tioni were made. He usesa caue, but can walk without one. 
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« noihing In ihc artificiBi line wlilch iiivi<» m> tiAlural » »tpp w tbia. 
» informed that Mr. Mark* has been uuUiurited to rurnuh artiflcial 



limbs, at the exnuDHe of the Qovemroenl. tn comminlimMl ufHivn. suldirnt. and 




INMslbli.' MilMiitiiTc for UiL- limbs wliicb he hu fiKriflc«<d for ili« hunor aod 
fn-ctluiu of liiN ixiiiniry. 

We nM'oiiinu»nd all persons wlio are interetteil lo iuak« sii Invest iKaliua 
(or liipnuiclves of Uiiswork, and we doHlit nor Ibry would be iilensuJ and 
profli'il thertby. 

jVm Yrrrk DUpatth, ScptcmlMT 0. IHOO. 

AHTtKli-iAi. I.IUHH.— Tlu«« nniflclal llmbn nre Iho iovenUon and Tnaniifao 
tiirc of A. A. MurkM, of this city. Wi- hiive ws'n wime of Ihmo llaib*. and 
rxnmined the jxvtillnr Klmiitlrily of tlielr roiixtnirtinn ; wn liavi> aLtosetui Utem 
in practical nw. niiil hnvpfiprn tnily iwrnnishisi with the nsituralnen and ^mca 
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with which they walk. They niTniad us ot Ihe great aJvanoe made in the 
Bieam-en^ne lij bdng shorn of its former and many complicated parts, to li» 
present simple and improved cwindition, Mr. Marks diiipiii*e» with the anki.b 
joint* in his te^ and its ctoHPLicATioMB. by substituting a foot made mcwtly of 
india ■nMer, of a ver^ toiigli, elastic, anil durable ciiaracter, tlieniby giving 
(ho wearer a more rdtabte, natunji. and perfect limb than we have hcrelofora 

At the Fair ut the American Institute isst year, there wan h very spirited 
contest for the Oolil Medal to be awarded lo the inveolor of the best liml), and 
although there were many canieatiinla, Hr. Marks' limbs carric<l off the price. 

Mr. Marks is a pioneer in this line of art. having been engaged in his pro- 
fcHsiou since 1863. and after much study and many experiments has attaioea to 
tlioso spodal improvements, which he patented some fuur juan rfnec. Tlie 
Government adopted bis limbs, thus enabling our heroic soldiera who bavtj 
lost their limbs in defense of their country lo secure thera free cif ehnri^e. 

We have given Ihe«e inventions more than a panning notice, as we think 
they effect important changes and improvements in the construction of imple- 
ments for the relief of our unfortunate fellow-beings, and more especially as 
Ihey emanate from one wlio has lalwjred for many years in this bnincli of a 
noble work, and whose present Ktandlngas an inevnlor and genlUmait needs no 
fiutheT rccommcndalion at our hands. 



JV'w Toi-k Trihttnr, September 16. 1968. 

Artiticijii. Livbs. — The inventor who cjin make a machine do its work 
with the least machinery is considered by all good juilgesaw tliebesl. Simplicity 
of construction, in every thing, la not only its beauty, but il« best recommenda- 
tion. In nothing is this rule more applicable than to substitutes for lost limtut. 
wpedally when applied to our brave soldiers and seamen, who sacrificed their 
own previous limbs to save our country. 

We And the above (jiialillcstians well exomiilifled in artificial limbs in- 
vented and manufacturtd bv A- A- Marks, New York, whicli seem to combine 
every feature of ntitily ana comfort to the unfortunate wearer, while Ibelc 
Mimplicity of construction miut render them durable and unlikely to get out of 
order. Tlie soldier or citizen who places himself under the care of Mr. Marks 
will llnd acomiM-'teiil, prompt, and reliable friend, a man well Icnown as on 
energetic, hani worker, of large experience as an Inventor and mechanic in a 
pTOfcaalon both iionorable and benellcial lo the human race- 



iCcin York DirpatrJi, October 24, 1888. 
Vorr few persons, in proportion Ui our population, are required lo use 
artificial limbs, yet in looking into the mutltT a little we find there are many 
thousands among us needing and using Ihuse useful inventions of art, and 
many persons use them with such casd and nutumlnesB that their misfortune is 
never known by the public, and often but by very tew of Ilieir acquaintances. 
Id examining Mr. Marks' laige case of artificial limbs at the Fair, our attention 
was attracted to a very genteel and pretty little girl of about ten years of age. 
wUo presented us with a card. Upon one side we found a portrait of the little 
girl above mentioned, taken in different positions, one of which represented her 



represented her sitting and cxiiibiting her misfortune, showing that her left leg 
was amputated just Iwlow the knee, She informed us tltat she had used It for 
over two yean, and with perfect ease. We saw her afterward walking about 
the Fair without exhibiting any signs whatever of her loss. We are informed 
that Mr. Marks has hundreds of patients who testify lo the great utility and 
assistance they receive from his valuable inventions — many, too, who have lost 
both legs, and with these substitutes arc enabled to attend to their vocations. 



m<ittrat«d 
We have been particuli 
Harks, enplaning the 



Wetkly. 



New York. December 18, 1875. 

rested in reading a pamphlet is.sued I 



iL'iai limbs produced at his 
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eiitennive fncWr;, which musi be plared at the hciui of all iostUulions of tho 
kind on this cuatineut. 

Eatnlilishud in Lis business many ytuirH. Mr, Marks has succeeded bejond 
«specUitioa in the endeavor to pruduue the must perfect sub8litul« possible for 
a lust limb, cither arm or lej;. All the limbs muoufactured bj him are light 
and stroDK, elastic and uncutupllciited. und ailniit of such iiiw aa in perfectly 
wonderful. Persoiu wearing hu legs — we intend do juke — Qnd themselves aliie 
lo walk long distances, lo work in the fields or the store, and, in the case of 
ladies, to perform all their domestic duties, including ginng up and downstairs, 
without weariness and want of grace, so that their wearing ariiflcial assistances 
of this nature may not be known to their associnles. This is true even of per- 
sons necessitated lo wear two arllUclal legs. The foot is of India rubber — 
as are the bands. It has been found that cluklren from four years and upwards. 
wearing legs of Ur. Morlu' nuuiiifacture. can indulge in their childish sports 
and grow up in vigorous health, instead of feebly moving by aid of crutches. 
We need not odd that the inventor has achieved a brilliant success in his 
business, and that persons uud institutions of eminence have cheerfully accord- 
ed iheir eAprcssion of the utility of his inventions, which Ihose who luve used 
them know best how to appreciate. We cordially indorse the verdict of the 
Judges at the Forty-fourth Fair of Uie American Institute, lately held in this 
city : " We regard them (Mr, Harks' Arlificial Limbs) as eupenor lo all otli- 
en in practical efficiency and simplicity." We may add that Mr. Marks hiui 
received numerous medals from the Judges of this Institution, the first dated 
as far bock an 18-59. 



Toltib) RUide, Toledo, Ohio, August 28, 18T5. 



WoNDERiTL Improvements in Patent Artificial Limbs. — The limbs 
manufactured at the MtublUhment of Dr. A. A, Marks, New York, wu are 
warranted in saying, from personal examination, arc beyond any question the 
most perfect ever made, ana their indorsement by the Ajnericun Institute at its 
last AJinuat Fair, was but a just tribute to their unquestionable excellence. 

The principle of the iudia-Tubber feet and hands i» the triir une, and the 
remarkable skill, and the experience of Dr. Markii in this branch of Hur^cal 
appliance, is sira|)Iy unexci'lled in this country or in tkb WORLD, They are 
recommended and fully indorsed by all leading surgeons ihrougbout this entire 
country. 



GriiTid Armg Rer/ird, 



Artii'iciai. LiMoa. — Bclence and the industrial arts present no higher 
evidence of progresa tlian that ubservublr In the perfection of surgical appliance 
designed toreplaceportionsof the human form removed by inn umeralile causes. 
The requirements of an article of this description ate not only lo ciiiiii' \\» m-nr 
as possible to nature In appearance, but in the uses of the lost narl. I'^jke ilit' 
leg. for example. It should not only look the counterfeit of Kalurt'. but ii' 
wearer must be able to walk, dauce, run, skate, or do any tiling' a.^ tK-fon' bi-> 
misfortune, and at the same Itme have the limb confomi lo his pcrwiu. 

Of the truly ingenious and vastly useful devices for these purpUHes. exam- 
ples have rec«ntly come under our notice which show cunchisively that the 
best articles of this description ever devised by man's ingenuity, and one whit^h 
fully meets the requircmenis, is the Artifloial IJmlis, witli Indhn Itu liber liaiids 
and feet, made by Dr. A. A. Marks, of tlib city, and which ore now in sui^ 
extensive use throughout the whole country. Consisting of the simplest con- 
ditions, aviuled of with moat consummate ability, it is a model of eleganci-. 
naturalncm, and efficiency, and fully deserves the high encomiums it has received 
from medical and other scientific sources, from the Governraent, the press, and 
public generally. 

Of courw Dr. Marks' pt^^uljar features in perfecting ariiflcinl limbs arc 
secured to him by Icltera-palent, and he is the sole nianulaeturcr of them. 

By Act of Congress, the Surgeon -Oeneral of the United States has com- 
missioned Dr. Marks to supply these llmbf< lo commissioned ofllcers. soldiers, 
eeamen. and others, free of charge, under xlipulaled regulations. Thow 
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DavenjmH Demoeriit. Dav«u))orl, luwa. February 10. 1876, 

SrsarnuTKo HuMANiTt.— The imitation nf portions of liuniatiitj- with all 
those moremcnts which are peculinr to the sulwliluled limb hasarriTMi at li 
perfection which in mfirvelous, Tht< rirtini i>f luilriotisiu or the HuSerer fnini 
an accident who requires the aiij|iiitH'ioii of a rueniber nui now be supplied 
with hand or foot, arm or leg, *o pi'rfeit in ciintour, iitid so eleipint Id nctioD. 
thattbe wiiMiof lowt in n>duc^l to n minimunt. Espeelally Is this the case with 
Harks' patents, whicli are mode witli ruh))cr hands and feet »oesact1y/(iisfl'm(t« 
that none but the weart'r Ls euKni/tint of the nnhalltiition, 

Meclianical surgery, carried thus to perfectiou. rankK in iniportann! with 
Ihoae other inventions and discoveries which liavo made Amerit^a tile leading 
nation of the world in Ihc uUevialion of suileriuK humanity. Disabled soldiers 
ftnd citizens should apply at once to K. A. Harlts. 



jVpw Tork Enening Mail. November 15, 1875. 

Undoubtedly one of the most valuable fentures of the whole exbibilii>n l" 
the display of artidcial liml>9, made by Dr. A, A. Marks, of New York, 

The beautiful younglady whoattends the easi! of Koods entered by Dr. Marks 
lua been weunng one of his artiUcinl liinba for Ibelost eight years. 

A photograph is distributed at the Fair, showing her as she was at the age of 
eight, and as elie now ap|>ears, which very licautifuUy illustrates a »]jeci8lty in 
Us bustneas in applying urttlicial limtis )r) children. 

These limbs are constructed with india-rubber hands and feet, and are 
models of elegance, naturalneas. and efficiency ; in .short, tliey are the Iwst 
articles of this description over devised by man's ineenuiiy. Tuoy ore now ia 
extensive use throughout the whole country, and have received the highest 
indonemcnts from medical and other scieutitic sources, from the Ooveruuent, 
the press, and the public generally. ■ 



fltatr^OTii Adnicaie. Stamford, Conn. 
Aet pBACTiCALLr BXKMPi.rprBD.— While on a visit to the city a short time 
since, wc made u call ul the (I'lelinit^-d mnuufiiclnry of ArtiQcial Limbs, owned 
and carried r>n hv Mi .\. A . Marks, and idihoiigli we had known before some- 
thing of ilii" i-i ilili.iiiii.iiP, ncwere surprised to see and learn of tlic hniI 
»xt«ni mill 111 L'.;ihiiijil<' .if n iini we haii always before considered quite an Insig' 
nificant lui'-ii".-.. .Mi M uk- is. with but a singli? oxception. the oldest man. 
ufacturcriiii'l iiivi'iiinr in ilie L'niled Htutc.t, in this line. He started in the 
business in asiniill xvay ueiirly a ijuarter of a centurj- ago, and has gradually 
Increased it until his patrons are numbered by the thousands, and are scattered. 
In almost every part of the globe. While there, he showed us a fine specimen 
flf a full length Artificial lieg made for a gentleman in Buenoe Ayres. South 
' ' "11 I u B fw J MK ag and h w so well 
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and tluit Uui lillle fdlon had lost one leg jusl below the knee aud tlio other 
ubove, aod yet he walks well aod for long diataneea wtlhoul any cane. This 
case had ejicilci] muDb wooder and comuieni where the boy is known. 

Mr. M. then culled our uttention to a young man of about Inonty-giK years 
or Hge. who was walkinK about Uie large reception room, and informe<l ua ttint 
he was wearini; a pair of artificials aliu). From his caKy manner and steady 
slep none would for a moment suapect he was in any way disabled. This per- 
sonage haa been in Mr. M.'i employ for nearly a dozen years, therefore grown 
from a mere boy in an occupation which accident corapelltd him to patronise, 
Hud in which he steadily labors in uSHisting oLliersi who, from accident or dia- 
ease, are similarly cireiiRistanccd, 

Tlte inventor was awarded a Gold Medal for the Best Artificial Limbs nt the 
great Fair of the Ajneriean Inatilule. in 18&^. and also the fiighett amtntt of 
that time-honcred institution at every exhibition since, 

Mr. Marks has a peculiar faculty of making those who call on b!m feci inlcr- 
ested inhia humanitarian work. He certainly has derdopcil tliiH peculiar busi- 
neas to a wonderful extent. Many a brave «oldicr has hud his life made hapny 
by having his missing leg or arm replaced with one of Mr. Marks' artificial 
ones. The nation owes him a debt of gratitude for his untiring uffortu in this 

Mr. M, is a resident of Rivciside. He lives on his fine farm on the banks of 
Long Island Sound, ii short ilrive from our village, where his lifv and tastes- 
ore beautifully exempMed by his ornamented surroundings on the broczy 
shore. [lis orchards and well tilled grounds yield ample barresis. Thus he 
shows an ardent luve for nature's quiet and pure attractions, as well as for llu» 
development of art in his singular though necessary profession. 



AppUUm'g Journal, June 19, 1875. 

Patched-up Humanity.— It Is quit* appalling how callous we have grown 
to tlte tendency of the fiiir oex to amplify Nature by artificial means. We no 
longer look upon Sophronia's mass of black hair with auspicious dread. The 
most gallant of men. tlie weakest dupe of feminine aria, is not deceived by it ; 
nor docs he suppose that it indicates any real deficiency as in die natund ii\ip- 
ply. He recognizi-3 and sanctions it, not as a snare, but a graceful concession 
to fashion ; and the women themselviis do not seek concealment, 

I have watched fair girls — girls with snnshiny tresses waved across their 
brows — enter the store of ttprmigvitron Broadway wltlioiit a blush — wiliiout 
a moment's care for observers — and I have accn them boldly comparing the 
shade of their cast^fF. lack-lustre braids with new otics, which they have pur- 
chased under the very pyes of prying men. 

The propriety of thus amending Nature whenever fashion di'maiids seems 
to be generally conceded, not only in tlie matter of hair, but also in many other 
things, and 1 am much too discreet a person to find fault with that which 
meets the approval of so many. I will ffo even so far as to say dial it may be 
partly a good tendency, in tlic interest of candor and against iluceli. for while 
the custom Is extant It is surely better to be honest about ft. 

If Mrs, B lias the misfortune to be sallow, and finds h(T cnmtilesion 

Improved by llie use of anttiosmimos. at two dollars a bottle, we should be glad 
that the prejudices of her neighbor do uol compel the poor lady to be hypo- 
critical over It ; and the unilerstonding that Fanny's profusion of hair Is not 
wholly her own will spare dear Edgar many a heart-pang after iiiarriuge. 

But there is also a tendency to subulitute us well as lo omiillfy nature. 
Formerly, a cripple was a cripple, and hobbled through the vrorld an object 
of pity to syinputbetic elders, and of derision to wicked youngslera. An 
unfortunate with one eye had no means of hiding his defect, and the loss of the 
arms made a person lielpless. Even when artificial legs were flnt InlroductK], 
they were so impcrtect that no one was deceived by them. They hod mova- 
ble, ctaltering ankle-joints, which betrayvil their wearer at evt/ry step, and his 
entrance into a parlor was mistaken for the complaint of a liroken-down choir, 
or the squeak of a rat. When he moved in the street, people turned round, 
expi-cting to sec a wheelbarrow in want of grease approaching, and when — 
awful moment I— he cast himself on his knees before hU udorud one. his 
inipaitsioned utterances were accompanied with rattling noixes which suggested 
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the unreal of a Mien spirit in torment. Kaugliiy little boys whistled the tune 
■of (he ■' Cork I*g" inliia prpminco. and hh whole life waa mndc miseraMe by 
the rude queries of persom who wauled Ui kuuw all about his mJBfoTtuae. 

Such improvemonu bave been made in lale years, bawevcr, that, in all bitt 
sense of toiieh, an artificial leg perforins the most important duties of a natural 
■one, allowing tlu! weaivr to walk, run, or sit with ease, and In endure an 
astoolshuig decree uf fatigue in an upright position. It is noiselcae, and onif 
an expert can detect it. 

The foot wears u real boot, which can be removed at pleasure ; the knee and 
Ankle joint work vrithnut a treak, anil the whole mechaniam is, as one maker 
eloquently sajN, "alonec abenuty anda jov forever," The form ia perfection, 
the Instep really arelied, and the ankle iriin. The calf swells with exquisite 
gndaiions. and recedes toward a well-shaped knee. The surface is smooth and 
KJOBsy as satin, and delicately tinged with a color between a soft pink and a 
luscious ereamioem, as unlike the abnormal and oflensivc redness of a ballet- 
girl's fleshings as biush rose is unlike a rtnunling dahlia. 

A wooden leg, pure and simple, is n jwrpetual reminder of the wearer's bereft 
CtHidllion. It can never be mistaken for any thing more than the shallow 
mechanism it is. But the modem arliflcial leg Is a complete Illusion, and the 
wearer himself may easily forge) its unreality. Coming home in the evening 
from a day of toil, and throwing himself into an arm-ehair for a consoling 
smoke, he can take off his boots and put on hLs slippers in the moat natural 
manner possible. His stockings — prosaic necessity— need changing once a 
week, and I liave heard of men who gratified their inordinate vanity Dy cloth- 
ing their rubber feet in the softest of silks. Then, if he be of a utilitailan turn, 
with little care for trappings and seemings, he can discard the limb altogether 
when he is sealed, and put it in a corner like an umbrella or a walking-stick. 
Or if he has the native habit of fining with his heels elevated above his body, 
he can continue to enjoy that delusive pleasure by resting his arlifieial leg on 
tlie window-sill while he rits upon the lounge in a more comfortable pasture. 
A thousand advantages suggest themselves, and therein we find an exaniple of 
Ibe excellent law of compensation which atoneji for so many of our grievances. 

But, when we glance tlirough the neck of the leg, so to speak, our feelings 
suffer a revulsion. We see that all the external beauty and tenderness, all the 
lustre and refinement of tint, only serve to hide a combination of ugly iron bolls. 
Tods, and screws, which give the thing its movements. 

The outer case or shell Is made of wood, wrought by a carpenter's chisel, and 
when we rap it with our knuckles it gives forth a hollow, sepulchral sound. 
The delicftte texture of the surface Li the result of a coating of some kind of 
One enameled leather, wliieh makes the wood more durable and handsome and 

freventa it from splitting or cracking. So the artiUcial leg lesthelic Is dismissed 
■om our minds, and we have only to consider the practical leg as a thing of 
mechanltM.) ingenuity and utility. 

We have seen what the onificial leg Is omamentBlly, and we have hinted at 
Its poBssiblliiics. but we have ".dven you no idea of how varied and exteniMve 
these posslbllllles are. We know a gentleman with h pas^on for pedeslrianism, 
an excellent skater, who moveii on two artiUclal tegs, and yet t^ls is notlilng. 

In a pamphlet before us there are several pa^ filled wflli tlic experience)! of 
crippled men whose ioQrmities have l)ecu relieved, not by the all-potent gracr 
of winking Madonnas, nor by the talLsnianic touch of sainted bands, but by 
the dexterity of arti.sans In human-repair sliopa. 

A brevet nialor of United States Volunteers, who was col In two during the 
war, writes, "I walkidx miles every day without a cane or other assistance." 
Anothermartyrof gunpowder declares. " T am employed in a tocoraotivo-works, 
andwllhtheajd of an artificial leg I am able to support a large family." Think 
of supporting a large family on an artificial leg. and dandling a baby on an aril' 
flcial knee t And what a sermon and example it is to those who complain that 
they cannot afford lo marry with even the two ualurnl Umbo at tlieir service ! 
This is not nil. however. " Being fond of spori, I have frequently started from 
home early In the morning and have not returned until night, spending Ilie 
frhole day in buDllng-cxploit.i. aud accomplishing altogether about tlfleen miles 
<listance. This same hero is member of a lire-department, and is often in 
acttve service. If you saw him in the street you could not discover his imper- 
fections, for. beyond a sllfht limp, ills guil is steady and easy. 

Still another writes. " With my urtifii^lnl log I liav,' vir-iled the Hlghliinda and 
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all Uio notenortlij M't^ncr}' of Ireland, WuleH. En^laDd, Gerinftof. France, aad 
SwIiwrlBDd, mui base i^viT rouuil li ull I di^rnl wbili: on horwbacb. on fuot, 

A fnunb slates Uiat be l^ a farmer, nnd Uiat he Una buill u sIuD^-fi^ac'c while 
wrarib^ an artifluial leg, mowed and <;rai)W. spread and pltchi.i) hs;, and 
inade himself generally iis^fid. 

We imagine that the wenNrs of Uieu anlflclal limbs gruw attached lo thi-ni, 
aii to a mwrschaiim mpe, and it ovcurs to us Uiat ihmv must bn a large amouut 
(if sBllsfaetiao !d uiking oiu'h Ick off and rubbing it up and down in a funilUug 
wn,v. Some ennniiiitficiir* — for Uicni arc -ronuoiswurs eveo in this^havc rallec- 
lloiis of legs — week-ilay legs, Siinditj legs, dancing legs, and riding legs, eoch 
exiirewily made fur n disiiuri purpoe«. But thisis vanity, and leadoUi only uuto 
vexation of spirit. 



The followin-^ looiiiru is taken from the Medical and SurffictU 
Reporter, of .\\>t\\ 14, 1877, publisLt-d iii Philafldpbia. 



A Clinical Litture by Proftwmr Lkwih .V. S.ivuB. at Betlcvue Hospital, Feb- 
ruary 14. 187". Iteimrlfd slenogriipiiically for TIk Medieal and 
fi-irffie-U lUporUr. by S. W. Cauy, M.D. 

Clano 9. — Mary ('allien. Hen' is a liTtle girl I feel proud lo show you. Look 
nt iliai smiling laiv. compitm] wllh wluit it was wlieu she come hi^n- ecti-rnl 
mdiilliH ago. The operation was performed three months ago. You will n^rol. 
Irc't Ibis girl ctune here willi chronic disease of llie knee joint, whleb slic bad 
liJid ever since she was seven months old. Prom the age of seven nionib" rju. 
sUv reuiaiucd wJLli lier kni<tr In a slate of chronic inflammation. It vkas pliuicrvd 
and issued, and fimi and iodfnt^. aud she look Internal remedies all the time, 
until whJiin \ Itrw wrcks of the time when shu cAme hen', but she never had 
extension and eounler-cx tension, lo overtime redex muscular eontrnctiiHi. The 
muaclos contnrwd In such a way as to produce a complete luxation bAckward 
of the leg upon the thigh, so Ihst the head of the tihia lay in the iiitercondylJc 

You will rDcolli-cl thai the kg and fool were raudub of symmetry and bmnty, 
never liaving been su-pped utno. or never having worn a shoe. ' The dUi-aw 
had so Ihori III c illy hivi.ilu'd thr joint Ihatan cisection alone could not save Uw 
llnib. If H [I'lM ' ii"ii li III I' I II !" rformed. the 1^ would have been loo short to 
walk ujion. iiril ' h i 1 ilitidud lo perform an amputatiuii upon the 

kneejuinl. ie:n i;. . ■ 'irm lliP end of the slump. You will oboe-rvt) 

that the eicnin/.Lii.ii ..inii'ii- There were two or three sinuses at Uw 

lower end d iliv i>-itiiii »iiil one under the patella, but I prcferrrat to trust to 
nature for curing tht indMiumaiion. and the result Itas JusttOeil my choice. 
The sinuses soon eetiHed In diseharge. aud the girl was sent out frrxn rbe bospilol 
with a nerfeci iiuinp, 

Ur A. A. Marks, the instrument maker, hoa been kind onough In present 
to Ihts little girl an artiflclnl leg, and I fei-l under great iihliKniion to him. He 
makra. as I think. •iU"^tlitir the hf*t arltfieial Uf I lufr rnrr tttn. stmply 
because of lis durability and siiupliciiy 'nie foot has no y >int at Uic aukle, anil 
lliists where the grml iwlvaulage comes iu The cuf <>i the foot is a ■mall 
■ulid piece of woiai in Itie shape of a foot, only much (iiiuHur. Tlib L-ure i* 
eoTFrod with a thick and heavy hiyer of inditt-nibber. no that from tile instrp 
to the too. and bach lo thi' heel, the font is simply solid Rprlns rubber. Tbv 
vlasliclly «r the toes »tid \it»\ compenaalm for the absence of Utn aokln Johil. 
nlid in walklnilliicre W now of Die jurriiig, tlotand^go-one wkIIi so charael^lalio 
of the Jointnl lei;. Wilh lbi> niliUT fool she chii walk with ihe sMattAjr, M**^ 



Till.' Nfiring and eliuliiilj of [lie- fuot U a pi/sitin: coniforl U 



Hartford Cuiirant. November B, 1877. 
Qs nit> Laos AoAiN. — Lieutoiuuit-Ouvernor SilVH son Oeorge, whn hiul hla 
legs L'lit iiff at Stony Creek liut siiromer, huB returned from New York City, 
where lie hns been lukviiigapiurof Marks' Artlfldat Legs fitted to him. Yoiiug 
Hr. t^ill tlnds ihat he can iise his artificial limba very easily, and manages lb 
move about vdtli Utile trouble even at Uie present time. Toe limbs are really 
wotiderful, und wheo tbv young oian gels accustomed to their use it is probable 
that he will be alile lo mow m> easily that few, if any, strangers would Imagine 
him deprived of bolh his natural pedestals. The Patent Legs ore the bent 
intrnCed, and are made by A. A. Klarka, New York. Y'oung >ft. Sill is to bo 
congratulated on Itis speedy and complete recovery from so svvere »a accident. 



BoeJe Murxj Uuion. Rock Island, III., August 2S, 1877. 

Mr. Marks is one u( our oldest and most reliable inanufocturers. and his 
limbs are ge:terally ucknowlcdged lo have no tuperiora. Thov have token the 
Fin^t Premium at the leading expuHitlons in the world, as Qiid JIt4al* in Mr. 
Marks' possession testify. 

Quite n number of soldieiv living in this and adjuiuiug counties ure using 
th^se limbs, and speak in the highest terms of their exccUeuce. 



I uwir 



BoiCort Eceninff TiwlUr. December, 1881, 
A Kem.\kk.m)I.k Coincidence.— a visitor at the Artifldal Limb establish- 
oiBDl of Mr. A. A, .Marks, New York, a little time a^, was shown two seta of 
dntwings and measurements for pain of artlHcial legs for two different persons ; 
but although one pnir was for a muu in* Idaho Territory, and the oiner for » 
mnn in Kejitucky. and for amputationtt below the kneen. and one stump about 
Ihrw inches longer than the olher, yet lliey were each so near like tlia other 
that one pair would fit the other person as well an Lho one (or whom il was 
made. Both persons lost Uieir limbs from freeeing, and both were about the 
Mine weight, yet one was ten years older than the other. Th(^ drcumslance. 
Hr. Marks says, never occured before in his nearly thirty yeans' experience in 
nmkjog several thousand artilluial limbs, and over one hundred paira where 
person* liad lost both. These two pairs of limbs were recently mode, both 
orders received the sitme iloy. iind were made from measurements, have been 
sent lo their destination, anil give most excellent satisfaction. The perfcctioo 
wlilch has been acquired in the manufacture of these nrtificinl limbs is some- 
thing very wonderful, and the benefits thereby brought to suffering humanity 
ore inculculable. There is at present a young man in Mr. Marks' employ wear' 
iiiK a pair of limbs, one amputation being just above the knee, the oilier Just 
below, and not one observer in a hundred would, from his manner of walking 
and his gioiernl activity, for an instant suppose be hod legs olher than those 
provided by nature. A visit lo Mr. Harks establishment, and observation of 
the immense business carried on tliere, will wi'll repay any visitor lo New York 
ilis time and Iroubie to call and see for himself. 



The Atlanta Chrittian /tujcjr and SimthieeMmit BaptUl, November 27. 1679. 

A Dark Clocd with \ Sii.vkr lasiso.— One of the saddest thines con- 
nected with the late wur is the tiu't that so many noble men lost a limb, or limits ; 
and. aaddeet of all. tlie most of thr.ra, from loss of time and properly, and olher 
tvrrible results ot Ibo war, wtre soemingly destined lo move on thriiiigh the 
dork sliadows of adversity with an empty sleeve, or upon cruiches, drugging 
Uielr mainied bodies through the rough journey of life. 

But tliatika Ic) the liberality of on appredalive people, and !he wonderful 
Ingenuity of miin, the h»tt iiiid (hi- imiitiii'd luny take coumgc. and, looking up 
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and beyond tbe dark cloud of odverBity. may catch the silver Itnlne of hope, 
with tlie ansuraore Ibat the empty sleeve may ht filled with an arm tLat can be 
used, iiad the awkward, tiresome crutclieB ^ve place (o liinba botli useful and 
omamciital. Under these considenitions. all manufactureni of artifieial limbs. 
who an^ skilled in their proftasiun and salislied with reasonuble conipenaalioo, 
should be considered public benefaetoni. 

The writer who la a Qeorgian, Justly proud of liU nallve Slate, fully appre- 
ciating the iuBlice and generosity of ibc late Legislature in making an appro- 
Driation to nimiah llm& tor those who lost them in Ihe laie war. and in full 
ipathr with all these unfortunate sons of the South, while roenUing some 
! in tiie ciliea of New York and Philadelphia has taken special paiuo to In- 

itlgBle the standing of the various munufacturerB of artiflclal limiH. While 
there are nianv of whom our countir may feel justly proud, as skilled artisans, 
the writer feels constrained to mentioD specially the name of Mr. A . A. Harks. 
This special reference is made after a. close and crillcHl inveatigation into itis 
present and past record, covering an experience of over a ifunrler of n crntuty, 
during whitJi time he haa been largely connected with Govemnieut contracts. 
He can show man^ flattering tegiimonials from official sources, as well as 
from private Individuals, together with numerous diplomas and flnt pre- 
miums. 

Mr. Harks is a practical mechanic, thoroughly acquainted with every delail 
of his business. He is not only able to ^Ive lo'it his own personal attention ; 
Imt has two sens who. by Ibcir close training, have al-ui acquired an experi- 
mental knowl(dge of the buiuness. and are fully competent to take cliarge of 
the different departments. 

Mr. Murks has the moat tikllled roechaidcs in his manatactory. rurning out 
frequently a doKen or more limbs a week. It is interesting to see his putroni 
leave their crutches in his ofBco, and walk off apniarently whole— men. too. who 
had lost both legs and who were brought in by attendants. 



Atlanta (Georgia) ConttUution. January I, 1883 
AHTIFICIAL LIMBS. 



A WosDERFCLLT Seccessfcl Result of Srh-l in Theib Maku- 



Prominent among the exhibits in Art and Industrial Hall, which were dis- 
played dnring Ihe life of the exposition which closed yesterday, were the 
artificial limbs displayed by Mr. A. A. Marks, of New York. They atlntctul 
universal attention, and their beauty and perfection were much commented 
upon. The display was very elaborate, and embraced the various styles and 
kinds required by the demands of the trade. They were easily seen lo be of 
superior workmanship and of the very best material. The rubber foot and 
hand feature has gained much favor, and gives promise of supplanting uH oUier 
styles. By means of the rubber fool and aOB ankle joint, a natural movement ia 
given to the step which deceives the maul practiced eye. Mr. Marks has 
applied an anificial leg to Master Willie Wilson, the little son of our esteemed 
fellow-citizen, Dr. H. L, Wilson. This young gentleman had Ills te^ cutoff 
by a train several monilis ago, Inil now wears an artificial iinib with suefa 
natural grace that no one would ever suspect that he had lost a limb. 

Mr. Marks has met with wonderful success in his efforts to supply reliable 
and practical artificial limbs. The limbs that he turns out are enual if not 
superior to any others. They were carefully examined by Ihe judges at Uie 
exposition and compared with Ihe competition. They awarded Ihe exhibit a 
gold medal. 

These artificial limbs are recommended with the assurance that they c * 
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T/ui Bun. New York City. Sept. 27. 188B. 

The house of A. A. Marks, 701 Broadway, eslablislicd 1853, Is the oldest In 
ihifi country, and owing to ibi peculiar mode of coostruc'tioK limbs, with rubber 
huuda imd ieet, eiijoyu a trade aucood to none on both contWnla. Their wide- 
spread reputation tot liKhiwws, durablHty, and uaturalness In evidenced by 
three orders recently Qllea. o:ie for the son of the Peruvian President, another 
for a prominent Neapolitan surseon, and a third for an attache of the Japanese 



Lt of blanks being sufficient to Insure a 
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feclfi _ , 

the Qorerament for disaltled soUiers. Limbs un- supplied to subjects ranging 
from infancy to old age. In the case of little Mabel 1 hompeon, of New Haven, 
a leg was applied when she was less than one yerir old. for amputation l)rlow 
the knee, lo jireTCQt stifleDiug and contraction of tlie Joint, and in a brief time 
■be was walking naturally ; Clearj. a famous pedestrian, wearing two of these 
artilldal limbs, has mude a record Hthlet(« possessing natural onus might envy. 



IfetB York Srin. December 3, 1883. 



CRIPPLES WITH IMPROVED FEET. 



I Mjchinkbt tfan by 



Gen. Hoke, of North Carolina, is credited witli remarking on the rapid disap- 
pearance, in lutf years, of the maimed veterans of the civil war, and saying 
dial iu a few years inon who have lost arms or legs will In rare. A newspaper 
paragraph lo that eSect was shown to a maker of artificial limla, wbo fumlsnes 
more substitute arms and Itrga than any body el«e In the United States, and ho 
Kid : " It Is true that there are not so many cripples observable in the streets 
as tiierc were a few years ago, but it is also true that there are almost as many 
In the community, and probably always will be as long as we have railroads. 
So far 08 the old soldiers are concerned, I don't iiimgiue that they are dyiug olf 
any faster than any other men who were in their prime when the war endnl, 
seventeen years ago. As for cripples becoming rare, that is true us far as their 
ceasiogto be conspicuous objects, but they are here among us all the same. 
The duTerence is that the perfection to which the making of artiliciiU limbs has 
been carried, especially In legs, prevents tin; mutilation of Ihcir wearers being 
noticed. Many men wander about with arttficiul legs whom nobody would 
ever suspect of being maimed." 

Id a practical demonstration of what he said he called upon three of his 
employees — a voung woman, a boy, bind a middld-aged mun^and tiet them 
walking to ana fro m his large ofHcc. There was noUiing peculiarly observa- 
ble Id ike gait of either — no heavy, wooden thump, no sttSnesa in the motions 
of the feet, and no halting in Uie altematbg steps, yet the young woman wore 
one artificial leg. and each of the others was supported on two wooden limbs. 

" There," he eoniinued, with an air of triumph, " Is the climax of scientilic 
invention In thii direction. Nobody would iroagini', seeing them in the street, 
that they have been crippled. And the young woman will dance all night 
with that substitute leg without her partner suspecting its cKiHtence, the man 
will skate, and the boy can run a race. Thb is all attained by the use of a 
rubber foot that ia elastic under the tied trrad and bends at the toes llkt! a 
natural foot. I could point out to you in the street scores of men that wear 
these robber feet, not only old soldiers, but victims of railway and other ocd- 
dents, and you would not recognize in their easy, springy, and noiseless walk 
that they were not in possession of all their natural members. And that la the 
greas reason why cripples are disappearing. It is a common error that more 
men were maimed iu battle during the war than during any other time of ctiuul 
duration in the history ot the country, but the fact ia that there are as niiuiy 
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cripples made by the niilroadH in each year now as were made by ibe yrti in 
any year of ibu war. That 1 atflrm from intimate knowledge of more Hum 
dMiW cjtses. Act^oniing lo tlie war records there were oaly about 23,000 crip- 
ples made ou both sides, North and SouUi, by tlie war. Of fouree Ihe exact 
number has not been, and cannot be. tt«ceTtaiocd, for not only were many cases 
nuvcr reporUid, but In not a few instances injuries received in battle led to 
ampulnlions a number of yoaiB afterward, so long that they couUI not have 
been includeal in the ofllcial records or kept aD exact account of. There was 
Henry La Rue, of Pa., for instance, who had a leg amputated in 1377, in con- 
sequence of a fracture received in ISeo, when be was a member of tlie Gteventh 
Pennsylvania Cavalry- 

" I hnre made thousands of legs and arms for soldiers, who are supplied with 
them free of cost by the Government. They are allowed a new limb every five 
years. A. good leg of niUow, well made, with good steel joints and springa 
and a riibl>er foot, will last fifteen years, with proper care, and an arm ht good 
for II lifetime. The elasticity of the rubber foot increases tbe durabililyBB well 
us liie i^'rvicenbility of Ihe leg, A flrst-claas leg costs )100. I have heard of 
arliflcial It-ga being made to order in France with gold-plated joints and all Burin 
of fancy business, casting several hundred doUam. but liave never been called 
upon to get up any thing of rhe kind, and if I bad to wear on artificial leg I 
am surel. would prefer a plain one with that great American invention, the 
rubber f<x>t, rather than any gold-plaled and jeweled one without it. I am 
called upon to furnish from 500 to UOO arms and legs, comparutivety few of Ibe 
former, every year, and you may sav, on my authority, that tbe railroad system 
in this country, as at prewnt conducted, imd the machinery used in so many 
branches of manufacture, may be relied upon to make three cripples for every 
one Ihnt would be likely to be made by another war." 

A dealer in surgical appliances said : " I do not deal in artiflcial Umba any 
iTiiirc, fur the reason that the thingn I have to keep are muliifarious enough to 
Kit n niim'f Lead whirling, and li} prosecute the artificial limb buKluess properly 
i'ci|ijrrcE I ^tcluKive attention to it. Butl know all about it, and I often have to 
R'piiir iirms and legs, so that I meet many persons who wear »ui-b tilings, and 
1 give you my worn that I have be«n surprised more than once by men who 
came into my store and disclosed tJutt they bad artificial legs. I had not observed 
any indicadon of it in their walk. I know a girl employed in the fifth 
Avenue Hotel, who has a wouden leg with a rubber foot, and nobody of all 
those about her every day, not even the other girls wiiosleep in the same room 
with her at niuhl, suHpocl the fa</t. She fa a very smart, bright girl, and she 
told me that the secret of her concealing tbe fact so well U Uiat. wneii she com- 
menced wearing it, sbe carefully and BTslemalically trained the well leg to adapt 
itself lo Ihe movcmenta of the maiinea one, instead of revemiug tliai process as 
most [HTsonn do. The rubber foot Is Ihe invention of an old and experienced 
Amcnciui tniiker, and is acknowledged in Europe as well as this country as Ibe 
nn.'iiii>i ilitieuvi^ry of Ihe age in this direction." 

llenrt- Laurens Boscomb. the ;kctor, who had both bis feet amputated in eon- 
ewjui'iice of their being froien, has had them replaced by rubber ones, and he 
now walks about utmoatos well as atiybudy, well enough, at nil events. In 
enable him to teach eloculiou and acting. 



Tbe impression seems to prevail lo some extent among physicians, that an 
artificial limb should not Ix' worn after an ampumtion until the stump has had 
time lo " haiden," and with this idea iwllentB are advised to defer Ihe purchase 
of a limb frequently for months after the immeillate elTecIs of the amputation 
have entirely disappeared. 

Undoubtedly lliere are many cases in which this advice <s good, particularly 
in Those of a Btnimouddiatheslsin whom an injury or ftbrasiun may be productive 
of severe local lesions, and in those where ampnialion has been done in consi.i- 
queuce of a necrosed condition of the bones. It is not Ibis class, however, to 
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whicli referrace bt niadc, but rather to UioBe iu whkb Hmputntion is n-ndrriil 
tipceasary by an injury octmrriug whcD tlie indiviilunl is in full hmltli, as In Koaai 
at gunabot wouuda, anil ju tbe alnust daily Aod by for loo frequent ocriduiiU 
on the steam aud horae-milr'Nul tracks. 

It mar be safely luid down HH u rule that tbe Boonvr after sn amputation a., 
artificfau limb is applied tho U'tier il will be for ilii.' di/vt-Iopnient of the atunip J 
Budfor thcprewrvntion of IheHymmclry nndhrulili of the suund linib. " 
pedrily does this seem to apply til ciL-es occurring in young ))ersons. in wl 
the sltimpisapt not only to fuilln di.'VL'lo(iiiii.'iit pru|iurtioiiatu to Uie growth J 
of the ittdividunl but I)0(Mimea atrojiliinl und flabhj- from disuse. J 

In a recent con versa tinn witb Mr, A. A. Murks, nianufut'turpr of artificial ^ 
limbs in this city. ntleniioD waa called to this mutter, and the following ( 
was died In «iipport of tliia th«ii^. 

The subject of tlie a<x!oinpu"ving illiwtratioQ, wbeo bnt oighl yvars of ngi;, j 
wu tumtahed with oiw of Mr. Marks' arlindnllcsB, wliich bos been leugtbeiu-*!, L 
enlarged, or n.-plitvcd by Hr. Mnrks as denuindc.ii by ihL> incrmsed viui of tha.l 
irean-r. The rMult of liiis curly application of an artiliciDi leg la seen Id tho'l 




healtby development of the slump. In street drpss ouc would hardly recojnu^ 
tbe one-lecged gymuost whose feats of strength and whose agiiilr liave given a 
world-wide roputailoii to ' ' Stiwurt Dart'," as he is known in pul>lic. Wlu^n off 
the ilo^' and In street uttire his eiisy. graceful walk glvea very little evidence of ■ 



on so closely simulates that of Uic nuturnl foot, and does sway su Ihorouglilf 
h tlie tell-tale "thud" which always accompanies Uie usr of llic ordinary I 



Wlthtl; . , _ _ _.. , 

artlficfal leg that one would hardly suspect that tbe individual under observit- | 
lk>n has been stibjecteil to en amputation, — Tlif Xne York Meiiirul Jmiri, ' 
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In Vol <U Krparut. Mexiro. July 20. 188!. {TranAition.\ 

Mahks"— We have rocoived s catalogiir from tliis fnmmis maDiirncturPT nf wtl- 

fit'lsUlmlM, Hud. jurisrlDK from Uiuwuiutit of evidenrc. hoi" ihi'HnitmRnuriirtiiPrr 

ill thi' world. The limbs ot hU rantp rtrf nnn. wmforiiibk', uatural. and Id- 

Wc aliail givr mnR' mlniilply tlir details fn tlii' fiitiin-. in vkw iif (lie fact tliMt 
Kiir notnliiaurttet and'Icnrfriciid.Knriqui.iGiuU'iidQ Pi-rin, will iu n eliurl lime 
■Mil for the United SMich. for Uic purpiMe of gt^ulng an nrUlltlaJ lc£ from tlii» 
'listiagiiitlied nuuiufacturvr. 

El Heprodaetor. Orimba, Mexico, t>«pk-mber 17, 1883. [ TSvjiwtition.J 

'■ To-dny I hove slim mywlf ngBin cDnipIeU'. thuului Ut llie works of Mr. 

Mnrks. I ahull Immcdinlcfy begin Uie prucllci' of llie iirlilleiitl pHrt, wblcb bu« 

H pmrlDlnn AUd eXMrttirrs lo the naturul one (hot itl the Rrn sigbl miUut It dlffl* 

L-uIt lo diHiJn^iiili tho geDuioe from tlie fnlsc," — Ehukjck. 



Bllteprattnttor. Orizaba. Mexico. Oriober 8, 1882, [TVoiufrirton,] 
U l> cxiu-'lly lAgM, diL.VH since we had the pieaaitre of embracing Mr. Oufla{» 
and welcoming him to'his home. 

Wg fee] nbllgnl to say lo our rcndere tlint the nrliflcial lei; which ww the 
ncowiou of his visil to th« rnilcd Stnlra is an ndmirnlile piece of mechjuiUnU 
pi'rfi«liaii. Uweinalo havetitl the movemenia of the iiutund leg and iw 
weight is but a Ullle. Wu coujirraiuliitu >lr. Quasp un the happy results uf M» 
irip 

La Librrtad. Mexico. Ociol-rr II. IW2. {Tiiu.fLitioa.'] 
K.vniquE QuASP.— Day In^ore vrslrrdny wc had ■ visit from mir npprr- 
riatixl fricnil. with thi- ohinrt of showing to us his magiiiHcrJiI artificial leg. 
wlilcli WHS bought in the United Hlatea from Ibc famous mnoufacturer Mr, 
MarlLH. It is uin possible U> ask more of the art. The leg moves Ui the will of 
our frieml iis if It were nuluml. It has not the deformlliia which arc iioliccable 
in otiicr artiQcial Ifmhs. 



Morning Jmirual, Friday. March 9, 1883. 
FALSE LEGS AND ARMS. 

UHns— WHAT 



(it New York with empty alnercn am) 
y Willi an otinnl pomilntimii The tiii- 
fot HriitlciAllimAs!flnK»t inark«d.aiid 

_. ,. autl mi..,, 

now go about the alrfeti) wiili artifldid li-gs ami arum whom Dubudy would e^ 
Hiupect of t>efQg maimed. 

anw Ttltr ,^IIB MARK, 

To «u|iply the l(w» (if auy one limb, or of all limbs, Uie manufaclutc uf arti- 
Btinl inciiiben hii« bei'ii bnmghl to *uch jierfrctioii that ihcy can be u»«i by 
ilii'ir ivcjiri-ri with ntmoat ai much facility ax the naliiml UnUM. 

Ai'iiHi iid liinba atv now almnal ludveniullv made nf willow wonl. a> afTnnt- 
liig jjriiilcr -Ircngth, lightntMi. and iitdUy than could br ohtainnl with other 
iiiniiTinU. Th(- mitterlal* formerly used were as varied m Ihedr mode oF tun- 
4tnicilo(i. Some were of Tin, «)lid wood, and even of Iron, while the dltfrrEnt 
JulntH were worked with *H sorla of eomplicaled mni.'hinery In the uliapi! of 
uugsni wheels, (teet npringi, ete.. wldch wen- not only cumbcr*oine and noisy 
' '"wdropcraiion, but wer« connlanlly (tcttlng out of onler, 

■ aniclcs of tnday obviate all this. Over Ihn willow foiiiidalloD b 
leather which it cnanicle.! to ri'preDent the untuml 
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Mr. A.- A. Marks, of Krouilwa}', is the Inrgest n 



nutaulu 



1 Ihia country. 



s in iiis cmptof ment u nuiu unit a boy who are flttiKl each with [ 
false legs. Both cau run and walk almosl as well as Ihoee posBeuing their 
natural limbs. The maker attribiiles his Bucceas lo the use of rubber fiir Ihi' 
feet of his legs aud ienores what he terms as having been the bugbear t)f all 
inakere, the artificial ankle joint. Certainly his leKs are entirely uoiselewi, 
while the aelion of the knee joint is as perfect ai 



his legs a 

s iiossilile. 



Hia arms are so constructed that they can be fitted to a stump at the aboulder 
lital is no longer thiui two or three inches, and yet be made to act. * * 
• • * * Tlie hands are inade of soft rubber, with annealed wire 
running through the Ungers. which allows them lo be put into any doslrod 
{Hisition. Others are made like the feet — of solid sponge rubber, which aSord 
a good grasp if any tliiug Is planKt tietweeo the thumb and flngera. Patients 
thus supplied can even write with their hands, in proof of which he exhibits 
many specimens of their cnligrsphy. In the palm of the hand is fitted a screw. 
Micket into which can be fitted a knife and fork for the purposes of eating at 
table. Tlie most nseful and strongest appliance, however, is a hook which 



... _ __ .:i llie wrist i 
liftt^, parcels carried, i 
be capaole of. 



1 itliioo of a haiidi for with it 



'eights ct 



I inauy other things done which the band would ii 




MARVELOne EXCELLENCE. 



Utut delMitioQ U impossible when the wearer Is dressed. 



From the National Trilnine. Washington, D, C, June 18, 1885, 
RUBBER HANDS AND FEET. 

tie u»e of some species of arliflcial limbs to replace those lost by accident or 

_. ia of quil« ancient origin. The^ applianec-s, before the invention of the 
rubber foot, were of two kinds, gcnenilly speaking. The cripple either 
stumued about tipon a wooden [le^, like that worn by Stuyvesaut, or he pro- 
eurea, at great expentie, a limb so intrirAle and eompllcated in its attempt to 
duplicate every Joml and ligature of the departed member, thai It was practi- 
caljv worthless, owing to the impossibility of keeping it long in repair. 

The rubber foot was Invented in 1808 by Mr. A. A. Marks, now the leading 
manufacturer in tlie United Stales. 

The ailvautages of the rubber foot are many. The chief, perhaps, is that tt 
docs away entirely with all that entanglement of cords, straps, hinges, bolls, 
screws, etc, by means of which the insker of the old-fashioned artificial limlM 
attempts to secure a natural action at the ankle Joint. By Mr. Markii' system 
the elasticity ia thrown Into the foot, giving eaae and evenness of motion, us in 
the natural gait. There are no sudden thumps or clanks when the liall of the 
foot reftches the floor, m in ilie aukle joint style of artificial limb, but the even 
rise and fall of the toot from iiccl to toe takes place exactly as in the nutunil 
memlxr. creating a motion that cannot be told from that of a person who |jo»- 
s«S8es the feet with whicl> he was horn. 

A very practical advantagu is the durability of this style of limb, ssviug the 
wearer the anooyauec of constant repairs. Its simplicity is the natural cnuNi- 
of this enduring quality. It is also the most economical limb In the market in 
tlie mikller of ynce and quality. 

FWrow's Military Eneyclopedift contains a full description of the Invention, 
describing It as the superior of any thing yet linown. 

Mr. HotIu tocA the gold medal over all competitors at iJie New Oriivius Ex- 
pO«ltioD, just closed. 
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m QiTuil. Punamn, Oi-tabpr 18. 1882, 



[TVoTirin/wn.] 

tliere is do necessity of gol- 



Rrader — Are yoii in ueed of a limb ? ft yiiii a; _ _ ^ _. „ 

tiug dlacmiraeoil or pultiug on a soil countenance, because (we speiik from c 
own knowledge) ir you.oro in need of a fool, log, hand, or arm, wliicli moruils 
are likely lo lose, you ciin go to New York, the eountry of eitraordinafy inveii- 
liona, when.' you will flud the king of aniUdal limb-makere, Mr, Marks, who 
will iupply yog with limba of fine liniali nnd jierfeclion. • • • • 



Lot 



I. New York, December 9. 1883. [Tranalatiim.] 
ABTIFICIAL Limbs. 



Quite recently we noticed in the columns of this paper the arrival (n this city 
of Uie famous actoruid writer. Mr, Enrique Ouasp de Peris. Viscount of Ban 
Itoman, who, having been deprived of one of his limbs, come lo tills city lo hhvi- 
it replaced by one of the mechanical and ingenious products of North America. 
onlv inferior to the works of nature. 

Having succeeded in gratifying hia wishes with perfect and full saliBfaclIon. 

Ilic Viscount returned to the Meuuii " . . -■ 

himself n 



n Republic, where he Ih at present, devoting 
e to the tasks of the journalist than to those of the stage, • • • » 

We have bad the pleoHure of interviewing the manufacturer of Ihe Viscount's 
artfflciiil lee — Mr. Alarks — and also of examining the artificial limbs which he 
iHakCB. We were surprised at the perfection which he has achieved In this 
Hue. We saw arms and legs, with their suitable hands and feet, in a neat 
variety. The tegs manufactured by Mr. Marks have the peculiar feature of the 
indifHTibber foot, and lo this 1b due the superiority of the limb. The [iBtient 
is able lo walk with a firm, natural, elastic step, and can balance bimaclf in eiiy 
position without much effort. At the office of Mr. Marks we were eyewitncas 
lo four perwiw to whom artificial legs were applied below and above t)ie 
knees, and one of them wore a pair of legH : it was necessary to be informed of 
this fact or we would not have suspected It, 

A communication from Mr. Ennque Guasp di- Peris we here publish by the 
permission of that benevolent person ; it Is a most eloquent leBlimonial, more so 
than any thing we could say. We print it as follows : 

}Ir. A. A. Marks. 

Deak Sik :— 1 have the greatest pleasure in addressing yoii these few Hnw 
in order to express the satlsfaclion which I have with the artificial leg you 
manufactured for me. To its comfort and stability I owe the Invaluable 
treasure of walking almost naturally. I am pleased with iw lightness as well 
as its easy mnvemonls. which so closely approximate nature. You may also 
take lli««e lines us an ckpresslon of my appreciation of ttie many atteDtloDS and 
Itiudnesses which In your establlsliment were paid to your nlfectionate 
Ubvdient Servant. 

El Vizcondb dc San Rouak, 

Nuw York, September. 188S. 



La* NonediuU*. New I'orh. December II, 1883. [Tranttntioii.] 
AsoTHEB Person ORATiPiEn. 
In the establishment of Mr. A, A, Marks, the famous manufacturer of 
artificial limbs, we have had the pleasure of saliitiog tlie Mexican General, Mr. 
Oenaro Oonzalcz, who lost one of his legs in the last stnigcle of the Mexican 
Empire, and who came, like many others, lo this ci^ lo solicit tlie services of 
the eminent Invc-ntor, Mr. Murks. The brave general is liighly pleased with 
the kind, or system, of apparatus of this gentleman, and speaks of Mr. Markii 
iu the same laudatory manner as did Mr. Ouasp de Peris and Colonel Fnierico 
Larnuiaga. 

Prairie. Farmer, Chicago, September 5, 1885. 
Marks' Ahtivicial Febt ANIi Hands. — The grealesl improvement yet 

made iu nrilflcial limbs is the nililwr fool. iuvenl«(i by Mr. A. A. Murks" in 
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1868. This whb at a time wbeu maimed soldieis were beiog seiil lioini' by 
ihousanilB. aiid it came like a boon from abofo. Willi its siu thiMU! cri|i|)lc(i 
vetenma were enattled to engai^' in the vHrioua active vocatiuus of ilfe. wtiicli 
otiierwlse would hare beea ciuwd lu them. The adTaatnges of thia foot arc 
nuwj : liut perhaps the chief one ties in its doing away with all entaDglemriiis 
ot cords, straps, binges, bolls, screws, etc, found in theolder iaventioiui. Tliix 
foot is elastic, giving ease and evenness of motionaimilar to ttut of the uHtuTsl 
limb. It i» also exceedinglv duisble, and thus far cheajxT tlian other st^l'rR 
The rubber bands manufactured by Iho same parties ur- ■■'"- •'■- *■"' —'" 
ti|[e Ituowo for that member. 



'e also the beat subsli- 



Tiu Odhelir Beview. New York. April 26, 188C. 

Harks' AariFiciaL Limbs.— We very stronsly commend to all who need 
such aids ; the Hark.<i Artiiiciul Limbs, designi^. pntcaled. and made by A. A. 
Marks ot New York. Dr. Marks is very widely known in the United 
States and in farioua countries of North and South Amcrion. Perhaps Iheae 
liniw may serve to make bim known lo tome other ,uiifortuuateH neixlin^ 
hia services. Were thef to eonxult any of nur more proudnont Amerieau 
surgeons as to tlie nrtidciiil limb-maker most likely in be serviceable lo Iheni, 
the most experienced would probably HUggevt Dr. Marks fltsl. 

The eminent orthopedist aud surgeon Lewis A- Sayiv, in one of bis leetures 
says of Dr. Marks: " He make^, as I tliink. altogelber tlie best artiflcial leg I 
have ever seen, simply because ot its durability and simplicity," 

Id supplying lower limbs Dr. Marks ach!eve.s a perfect success. 

lie does nut claim much for anus except that bis are the best the timjiiai 
and the most useful made. If tlie amputation Is bdou the tibtnc he nuikcsafitir 
substitule, one with which the patient can write. For cuts above the elbow 
little can be done. Still, we have seen where even in that cruel suffering Dr. 
Marks' limb has broa^bt some asslstanceand great comfort to the victim. The 
nay repeat, is tlwir great nimplicity. in tlml they 
re than is possible or likely lo be permanent ; that 
weight, and graceful lo the eye. 



great merit of his limi 

do not attempt too much, r 

ihey are ver; strong, ligbt 



JrM World, New Y'ork, January 1. 1887. 

Abtifictal Lures, — Of the many r«la1>lishmenls devoted to the relief nf tlie 
injured and mutiluled, we doubt that any have ever reached so near perfecliou 
as that of A. A. Marks of New York Cit^. 

The manner in which this house repairs the mutilated by replacing ^those 
tni'mbeni which accident, disease, war. and various causes have forever sevoreil 
from the human body is but anuther tiame for magtc, 

Uen. women, and children, limbleea. helpless, pitiful objects, dependent on 
Iho attention and aid of their symputbiziu^ fiiemls or a pair ot crutches for 
their loeomolion, are, by this establishment, in a verv brief lime enablod to ru 
out in to the world relieved, restored, and practically as aseful aa before mis- 
fortune befell them. It has taken years of close study and devotion lo Uic 
work t«> be able lo achieve such results. Genius has ^ven to tlie world the 
man who has suixissfullv mastered this task, and it ialiut right that men and 
llio press sbouUl commend him lo those in need of his aid, 

Mr A. M. Porresler. on associate editor ot the //^ W"rld, bad learned of 
the Marks eelsbllshment from experience, and writes as follows : 

Office of T/u- Tn*h World. No, 17 Barclay St. 1 

Patkick Ford, Editor, Publisher and Proprietor, ^ 

Nbw York. December 13. 1886, ) 

.My Dear Hr. Marks : Somewhere about four months ago you underliink 
tu build up a foot tor me lo replace one that I had lost In 1874. I allowed vou 
to experiment on the slump oi my leg with some misgivings and doubts lost 
vou were going to make bad worse. 

I am sorry for my suspieioas. The foot which you have supplied me has 
done its duty nobly. It clings to me with the stem affection of a parent, 
never slips, always responds to the movement ot the ankle, and getiPrally 
behaves aa if it were acquainted with me intimately since my birth. My best 
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Iriunds fnil Ut recogDJu: my luagniflceDt Btritle. so different from iho crutch 
hup that furmerly marked my oiarch ; oiy foes doa't know mo at all. 

I am tutfi'Ij defy any omi aoi aware thsi I am minus a fool to take exception 
to my physique, I eladly teaUfy to the succew of the limb wilh which you 
liave suppliea me. You may remember that I feared a failure. It is, Ibere- 
f<jrc, with llir more pleasure iliut I admit a success. If I ever lose my other 
foot I shall look to you tu replsre it. 

Yours faitlifuily, A. H. Forkbstbb. 



T/ie Bipiiit Weekly, New York. April 89. 1886. 

Tbe name uf Hr. A. A. Mnrks is familiar to all who need artiaclal limbs. 

Brcry possible improvement has been brought into service, and hundreds of 

ptople givL- ti^Btimuny to tbe admirable adaptation of his mauufaclurer to supply 

the plate of their lost members. 



Hural jVmo Tarker, May 1. ISM. 

3fAHKs' ARTTFIGIA.L LmBS.—This boolc Is nn argument, if such a term may 
be allowed, in favor of artiflciai limbs ; that is. it shows bow easily such limbs 
may be stcuivd and how comparatively comfortable they are. 

It U well known that artjflciai eyes aud teeth can he made so true to nature 
us to dixvive even a close observer : but It Is quite surprising to know that there 
an.' persons in our midst wcarinE ortiticia] legs and arms who very seldom 
betray tlieir uopleasant secret. This book Is iateresting and well written. 

Such a work would be incomplete without the old song " The Cork Leg," 
a parody ou which is given in full. We hope none of iint r«idcra will'ever have 
the misfortune to lose a limb. 



Ths Weekls Tribune, July 27, 1887. 

154 Nasbao St., New York. July 2S, 1887. 
Mr. a. a. Mareb. 

Deas Sut ; — It Is DOW about sixteen moutlis sinc^ you fitted me with one of 
your rubber foot legs. My experience with the old kind had disgusted me so 
liioroughly with aniflcial legs ttiat I was not disposed to try any othor, and 
especially vour rubber foot with a rigid ankle. Only by the solicitations of 
kind friends was I persuaded to give yours a trial. 

I urn happy to inform you, tiowever, that I can walk wilh ease, naturalness, 
and comfort. The elasUcily of the foot accommodates il^lf to all the angles 
neci.'ssa^ to natural and comfortable walking, and at the same time contributes 
wonderfully M tbe sense of aecnrlly and self-coulrol, so that one feels almost as 
tliough ho were upon his own legs a^n. My frienils say it has made a new 
uuin of inc, and I never found any thinj^ so near the natural limb in its feeling 
end sense of security in walking, especially on uneven ground. 
Very truly yours. 

JoHEi-u 11. Pattbrbon. 



JVew r„rk Jleralil. Sunday. 1887. 
DEFT RUBBER HANDS— UNFORTUNATE WALTER ALEXa;«>ER 

AND HIS NEW HA.ND8- 



TO THE HEitALD FOR ITS AID IK 

A hoT will) rubber hands is a freak that not even a dime museum can offer. 

But Bellerille. New Jersey, can. 

It's no joke, either. 

No, Indeed. It's the sternest kind of reality, and a very sad fact to poor 
Walter E. Alexander, lo whose arms they are attached. 

Still, rubber hands arc very much better than no hands at all, especially as 
they can lie used to a certain extent, and with that comforting thought he keeps 
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willingly and u 
aid oa well. 

Il WM through this same public sympathy and aid and the instnimenlBlit y of 
Uie HfralA that young Alexander is taking- the bright view of tifc thnt he now 
BeeuiB to, and that be is swinging his rubber bands that he wished for so long. 

Il was on Friday — and a very black Friday iniletd for Walter — June 17 laal. 
Ihal the accident occurred Uial deprived liini of his iuinds. He was employed 
as a "feeder" in the Bivereide Rubt«r Works, at Belleville, N, J. It was his 
duty to siaud behind the iron rollers of a grinder and keep their ^ewr-huugjy 
maw supplied witli a tDa»8 of rubber scraps. 

Walter was standing on tiptoe, leuniug forward and pushing the pa«ty mass 
of rubber down into toe narrow crack between the rollers, where It scmpped 
and spluttered as il was ground through. Whatever went in between the shin- 
ing ades of thow rollers was found to come out mashed to a pulp, Tberoll<>rs 
were rerolviag slowly and alcadily on their mission of pulverization. 

Thousands of times had Walter been in the same position. There waa no 
danger. He never let his hands go down with the — 

A shout of anguish I 



The lime had come at lasl. The fingers of Iwth hands had gol ccughl, and 
slowly and surely were being drawn in between the cruel steel and cr^hcd t» 
a Jelly. There was no pulling Ihero out. They were embedded in the mass of 
rubber. There was no help for it in any way bul to let the roUere grind on 
and draw down inch by Inch his arms and body. 

He could not reach wilh his feci the brake that by a simple kick would slop 
the machine. 

Hcanwliilo he did not neslect U> shout for help. A lad working at a similar 
machine at the other end ol the mill heard him and ran lo Walter's aiisislaDcc, 
He kicked the brake, stopjied the machine, and, with a horror-siricken face, 
pulled the mashed arms of the victim from between the rollers and out of Uic 
stickv mass of rubber. 

All the while young Alexander kept his presence of mind and positively 
refused to faint. II is that same kind of pluck that has carried him through wj 
successtTilly, There is no chicken to him. 

Not A groan did he \fX (wnpc, even while bumping over the rough road in ibc 
wagon to the hospital . 

After bis arrival at 8l. Bftmabas' Hocpilal both arms were Uiken oS half 
wav between the wrist and the elbow by Dr. Clark. 

f'our days afterward Walter was u|> and around the building. It was only 
four w«<'lw afterward — nearly the middle of July — that he left the hospital 
altogclher. 

A GRAVE qrSHTinN, 

Then he went home, and Ihf very grave question arose as to what he was lo 
do (or a living. It waa absolutelv ueci\ssary Ihul he should earn his own living 
somewhere. He always had, and wilh his hands back there was no doubt thai 
he always would, for the lad waa a bright fellow and very apt.al any thing he 
turned his attention to. 

Tbea il was that llie Herald'n interest in all unfortunate came into good 
play. A fund was started that wait liberally subscribed Ut. It come in very 
opportunely, for the boy was sidly In need of money. When he saw tin: 
Srrnld'i practical way of expressing sympathy, and that it was with him in his 
trial, he took now hope and concluded that his life waa not quite blasted after 
all. He delcrmined to find some way of making himself usefid and earning 
his living in (he future. Of course hi' was utterly helpless. Ho could not even 
feed or drem himself, and had to be taken care of as a baby would, 

PKRHAFS TO WUITK KVP.K. 
Then came the aclienie of the rubber hands. 



i& greatly elated whi'n li 
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learned to what perfection the art of making artinciiU arms bad been carried. 
He might be aMo to write even ! That was a great L'oaHOlalion. 

Before hia afiUction hit pcnmanHhip bad bet'n noted all over Belleville, and he 
luok no little pride in the graceful wa; in which be could dash off his auto- 
graph. But with only his stumps he could not dot an " i " or cross a " t." 

Then, again, it was a pretty bard strain on his boyiah pride to go around with 
the empty eaie of both Hleevee flapping at his side. 

Then cametbc propoHilioQ for the rubber hands. They were made and paid 
for out of the fund, and a few daye a|^ they came. The lad held up bis arnut 
til havn them strapped on with such a feeling of satisfaction 08 he luul never 
known before. 

TBE MEW H.VNDS. 

The hands are made of rubber, covered with kid gloves. From the wrist up 
the artificial limb Is of willow. It is Bti4iched at Ilie elbow. There arc also 
straps that lead up to the shoulder. 

The 6tsI use to which he put them was to try and write bis name witb a 
pencil. AFter a little pmctiee he took up a pen and wrote a letter of thanks to 
the Ilemld. It was certainly a success, all Ihln^ considered. There are many 
boys of siiteeo. who have been to school, loo, with real hands of fleah and bone, 
that can not write as well. 



When the Hrratd reporter culled on ^oung Alexander he t 

ployed in writing his autograph o: ' * ' 



le for them, and all his spare Ume is now taken up In that occu- 
pation that is such a tiore to great men. 

The girls ore the moat peraistent of the lot. and want verses and quotations 
written as well as the autograph. Alexander had wasted a whole pad in his 
attempts to write the following verse neatly : 

" There l> ■ wild hot lontly flower. 

Thai lw[ncB aroand Uic ahepherd'a cot, 
And In tba allenc, mldnlgbt tiatir 
li BVeeily Bighi Poiget iiusddI." 



it with the back of the fingers, a.. . . ,...„.... „ _ __ ._ 

fast, Uf course he cannot move tlic Angers, except by pressing them against 
something. In writing he uses the whole arm movement and writes from the 
shoulder. 

BOPBKVL A»D AUBITIOUe, 

" Oh. I am getting along flrst rate with tbcm," said he. " I think in time I 
shall be able to wrii« a good, legible band and quite rapidlv. I have to write 
from the shoulder, and after once having leam«i how to do it I am told that 
it is the easiest way to write. I have lots of time Ui myself, and so have a good 
chance to practice." 

*' Are you still employed at the works ? " 

" Yes, lam acting as timekeeper now, and doing anything that lean to make 

mvself useful. Ever since I came out of the hospital I have been around the 

a&ee, running the errands and ddng such things to save other people time, but 

now, with my hands, I can do more valuable work." 

TO UEAHS BTGNOUKAFItf, 

" Have you any otlier ideas of occupations that you can follow 7 " 
" Yes, sir, lots of them. Mr. Marks is making me a new pair, with some 
Improvcmenla, so that I can use a typewriter. I have no doubt of being 
successful with that. Then my friends here have suggested that I leara 
stenography. I am going to try it anyway. If I can get lo Iw a stcnc^rapber 
and a type-wriler I will be pretty sure of always l>eiog able lo earn n living. 
The other night I was introduceflto acoiinle of young men. They bothsho^ 
hands with rae anil never noticed the difference. People who don't know roe 
would never suspect that the hands ore not natuntl." 
■■ Can you feiii yourst-lf ? " 
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" Very Di(N?ly. I have a special knife fuiA fork that arc made to fasten od to 

r.hc wrists. I have to gel some one lo fasten them on for cnv. and theo I am 

nil right anil van cut the toughest kiud of fltvak. Wtieu I wisii lo lift any iblng 

I use this hook here on the arm. I can lift ISO pouDils witb it." 

TKBT HBKM LIKE HIH OWN. 

" Dock it Bceiti straiiu:e to liave tile lmnd» there t " 

■■No, it does not. U doss not seem unnatural at all. I imagine I can feci 
m; honiis nil the time, and to a certain extent il secnw as tliough these rubber 
arrangements were my own hands. It's a little singular, too, hut the seoue of 
loucll is in a slight degree transferred through the rubber lo the nerves in my 
arm. For. instance I can tell with my eyi; closed whether my Qogers are 
touching a wooden surface or wood covered with cloth." 

" Hy greatest feat yet," be continued, "was in driving ihe other day. 
Another youne fellow was out with me. I took the reins to see if I could hold 
ibem, found inat I could eet along very nicely indeed, and drove all the way 
from here to Elizabi'lb and back without any trouble. You should have seen 
liow people who know of my accident stared when they saw me drive by. 
There arc no puintt at all in what is left of my arms." 
BUT HE can't plav ball. 

And so, although an unkind fortune had robbed him of enough lo discour- 
age Ihe bravest of men. this stripling of a boy keeps up his spirits and is bound 
to make the best of things and succeed in the world yet. even though he luks 
to sign his name with rubber fingers and cannot enjoy that delight of all boy- 
liood, liaseball. That is one of bis severest trials. But be can strike a match. 
pull a coin out of bis pocket, sharpen a lead pencil, and do a great many things 
tliat to others might seem trivial enough, but Ibat to bim mean a great deal. 
The joy of little things can only be fully appreciated when one obs rubber 
hands. 

■' I'm not much of a succeaa an a knockernjut." he said, laughingly, " but in 
uilicr respects I'm doing quite we'll, thanks to [lie Herald and my friends." 



Minonk BliuU. Minonk. 111. July B, 1886. 
A SURVIVOR FROM STONEMAN'S RAID. 



In Introducing to an acquaintance, some dme ago, our mucb-eateemed and 
sympathetic friend. Mr. Januaty, as perhaps one of Ibe most notable bumau 
monuments now surviving of the horrors of our civil war, what If we had 
announced him as having Imlh fenC in the grave ? What an expression of 
mingled wonder and inquiry the countenance of the former would have assumed ! 
Yet theaffirmation were no less truthful than asloundiag. 

This rafleclion prompted ■on that a brief record of the incident that suggested 
il would serve at once to gratify and interest the readers of the Blade, and b«ar 



Ustiroony of oi 



e regard for a staunch friend and worthy citizen. 



■' To noble hearta the KallTe I^nd 



Qo, too, is tlie memoir of tliose wbo fell in the battles fought for the preserva- 
tion of her integrity. Nor can we be indifferent to tlie lot of such as survived 
from the fleld but lo pine through captivity and hardships which, when nut 
ending In death, not infrequently resulted in the loss of lunba to the sufferer, 
as In Qie case of the subject of these lines. 

John W. January, bom in Clinton Co., Ohio, on the 20th of November, 1847. 
passed the tir«t seven years of his life in his native Slate, the following seven 
DearBeniy, Dl., and, still with his father's family, well-lo-do farmers, removed. 
In the sprui^ of 18Q1. to their farm one mile south of Minonk, and two jrears 
later to their present comfortable homestead in the weatem part of the city of 
Iflnonk, in the last mentioned Stale. One of the promptest respondents to the 
Cftll for 800.0DO men, he enlisted in comimny B of the Uth Illinois Cavalry, 
and on the Ttti of February, tht lad having scarcely entered upon his sixteenth 
yeai, quitted for the first time the parent^ roof and proceeded to his re^meol. 
then organizing at Peoria. The corps, under the command of Colonel Uorai'e 
I Oapron, was transported by rail iutrt Ki-nfiirky, and marched thence across 
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the Cumberiiimi MounUun? lo unue with the main body of Ihe army. History 
chronicles aomesIxteeD battlee in wbicb the 14Ui was nngagcd between t bat 
time and tho mideummor of 1804. and in alt these Mr. January look part. Od 
July 27, his commaud, detailed for atnice in the ill-slArred expedition 
known us SUine-man's raid, set out from Atlanta for Mktod, Oa. , for the four- 
fold purpoflt! of liuniaHJng the enemy, cutting off and di-siroyiDK their supplies, 
divfrting their attention from Sherman's diTieion. and releasing Union pri50iier!i 
at AnderaonTUIe. By August I, the youth having alnuidy been promoted In 
the rank of corporal and with fair prospects of further advancement ; but 
five men returned of the flfty-five whith Company B miistered ul llie 
start. Twenty-three were killHl. and twenU'-seven c&ptured. among the lu«l 
January himself, who a tew days later, atler the usual transfers had Ixvn 
eBecl«d. was imprisoned at Anderson ville. On the fall of Atlanta he vas 
sent u> CharlesioD, 8. C. and ten days later lo Plorcnco, 8, C , where he 
remained until the end of the war. The trials and hardships of prison lift! and 
Confederate prison fare now be^n lo telt aadly upoti Januanr's constitution ; 
from the hale, robust stripling of 165 pounds at the time of h^ capture, threv 
months further of all but atnrvatioti at Wilmington, N. C, after his reles»e, 
found him reduced to forty'flve pounds t Bui Ine end was not yel. After h 
tedious and fatiguing journey be was landed at David's Island near New York 
Harbor, and there, ut the end of seven months, dwindliil to a skeleton by the 




ravages of a loaltisome diseuMC. was mustered out of the service on the l-'illi 
day of October, 1865. The last sad scene of this harrowing drama had now 
to come. A prey to ecurvv and gangrene, which had all but separated hin 
feet from Ihe legs ; unaidea by the surgeons ; despairing but yet despt'raii'. 
tor his native fortitude hart not forsaken him. his own hand guided the knlft 
that Hevere<) the meagre thews, itio only remaining n[ta<:liraenlH of those feet t 

As convaleacence progressed, his chief preoccupation was the tlioughl : 
should he ever be nble lo walk again ? His icet were gone. How might he 
replace them ? Agents from the several manufacturers of artificial limbs paid 
daily visilslo the hospital, each seeking to secure the preference of the mnimcil 
soldiersfor his special system of apparatus. But one particular day Frank 
Stewart was aouounced, as representative of the already well-known Inventor 
A, A. Marks, of New York City, the fame of whoso patent legs and arms with 
rubber feet and hands is now universal, for they have been Introduced by 
thousands in every country in the civilized world. Mr. Stewart's cniivaM wai 
more eloquent than wordv, raorc experimental than theoretical ; for lo demon- 
strate the superiority of hLi principal's system, he himself, witli the Marks 
apparatus, set lo paclnff lustily up and down the ward before surgeiins and 
pwtients. It was pitiful to observe the divergence of opinion amone the men 
of science when asked which of the pedestrian's legs was the artificial one. 
some opining the right and some the left, until utteriy discomfited by the a»- 
■nrance that the ease before tliem was one of amputation of both legs ! The 
wikt hilarity of the patients begenrs desc-ripilon ; us for the agents sforosald. 
they snvnl the sltuntion by laiisning with the rest. Mr. January and every 
iillier man in Ihe ward— half a doKen lu all— lliat wiis similnrlv afflicted wllli 
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Hr. Stewart's condition, desired to be furnlilied with th« Harka limbK. and 
their desires were fronted at ibe expense of h bountiful Govemtneot. The 
beam of hope that burst upon our fnend that day was the forerunner of re- 
turning ]iappin«as, which reached its fulness the moment he found himself 
again upon nis feet. Bui who is so wise as to know when he Is happy enough T 
Our friend January is human like the rtxt of us, and under tlie influence of 
one or two attacks of disconteutment, he made trial of other apparatus, which, 
however, to do him juMice. were each time no sooner tried than reiected, for 
one cause or another, but above all, we understand, because of the absence of 
the rubl>er foot. Some wonderful charm there munt be in thia said rubber 
fool, a riiarni which he delights to dwell upon, when he flnds a sjmputbetic 
ear Into which he can pour Us praise. For our own part we have Icamoil from 
him of its lightness, and softness, and the easy grncefulncHs with which it 
adapts itself loevery possible movement of Uie natural foot, and thai without be- 
traying ilB artificial construction by tlie irritating thcd diuracteri-ilic of all other 





tneclianical limbs tlial we have so far «een. Then Ihi' iiiry llglilnis* of the 
whole apparatus — I pounds— yet a strength equal to double liis weight, r()r 
with his present 180 pounds lie trips along with a tlrnincM and elasricity of 
sl«p thai would put to ahame many a man of like proportiona with nallinJ 
means of locomotion. Indeed, he assures us that he frequently forgets that his 
(ect are those made bv Marks, and not Ihow that nature gave tlm. 

The extremes of this most interesting ca-se will bo more clearly appreciati'd 
with the aid of the appended illustrations. The firat of these, i-xtiiliiting iho 



is an esact reproduction from an llluBtraled article published in Harprr'n Wrekly 
at the time. In the next engraving what a change i Eleven years have elapsed. 
Bteven yearn of activity and bread -winning, thanks to the twin appanttus stand- 
ing either by the aide of the limb in which theirtriendly efficacy tereepectfuUy 
develo))ed. Then tlie Imty proportions of the man, now in tlie plenitude of 
hts physical power, and that comelv rotundity of contour suggestive, indwd. 
of hi» 180 pounds of genial flesh, bfooil. hone, and fiinew. We would now iistc 
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who. without knowinK Ibp nmn or Lis mmy. and by the mere coa (emulation 
of tiie third and last ngure, would suapecl fie was looking on the original of 
the picture first referred to ? 

Wk bad almost forgotten to mention that Tilr. JHnuar;. in his intervals of 
leisure (alas, loo frequent at times). Uas of laie years taken to lecturing in some 
of our Western Btates. 8ucb of our readers as have the advantage of Ills ac- 
quaintance, and consequently know his versatility and his turn for eloquence, 
will not be surpriiied to learu that he tias achieved no little success ana popu- 
larity in that field, 

From "ADeMcripliveCalnlogucotManufactureafromNHtiveWoodaasShown 
in the Exhibit of the U. S. Department of Agriculture at the World's Industrial 
and Cotton Exposition at New ("trltJina, La.. 1886, " puge 64. 

ARTIFICIAL LIMBS. 

ExHtBiT, — One sample willow lumber, with leg carved in relief ; artifidnl 
limhB in parts and complete, from A. A. Marks. New York. 

Mr. Marks states that artifieial limbs arc also made from bass-wood. SIosI 
of the wood used comes from Pairfieid County, Connecticut, only thrifty, 
large trees being selected, the trunks alone t>eing used. The wood is secured 
in winter. Boxwood from Ohio and willow grown fn New York have also 
been used, but they find no superiority over the Connecticut-grown lumt)er. 
iStira the Irregular shapes and hollow forms of limbs the waste often amounts 
toOO percent., the iumlwr costing from $150 to f200per thousand feet. It 
comes to the factory in blocks 4 to 8 inches square, and from 1 to 4 feet long, 
bored out in the center when green, and reasoned for thrre years. It is also 
stttted Amerioui willow and bass-wood are not excelled for this purpose by any 
of the many foreign woods that have been experimented with. The different 
processes oi manufacture are intereedng. The tree is cut into lengths of from 
1 Id 4 feet, split Into square pieces of from 4 to 8 inches, dressed on a elrcular 
saw, tMred the entire lengtli with 1 or I'/i inch auger, allowed to season in a 
dark, dry place for from two to three yean. CarvM Into shape, hollowed out 
to a thickness, smoothed outside and inside, hooped to give it additional 
strength, covered outside with skin, a waterproof coating applied to I.lie cov- 
erine;. Insideof leg is smoothed and polished. Feet are mode by carving a 
block of willow wood into the shape of a small last of about two-tJiirds the 
diameter of the natural foot; about this sponge rubber is vulcanised, altema- 
Ie<i by layers of canvas. Borne of liie wood-work is done by grinding and 
sand- papering machines; otherwise tbe work is done by hand. The leg will 
pass Uirough at least a dozen hands Itcforc finished. 

There are about fifty manufactories of artificial limbs in the United States ; 
capital not estimated. 

Tie Chcmiit and DruggUt. London, England, June 6. 1880, 
Wc have received a volume from Mr. A. A. Marks, of Broadway, New York, 
describing very fully and apparently with the utmost fairness his' patent arllfl- 
(dal limbs and India-rubtKr hands and feet. The principle of these liinbij is that 
the limits are manufactured with India-rubber feet and hands, so constructed as 
to yield to tbe movements of the liody without any complicated arrangement of 
Joints, cords, etc. These limbs seem to have given much satisfaction to many 
who have hiul occaaioa to buy lliem. and to any such in this comitrv we would 
advise at least a careful perusal of Mr. Marks' book, tiesupplies, besides, full 
directions fur mcusuremenis, wltli diagrams, etc,, enabling patients to give exact 
details " in absentia." 

LITERARY AMENTTIBB ON ARTIFICIAL LIMBS, 

General Maxwell. In his clever little book on the Beaufort leg. says ; " A 
leg which enilsin a point is always subject to curious adventures. Asttvy told 
by a Norfolk ostler, in the coachii^ days, will go far to prove the assertion. 
He said he was never in such a " precadiment " In all his life as when he helped 
down an old peg-leeged woman from the top of his coach ; she gave a slip and 
the end of her wooden leg was thrust into hh bret-ches pocket. 
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A story is told of a wealthy merchant who poaseiwd more than the usual 
share of vivacity ; he wns Joco«c aotl praolty under all circutr.sitaDcCB. and oore 
in a while his jokes would take a rather unexpected turn, and make mnlU-ra 
unoomforlnbli- for himself as well as olhera, but he enjoyed Hf(,' all Uie same. 

His cnnlideiilial clerk. Smith, wore an artificial leg uid was occounicd an 
exceptionally Hne operator on the rubber foot ; in fact no odc would ever 
sURpeet that Smilh was a cripple. 

One day when the merchant was entertaininc one of his congenial friend-s in 
a hilarious sort of waj[, Smith stepped from the office, and as he did no. tlie 
merchantBBid to his friend : " Did you notice Smith as he left the office ! He is 
ooe of the curiosities of thia world ; although he walks as well as you or I. he 
has no more feeling in one of bis leg* than you have in your false leoth. Wliy. 
I cnn plunge my knife up to the handle in the calf of hia leg and he won't budze 
an inch. " Not "you don't mean it," incredulously replied his friend- "III 
show ^ou when he comes in," said the merchant. F'renenlly Smitli returned and 
took hJH position by the side of hla liigh desk. The merchant with great delib- 
enilion took his knife from his pocket, opened it carefully, winked at his friend, 
nnd with a deiiperate lunge thrust the knife into the calf of Smith's leg. Smith 

J imped nearlv to the ceiling and uttered words that could not be found in the 
ictionary. He turned on his employer, and but tor the timely interference of 
his friend would have dealt him some severe blows. 

Wlien matteiH auieled down, it was found that the merchant had made a 
miscalculation, ana plunged the blade into the natural leg instead of the artificial. 

One day as Worcester wasstrolling leisurely down Second Avenue an irritable 
dog ran after him; barking aod snarling furiously. Worcester struck at liim 
wltli his wooden Ice ; the dog snappeu at it and set lis teeth deeply into the 
wooden shell ; wilhorawiag his teeth from the unfleshy substance, tJie dog 
looked Worcester in the face, turned and ran away as though he was pursued 
by cudgels, 

A Part of Stewart's Boot.— A practical Joke is told oo Tom Stewart, 
who in an engagement in the early [»rt of the rebellion met with the loss ot 
both iega. 

It would seemas though onedeprivcd of both legs liad enough to keep liirn 
-quiet at home instead of runnin;^ about and getting into all sortu of deviltry ; 
but Stewart's disposition was not lugubrious ; he was naturally active, viva- 
cious, and always ready for any thing that could be termed sport. 

After supplying himself with a pair of those marvelous instruments invented 
b^ the world-famous Marks, ho soon t^ecame able to walk on his rubber feet 
with an elastic step, just like a dude. 

He could walk tiptoed, flatfooicd, with a high or low heel, luirrow or broad 
toes, just as the law of fashion demanded, ana. no matter how hideous or un 
comfortable the custom was to other people, Stewart was in the same happy 
peace of mind. 

He had neither corn.s nor bunions to annoy him. and could go to the extreme 
and have as much comfort as his companionswho were shod in moccasins. He 
bad another advant^e^he could waJtz with the Chicago girl and his rubber 
feel would be insensible toany danger, Stewart got so he could run, skate, play 
billiards, drink " Set," and spi-nd money as well as any of the boys. He was 
nalumlly free and hod plenty of money, and thus he became quite a lion among 
his associates. 

One thing would annoy Stewart, and that was if any one found out that he 
wore wooden legs. His new companions were kept in ignorance, and his old 
■ones were sworn to eternal silence. 

If any one wanted his bitterest cumity. all they had to do was to intimate 
that he wore wooden legs. 

Btewari belonged lo a club of young bloods who seemed to have nothing to 
do but lo indulge in even* thing of a sporting nature. 

They were known as the " Eccentrics," and a more fitting title could not be 
«hOBifl), They went fishing in the summer, pigeon shooting in the fall, sleigh 
riding in the winter, and drank bwr nil the year round, and Stewart was 
klwajB with them. 
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Aboul the time when the whole world was aslir over the desecration of the 
grave oi tli<: millbouic A. T. Stewart, and the papers were full of rumore as 
to till; wliereubauts of [he ulcAea bod;, and large suma of tiionev were offered 
for Che return of the same, the Eccentric Club indulged in one of llieir hilarious 
dshiug exploits. On the evenioK of July 3 they am?ed at one of thtee happv 
Kpots on llie south side of Long bland where sefernl hotels, plenty of beer. iui<l 
Ihe wide ocean lay before them. 

The Eccentrics retired early tliat evening and all were up bright and earl^ 
In the morning, except Stewart. The boys were somewhat exercised at bis 
delay, as all were ready and ea^r for the Bshing ^unds. 

Hylcs, who always carried his Jokes to a dielrusdng deeree, rushed up sUirs 
into Stewart's roooi for the avowed purpose of hauling we sleeping Eocentric 
from his couch. 

There was Stewart fast asleep. A chair by the side of his bed contained his 
cloLliing, and by the side of his chair were atandina; his two wooden legs as 
natural as if they were of fle^h and blood instead of wood and rubber. Mjlea 
grasped the situation, and in a moment had it leg under each arm. rushed down 
stairs, entered Che bar-room almost out of breath, and stiouted so every one 
could hear : " Boys. I'm in luck this morning. I've found Stewart's body, and 
here is half of it. Now for the reward." The legs wore placed on the counter 
and thorouichlj baptii'.ed with several rounds of hcer, and placarded " Part of 
Stewart's Remains." It is necdJetis Ui say tliat when Stewart awoke and 
l)eoame conscious of the situation all the beer in Babylon could not drown, his 
wrath to keep him from taking the first train to New York. The Eccentrics 
have noi had the pleasure of Ms company since, and Mylcs has tieco wiseenougb 
It) keep his distance- 



« 



Farm and Piraride, April !i, 1886. 

A Wooden Joke. — Speaking of wooden legs, there Isao old soldier employed 
in the goveruuient ofilce in this city who has tiud sonie experience with an arti- 
ficial limb, his meal one having been taken off at the knee. Among the most 
nmnsing was one with a alceping.car porter. 

This pampered railway tyrant mrely earns his quarter all arotmd by his pre- 
tence of blacking shoes and flipping dust from his victim's back, but it k the 
lubit of this wooden- bgged man to utili7,« the darkey in takinj^ofT that l^and 
making him earn hfs hire. On the train he struck an uppish sort of a porter — 
a brother lo the insuilerahle swell who sings out, " Last call for dinnah in the 
dining-cah." That darkey stood around with a languid dignity that would 
make a street-comer dude sick at heart, 

Tbemun with the wooden log made up liiamind he would " wake that nigger 
up " before he chipped in his quarter. 

He told a couple of men in the car his purpose, sad they joined in with him. 
He wears his shoe firmly fastened to the rubber fool, having no need lu remove 
it, and liaving fallen once from a loose shoe. After his berth had been made 
up he went to the dressing-room and unstrapped bis leg, ki«plng hold »f Ihe 
strap, and then got to bis berth. Then ho called lo the porter : "I've got rheu- 
roatlsin and con t bend over," he said, " and I wish you'd pull off that shoe." 
The porter untied the shoe and tried to pull it off, but it wouldn't come, " Pull 
hard." said the passenger. The darkey gave it another pull. 

"Oh, brace against the berth and pull," said the passenger. 

The porter had blood in his eve. He put his foot against the bcrib and pulled 
like a aenllsl. The passenger let go the strap, and the darkey fell back with 
the shoe and the leg. 

■■ My God, you've pulled my leg off, "shrieked the passenger. 

Tlic porl«r dropped it, and with hU eyea bulging andbta teetb chattering, he 
broke from Ihe car. He concealed liimKolf in the corner of the baggage car, 
and pretty soon the two other conspirators came in, pretended UJej didn't 
know where he wikS, sat down on a trunk and talked over the awful condition 
of Ihe man whose leg tuid been pulled off, and about the penalty the darkey 



', Marks in the earlier ediliuu of his pamphlet ptiblished the following 
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The wonderfulpower of song has been -welleiiemplifledinthe old Bong of the 
" Cork Leg." When but h mere lad. I remembt'r witb striking deBrneBs ot 
going off tor a long witj through a loiielv woods, on a clear aiitunm nighl. to 
visil what is lermea in old Connecticut aourning coal pil {a process ot convert- 
ing nood into charcoal by Sre and heat): 

One of the watchers was a noted singer, and frequently entertained hit; 
nightlj visitors with some favorite songs- 

On that night, amoDg others, he sang the MDg of the "Cork Iieg," which wa.^ 
then entirely new tome, and made a veiylaating impression ;inde«l, all Ibc way 
home it kept ringing in my ears, bow tue Cork Ijeg started oO at break-neck 
Bpeal. taking the wearer with it around the world, ns it were, until the poor 
man was knocked lo pieces, and nothing left but the cork leg itself, and that wan 
Btill going. Well. 1 reckon it In going yet, fnr that old song is atill ringing In 
my ears, and ever since my first entrance inlo this so-called " Cork Leg " busi- 
nuaa, it really seems as if it was continually ringing In every l>odr's else ears, 
for hardly a day has passed during the last twentv years but one or more have 
asked, either by voice or letter, if I made " Cork l/tgs," and altliough I have an- 
swered that question thousands of times. 1 will here say that, although there is 
sometimes cork u»ed lo a very limited extent in the construction of artificial legs jet 
with a tolerable degree of peraeverance I have exercised all the ioqulsitive powers 
T have had lo spare lo gel hold of a cork leg or find something authentic about 
it. All my efforts have proved a failure, and I ^ve up in utterde.spair of ever 
oscertAining to a certainty that one single artificial leg was ever made of cork. 
If any body has one. I should be glad to see it, and would gladly purchase it as 
the moat valuable of all my trophies of ancient and modern inventions of arti- 
ficial legs. I don't suppose there is any body living who has not heard this old 
Bong. but there may be some who will, as a matter of course, be glad lo get hold 
of this mythical old invention, so I vdll here print the real original tiling itself, 
that all who read it may linow Just exactly what a vagary the cork leg is. 

Should this have the effect to satisfy those inquiries about cork te^, and at 
the same time dispel the illusions created in the minds of many, the object of 
this eiplanation snail have been accomplished. 



THE CORK LEG- 



I'll tell you a tale now without any flam. 

In Holland there dwelt Mynheer Von Clam, 
Who every morning said, " 1 am 
The richest mercliant in RoHerdam," 
Iti tu. di nu. di nu. di im. 

Hi tu, di ui nu, ri tu. dl nu. ri ni 



One day, when he hod stuS'd him as full as an egg. 
A. poor relation came lo beg : 



But be kick'd him out wiiliout broaching a keg, 

And in kicking him out he broke his Teg. 

ra tu, di nu. ete. 



A surgeon, the first In his v< . .. 

Came and made a long oration ; 
He wanted a limb for anuiomiwiiion. 

So he Hnlshcd his Jaw by amputation, 
m tu. di nu. tie. 
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IV. 



** Mr. Doctor," says he, when he'd done his work, 
" By your sharp knife I lose one fork ; 

But on two crutches I never will stalk. 
For I'll have a beautiful leg of cork." 
Ri tu, di nu, etc. 



v. 



An artist in Rotterdam, 'twould seem, 

Had made cork legs his studjr and theme ; 
Each ioint was as strong as an iron beam. 

And the sprines were a compound of clock-work and steam. 
kL tu, di nu, etc. 



VI. 



The leg was made, and fitted right ; 

Inspection the Artist did invite ; 
Its fine shape ^ve Mynheer delight. 

As he fixed it on and screw'd it tight. 
Ri tu, di nu, etc. 



VII. 



He walk'd thro' squares and pasa'd each shop, 
Of speed he went to the utmost lop ; 

\Bach step he took with a bound and a hop. 
And he found his \es he could not stop I 
Ri tu, di nu, etc. 



vni. 



Horror and fright were in his face ! 

The neighbors thought he was running a race ; 
He clung to a lamp-post to stop his pace, 

But the leg wouldn't stay, but kept on the chase. 
Ri tu, di nu, etc. 



IX. 



Then he call'd to some men with all his might, 
" Oh ! stop this leg, or I'm murder'd quite ! " 

But, though they heard him aid invite. 
In less than a minute he was out of sight 
Ri tu, di nu, etc. 



X. 

He ran o'er hill and dale and plain, 
To ease his weary bones he'd fain ; 

Did throw himself down, but all in vain ; 
The leg got up, and was off again. 
Ri tu, di nu, etc. 

XI. 

He walk'd of days and nights a score ; 

Of Europe he had made the tour : 
He died — but though he was no more, 

The leg walk'd on the same as before ; 
Ri tu, di nu, etc. 
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ENDORSEMENTS FROM THE SURGICAL AND 

MEDICAL PROFESSION. 

The following letter was forwarded to a limited number of phy- 
sicians and surgeons with whom we have had relations, with a re- 
quest that, if in consonance with their convictions, they might sign 
and return the same to us. A few objected to sign on account of 
the publicity, at the same time writing us very flattering letters, 
commending our work in the highest terms. 

Those whose names are appended to the endorsements have had, 
in most cases, extensive experience with artificial limbs, and will 
gladly confer with any one desirous of penetrating the subject more 
thoroughly. 

January 10, 1888. , 
Mr. A. A. Marks, 
New York City : 

We, the undersigned, are professionally interested in the subject 
of artificial limbs. We have witnessed the operation of the rubber 
hand, foot (or both), and acknowledge that tney possess exception- 
al merit. We cheerfully endorse them, and give you permission to 
refer to us in your pamphlet. 

Lewis A. Sayre, M.D., 

285 5th Ave., N. Y. City. 
Consult. Surg. Charity and Bellevue Hosp. 

Geo. F. Shrady, M.D., 

247 Lexington Ave., N. Y. City. 
Consult. Surg. Hosp. Rupt. & Crippled, N. Y. Cancer Hosp. 
Vist. Surg. St. Francis Hosp. Editor Medical Record. 

R. B. Granger, M.D., 

3 Bond St., N. Y. City. 
The New York Medical Journal. 

Alfred K. Hili^, M.D. 

465 Fifth Ave., N. Y. City. 
Editor of the New York Medical Times. 

RuEL S.Gage, M.D., 

400 West 22d St., N. Y. City. 

Henry Ruhl, M.D., , 

East 164th St. & Delmonico Place, N. Y. City. 

G. A. Romero, M.D., 

232 East 27th St., N. Y. City. 

Thos. Clblland, M.D., 

354 West 22d St., N. Y. City. 
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D. D. Stevens, M.D., 

252 West 38th St., N. Y. City. 

S. R. Ellison, M.D., 

266 West 43d St., N. Y. City. 

G. M. Edebouls, M.D., 

198 Second Ave., N. Y. City. 

J. W. Metcalp, M.D., 

642 Gates Ave., Brooklyn, N. Y. 

J. E. Richardson, M.D., 

126 So. Oxford St., Brooklyn, N. Y. 

• 

John Ball, M.D., 

124 So. Oxford St., Brooklyn, N. Y. 

F. G. Winter, M.D., 

« 18 Patchen Ave., Brooklyn, N. Y. 

*J. Densmorb Potter, M.D., 

Delphi, Onondaga Co., N. Y. 

Geo. C. Hubbard, M.D., 

Tottenville, Richmond Co., N. Y. 

H. D. Brown, M.D., 

Potsdam, St. Lawrence Co., N. Y. 

M. Cavana, M.D., 

Oneida, Madison Co., N. Y. 

Thos. M. Johnson, M.D., 

309 Main St., Buffalo, N. Y. 

A. S. Zabriskie, M.D., 

Siiffem, Rockland Co., N. Y. 

B. A. Watson, A.M., M.D., 

94 Fairview Ave., Jersey City, N. J. 
Author of " Amputations and their Complications.'^ 

RoMBo F. Chabert, M.D., 
Hoboken, N, J. 
Surg. St. Mary's Hosp. 

G. K. Dickinson, M.D., 

63 Wayne St., Jersey City, N. J, 

J. Henry Clark, M.D., 

26 E. Kinney St., Newark, N. J. 
Surg. St. Barnabas' Hosp. 

Jos. W. Taylor, M.D., 

Long Branch, N. J, 

John L. Taylor, M.D., 

Succasunna, Morris Co., N. J. 
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J. W. SlLVARA, M.D., 

Ringoes, Hunterdon Co.,'N. J. 

F, H. MiLLIKEN, M.D., 

3614 Walnut St., Philadelphia, Pa. 

• 

B. F. DiLUARD, M.D., 

East Bangor, Northampton Co., Pa. 

I. C. Gable, M.D., 

York, York Co., Pa. 

D. E. De Ross, M.D., 

7 Washington St., Corry, Erie Co., Pa. 

W. P. Snyder, M.D., 

Spring City, Chester Co., Pa. 

A. Le Bar, M.D., 

Stroudsburg. Monroe Co., Pa. 

J. M. Stroiim, M.D., 

Fredericksburg, Lebanon Co., Pa, 

Julius Stricker, M.D., 

Portage, Cambria Co., Pa., 

W. C. Foster, M.D., 

Petrolia, Butler Co., Pa. 

D. C. Waters, M.D., 

Amot Mines, Arnot, Tioga Co., Pa. 

J. FiNLEY Bell, M.D., 

Osceola Mills, Clearfield Co., Pa. 

Henry P. Geib, M.D., 

Stamford, Fairfield Co., Conn. 
Ex. Surg. General, State of Conn. 

Julian N. Parker, M.D., 

So. Manchester, Hartford Co., Conn. 

E. R. Wheeler, M.D., 

Spencer, Worcester Co., Mass. 

F. E. Sancjer, M.D., 

Littleton, Grafton Co., N. H. 

B. F. Page, M.D., 

Littleton, Grafton Co., N. H. 

John McDonald, M.D., 

Washington, Beaufort Co., N. C. 

F. P. Gates, M.D., 

Bayboro, Pamlico Co., N. C. 

Jno. D. Myer.s, M.D., 

Huntington, Cabell Co., W. Va. 
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E. C. Goodrich, M.D., 

817 Broad St., Augusta, Richmond Co., 6a. 

J. S. Todd, M.D., 

74 Marietta St., Atlanta, Fulton Co., 6a. 

W. Duncan, M.D., 
Savannah, 6a. 

Thos. J. Charlton, M.D., 
Savannah, 6a. 

J. W. Farill, M.D., 

Farill, Cherokee Co., Ala. 

P. B. 6r££N]&, M.D., 

Ft. Payne, De Kalb Co., Ala. 

J. D. Carpenter, M.D., 

Rolla, Phelps Co., Mo. 

O. St. John, M.D., 

Mo. Pac. lIos{)ital, St. Louis, Mo. 

6eo. R. Kimbrough, M.D., 

Emory, Rains Co., Texas. 
Member Med. Examining Board, 8th Judicial D. S. 
Local Surgeon, M. O. P. R. R. 

H. F. Pahl, M.D., 

Brenham, Washington Co., Texas. 

C. L. KiNNAMAN, M.D., 

1463 Cedar Ave., Cleveland, Ohio. 

T. J. Barton, M.D., 

Zanesville, Muskingum Co., Ohio. 

Edmund C. Brush, M.D., 

Zanesville, Muskingum Co., Ohio. 
Surgeon C. & M. V. Ry. Co. and B. Z. A C. R. R. 

O. W. Ward, M.D., 

Duncan's Falls, Muskingum Co., Ohio. 

James L. Dickens, M.D., 

La Fontaine, Wabash Co., Lid. 

CiiAs. L. Wilson, M.D., 
Indianapolis, Ind. 

J. W. Willis, M.D., 

Woodhull, Henry Co., HI. 

J. R. 6amble, M.D., 

Blandinsville, McDonough Co., IlL 

M. Cassingham, M.D., 

Roberts, Ford Co., LI. 
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F. B. Strauss, M.D., 

Gibson City, Ford Co., 111. 

C. C. HucKiNs, M.D., 

Greene, Butler Co., Iowa. 

J. W. Rkkd, M.D., 

Lime Springs, Howard Co., Iowa. 

Cha8. L. Laturop, M.D., 

Lyons, Clinton Co., Iowa. 

Win. Wylie, M.D., 

Wausau, Marathon Co., Wis. 

D. B. Wylie, M.D., 

Wausau, Marathon Co., Wis. 

Allen Robert Law, M.D., 

Belmont, Lafayette Co., Wis. 

P. O'Keefe, M.D., 

Oconto, Oconto Co., Wis. 

W. C. Bedford, M.D., 

Fergus Falls, Otter Tail Co., Minn. 

W. D. Little, M.D., 

Mazeppa, Wabasha Co., Minn. 

R. CUAREST, M.D., 

Perham, Otter Tail Co., Minn. 

John R. Bailey, M.D., 

Mackinac Island, Mackinac Co., Mich. 
Late acting assistant surgeon U. S. Army, surgeon 8th Mo. 
Infantry Volunteers, and Brevet Lieutenant-Colonel U. S. 
Volunteers. 

W. T. Dodge, M.D., 

Marlette, Sanilac Co., Mich. 

Alfred David, M.D., 

Atlantic Mine, Houghton Co., Mich. 
Physician and surgeon to the Atlantic Mine Ca 

Jas. Johnston, M.D., 

Sault Ste. Marie, Chippewa Co., Mich. 

H. M. Haskell, M.D., 

Palmer, Marquette Co., Mich. 

F. Kelly, M.D., 

Alba, Antrim Co., Mich. 

Geo. a. Kenny, M.D., 

Salmon City, Lemhi Co., Idaho. 
Examining Surgeon for Pensions. 
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S. P. Hunt, M.D., 

Salubria, Washington Co., Idaho. 

J. W. Dysaet, M.D., 

15th and Douglas Street, Omaha, Neb. 
Surgeon Omaha Smelting Works Co. 

J. C. Russell, M.D., 

Exeter, Fillmore Co., Neb. 

D. W. Hebshey, M.D., 

Nebraska City, Otoe Co., Neb. 

G. H. Simmons, M.D., 
Lincoln, Neb. 

L, J. Abbott, M.D., 

Fremont, Dodge Co., Neb. 

Henry Wisneb, M.D., 

Sharon, Barber Co., Kansas. 

Sabah C. Wisneb, M.D., 

Sharon, Barber Co., Kansas. 

J. A. Jeannotte, M.D., 

Clyde, Cloud Co., Kansas. 

A. G. Saxton, M.D., 

Clyde, Cloud Co., Kansas. 

Dan'l K. Dickinson, M.D., 

Lead City, Lawi-ence Co., Dak. 
Surgeon H. G. M. Co. 

W. A. Taylob, M.D., 

New Market, Jefferson Co., Tenn. 

Robebt McDonald, M.D., 

627 East 8th Street, Leadville, Col. 

Wm. T. Dalby, M.D., 

St. Johns, Apache Co., Arizona. 

J. S. COUBTNEY, M.D., 

Lebanon, Linn Co., Oregon. 

W. F. Andebson, M.D., 

265 Second East Street, Salt Lake City, Utah. 

John P. Taggabt, M.D., 

Salt Lake City, Utah. 

H. R. Gabneb, M.D., 

Carbonado, Pierce Co., Wash. Ter. 

J. F. Cbopp, M.D., 

Walla Walla, Walla Walla Co., Wash. Ter. 
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Rayuoxd Mitchell, M.D., 

Puyallup, Pierce Co., Wash. Ter. 
Gko. p. Lee, M.D., 

Merced, Merced Co., Cal. 
C. S. Marshall. M.D., 

Mill Villagp, Nova Scotia, Canada. 
I. F. Black, M.D., 

Halifax, Nova Scotia, Canada. 



New York. Mareh 30, 1886. 
A. A., Harks. Beq. : 

SiK :— 1 have examined with great care your paleut Artlflclal Umbs, and 
cUcerfully bear levtimuuy as lo the simpUcI^ and effldencj of tb« invention. 

Prom their peculiar meclittniam they perfectly fulfil thu purpose for which 
they were intended, and in my opinion have no tup&rior at present in use. 
Very reipectfully, John J. Crane. M.D., 

Surgeon to BeUevue Hospital. 



3&^ Fifth Avenue, Nbw York City, N. T. 
A. A. Masks, Esq. : 

Dbar Sir; — I have had frequent occasion to apply yo«r most vuluable 
Patent ArtlficuU Leg, in cxaeH whern I have unfortunately been compelled to 
niulilnte my patients by amputation, and the admirable Imilatiou which 
your .substLtute \m» given of the original limb, and Ibe perfect satjafactiofi lo 
the wearer, is the highest possible commendation that I can give it. 

Lewis A- S-vYKE. M-D.. 
Piofeasor of Surgery, Bellevuc Hospital Medical C'ollegc, 



2a East 18Ch street. New York, March 33, 1866. 
A. A. Marks, E«q.: 

Deab 8ib : — Uuving been well acquainted with your Arliflclal Limbs and 
various improvements wbicli you have madii for ilie last ten years, antl from 
Uie great success which has attended the application of your limbs, and the 
utility of tlie some. I have no hesitation in saying tliat their accomplisbmeats 
have not been surpassed. 

Ttie ease and facility tvith which uersonw move and wnlk about, and run. as 
it were, is eucli that in many eases the Artificial Limb cannot txi detected. 
Yours truly, Robert S. Newto.n. M.O. 



No. 80 Irving Place, New York, May 24, 1868. 
^. A. Mares. Eaq.: 

Dear Sir i — I have carefully examined your Artificial Limbs, and believe, 
^ecause of their simplicity and strength, that they will Iw sougbt for by those 
rho may be so unfortunate as to require them. 

Very truly yours, etc., Jamkb B. Wood. M.D, 

Bitrgeuti to Bellevtte Hospital, Professor of Operative and Surgical 

Pathology. Qellevue Hospital. Medical College, etc., etc, 



COCHBCTON, SCLLITAF CoCNTY, 

New York. March 14, 1865. 
Mr. a. a. Marks : 

DSAB 8m :— I have worn your Patent Leg for the last year. I am well 
pleasc<t with it. It has not required the least repairs. I can walk better with 
It tlian liny leg I ever used, fjcfpt llif natural out. 
1 consider your India-Rubber Foot a valuable improvement to Artificial Legs, 
Respectfully yours, W. L. Applkv. M D. 
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-It iH a 



Fleuinoton, New jBneBT, Uorch 1, 1676. 
■e than two yoara dince you fitted my son with odi 



» merits. 

I (bink your claim for " superiority of your Arllflclal Llmba ovitt all ntbers. 
in practical efficiency, aimplicity of construction and durability," is well 
founded, and cannot hoDMtly be denied. I will ikleo odd Uiat for ease and 
comfort in use Ihey cannot be Burnassed. 

Yours truly. 

W. H. Scheme. M-D. 



Ht. a, a. Mares: 



Eliza BRTBPOKT. New Jebbey. 



as welt as duty lo acknowledge my favorable apprccintion of them. 

Bcveral of tne cases have been under my daily obBervation while in pursu- 
ance of their TariouA avocations. Itut majority being employees of the Oentral 
Railroad of New Jersey, with which I have been a Tons lime connected as sur- 
gejin. I will only nicnUon a single case, that of Patrick Liddy, of this place. 
whom you supplied with a pair of limbs for the tower extremities, auteen 
months ago, Fortunalcly Iwth knee joints had been preserved, and he has 
since the application been able to perform a considerable amount of walking, 
and usually without any cane, regarding it as an encumbrance. I met him 
yesterday, and altbougli he does not fully conceal his inQrmity, his movements 
are easy and do not call up the unpleasant sympathy which olservem so often 
have to feel for the unfortunate. 

I niuy. if desired, by consent of the. parties, refer lo others having lost one 
lower extremity, who almost or wholly succeed in their natural dfsire 10 escape 
observation ; another remark Is due, that the India-Rubber Foot does luit pro- 
duce that wooden leg sound so often noticed on the street from Um mtniprn 
appliances. I have not yet heard a patient express dissatisfaction, and feel 
welt sustained by CEi>erieucc In giving this approval. 
Tours truly. 

J. 8. Martis, M.D.. 
Late Burgeon Utli Reg. New Jersey Vol. 



Port Sidnet, Cheyenne Co. Nebr., Nov. 1, 1887. 

A. A. SIaRKB, New York : 

Dkar Sir ;— In reply to yours of the 2Slb ult, . I can reply that I have pur- 
chased your artificial limbs for patients, and that they Invariably have given 
entire satisfaction. 

Yours truly, 

C. Ewer, 

Asst. Surgeon U, S. A. 



From Hon. Henry P, Gkib, M.D., Memier of the LegiOaUire, State of 
Connfeti«ut. 

Staktord, Conn., March 37, 1883. 
Mr. a. a. Hares : 

Dear Snt : — The persons to whom you fundshed artiflcial appliances for 
amputations of the feel (one Symes' and the other Pirogofl's operations) express 
themselves as being perfectly satisfied. 

The appliances are light, easily applied, and do not produce escoriation or 
tenderness at the end of the stump, 

Icousiderthatyour appliances fulfill all the indications called for in providing 
artificial support after amputations. 

Very truly yours, 

Henry P. OEin, Ml), 
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36 E. Kiancy St.. Newark, N J.. Jan. 10. 1888. 
A. A. Hahkh, Eaq.: 

I>HAR StH : — I cheerfully and fully endoree your rubber hands and feet, I 
have several patieaU using Ihem and villi perfect saiisfaction. 

Sincerely. 

J. Hekrt Clark, M,D. 



A. A. Marks, New York : 

My DEAR Sir ;— In matter nf finish, durability, simplicity ff cnnMruction, 
completeness of action, and perfect adaptation to Btump. your artiflcia] liinlw ore 
far duperior to aoy Ibing I have ever seen, 

W. H. Taylor, M.D.. 

Jan. 11, 1888- New Harkel. Jefferson Co.. Teun. 

Osceola Miilb, CLBARrtELp Co.. Pa.. Jan. 13, 1888. 
I ordered an artificial hand and arm for a patient, and il has given good 
nUataction. 

J. FratET Bkll. M.D 



643 Ostea Ave., Buooin.i; 

Dear Sir : Tou are always welcome to refer lo n 

limbs, and I ahall always be glad to send sufferers to you. 

Yours truly. 

J- W. Mki 



The Nhe York Mfdical Journal, 
8 Bond St.. New York, Oitv, Jan. 10. 1888. 
t know of no artificial appliance tiiat so nearly simulates nature as those of 
your manufacture. 

R. B. Oranobb, M.D 



Dei,"hi. OnoKDAOA Co.. N, Y. Jan 21. 1888. 
I have ivailed till now ere 1 endureed your work, becnuse I wanted lo (see Mrs. 
K. E. C'ardner. who obtained one of your limbs a stmrt time since. I have 
seen ber and find that (lie leg works to a chomi. 

She can f^t about witliout even a walking-cane. Does her housework with- 
out any difflcully. 

I am. etc.. J, Dbhhmore Potter. M.D, 



HBNTinoTds, Cabrli. Co.. W, Va.. Jan. 13, 1888. 
I have used tbe " Marks Artificial Legs " with rublicr feel, and tliey give more 
complete satisfaction than aoT others I have ever seen. Have one esse of 
double amputation (lliigb and leg) ; the man walks with case and comfort 
■Imply with a cane. 

Jko. D, Mters, M.D. 

iiMioNT, Lapaybttk Co.. Wis, Jan. 1 



Greene, BdtlbhCo., Iowa, Jan. 17, 1888. 
Mb. a. a Markh. New York.: 

Dear Sir ; — Wblle my relations with you have not been very exionsfve, I 
have observed the matter of artificial limlM very closoly, and as a result <>f my 
observation can truthfully say that my bins is very strongly in favor of ihc 
solid " Rubber Feet and Hand Limbs." on tbe grounds of, first and foremost. 
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durability, in the case of the foot solidity and firmness of footing, with suffi- 
cient pliability and no side motion, and in the case of the hands pliability. I 
have yet to find the person wearing either who finds any fault, which I can not 
say in regard to many rattle-traps. 

Yours respectfully, 

C. C. HucKiNS, M.D. 



Fbrgub Falls, Otter Tail Co., Mmn., Jan. 16, 1888. 
Your rubber hand has been especially satisfactory, 

W. C. Bedford, M.D. 



Sault Stb. Mareb, Chippewa Co., Mich., Jan. 14, 1888. 
I have no idea of ever recommending a jointed limb again. The rubber 
foot fully meets the wants. 

Jas. Johnston, M.D. 



Carbonado, Pierce Co., Wash. Ter., Jan. 24, 1888. 
A. A. Marks, Esq.^ 

Sir : — I am pleased to add that the leg I procured from you for my patient 
works to perfection. He does any thing that is to be done on a farm, and has 
lately learned to dance. 

H. R. Garner, M.D. 



Waupau. Marathon Co., Wis., Jan. 13. 1888. 
You make by all odds the best artificial limb made. I have a number of 
patients wearing your limbs who would not accept any other maker's artificial 
limb as a gift. 

Win Wylie, 31. D. 



Savannah, Chatham Co., Qa., Jan. 12, 1888. 
A. A. Marks, Esq., New York: 

Dear Sir : — I endorse your artificial limb with pleasure. My associate, 
Dr. T. I. Charlton, who rendered me very valuable assistance in taking the 
measurements for the two last artificial legs ordered from you, also endorses 
them. 

Some ten or twelve years ago I procured an artificial arm and hand from you 
for an employee of the Savannah, Florida & Western R. R. which ^ve per- 
fect satisfaction up to the time of the man's death about a year ago. I^o com- 
plaint has been made to me by any persons for whom I have procured your 
artificid limbs, and they seem luUy adapted for all that is required of them. 

I am, respectfully yours, 

W. Duncan, M.D. 



Blandinbyillb, McDonough Co.. III., Jan., 1888. 
Dear Sir: The endorsement of patent articles, of whatsoever kind and 
description, is something I very seldom do, but your artificial limbs with 
rubber hands and feet meet my unqualified approval, as Ijeing the best I have 
ever had occasion to recommend to those desinng artificial limbs. 

J. R. Gamble, M.D. 

St. John. Apache Co.. Ariz.. Jan. 20, 1888. 
A. A. Marks, Manufacturer of Artificial Limbs, etc., New York: 

Dear Sir : I have had various opportunities of testing tlie merits of your 
artificial limbs with rubber hands and feet, and can cheerfully reconiinend 
them to be superior in every respect to any other which has come under my 
observation, and that the operation of your rubber hand and foot will prove to 
possess exceptional merit to any who will try their virtues. 

Very truly, 

Wm. T. Dalby. M.D. 



A. A. KASRS. ABTmCUL LIMS8, NEW lORK CITV. 

Lead City. LawrbhckOo,. Dak,. Jaii, 1. .. 
Dkab 8ra : I liave ordereii sevenU of vour artificial linibs (or jmliciiiB who 
had tost thdr limbs above anrl iviun llii< Vnev, au<I in every Instance they have 
given perfect Bntistnctlou 

Respectfully, 

U. K. DicKiNBOS, M.D., 
Surg, n. Q. M. Co. 



1 have bought one arm. In a f-'v 



Arnot. Tiooa Co., Pa,, Jan., 
Kinlhs shall eatl on tou for a ha. 

I). C, Watkiis. M.D, 



._. . r. Grafton Co., N. H., .Tbii. ] 

The leu bought of vnu in perfectly sutisfaetory. 

P. E, Sahokh. M.D.. 
B, F. Paob. M.D. 

K Co.. Pa, Jan. U. 1 
A. A. Uarki>, Ebu.: 

DiiAR Sir :— I have recommended your very vuluslile patent artificial limbs 
I» a number of my patients who are weariiiK them with perfect aatiafactloo. 

and I have no hesitancy in saying in my Judgment Ihev fulfl" "' '" 

belter than any others uiat have come under my observation. 

Very respectfully, 

1. C. Oaulb, M.D. 

937 E, 8tb 8t,, Lradville, Colo., Jan., 
Being the oldest pioneer of Colorado, I can say your llmbH are the best ii 

Rob't McDonald, M.D. 



Farill. CiiEKOKes Co,, Ala.. Jan.. 1: 
1 have experienced the worth of the A, A, Marlu artificial arm, and would 
wy ii is a perfect Oodsond and worth its weight io gold, 

J. W, Farill, M.D, 

PiiTALLUi-, PiBROK Co.. W. T., Jon, 81, ISSW, 
r-«». A. A. Marks, New York City : 

^ Dear Sir: — I would state that actual observation has clearly demoDHtrated 
fhe superiority of your artiUcial leg with rubber foot. I had occasion U> order 
one for a patient more than a year ago, which was duly received and applied, 
and the patient left for the scene of his labors ac"— •>•—<""" ™ii« ai.i^^, i_ 

liJBs than Iwri weeks thereafter I met him on the „ ._, 

perceptible limp, ami he assured me that he had covered the above dislnnce ir 
about three houra without even the aid of a sdck or cane. This I llioughl nai 
very good, considering the short time he had worn the limb. 
Respectfully, 

RayuoiO) MrrcHELL. M.D, 



MtLL Village, Qheerb Co., Nova Scotia, Feb. ( 
A, A. Harks, Esq.: 

T tiioroughly believe your make of limbs with rubber hands and feel u 
siip''rior to any other iiiitke. 

The leg ptircha»ed by me for Miss Aggie Holland is giving good saliHfocIlon. 
I cau heart^y recommend your make of artificial limbs. 

C, S, MAHxnAU 




A. A. MABKS. AHTIFIOIAL LIMBS, NEW YOKE CITY. 



HoRTOs IlouBB, New York Citt, July 1, 1885. 
My Dear Doctor r The last leg you made for mj hou came promptly, and 
ia. if {KiBBible, more HalisfacUiry lliun the one be had from you heretofore. 
The boy in now Sfteen years old ; be bos worn a leg of your make for the past 
Ave yenra, and almit/t with eomfoH and tatiifaetion. Visiting him al bis 
school a while since, 1 found he waa out for a day's fishing : when be returned 
and stated where be hud been, the teacher remarlted he had walked at least 
twelve miles. I uaked the boy if he was not tised up ; he replied : " No, papa ; 
thanks to the good old doctor (that's tou), I don't get used up any more than 
boys who have two lep of their own.'' Gleorge skatea on steel or roller skales, 
rides a bicycle, and in aboK ejijoys to the full the usual sports of boys of his 



For this 
liefer to me ur i 
Morton House, Net 



ehaveyou to thank more than anyone in the world. 
V time. A letter will always reach me If sent tc 



the 



Gku. a, Sheridas. 



COMMENDATIONS. 



The following pages cnntuin about seven hundred testimonialH 
from wearers of ariiticial limbs. 

With few exceptions these testimonials are responses to the fol- 
lowing circular letter : 

Dear Sir : We are preparing a new pamphlet calculated to 
preHent all the new features we have recently added to our limhs. 

As you have had some experience with our work, we invite jou 
to express your opinion for publication. 

The especial points we desire to present are the superiority of 
the rubber hand and foot ; their durability and advantage, com- 
pared with the old style ; and particularly our eucctss in fitting from 
measurements. 

A reference to yonr experience in these matters will be greatly 
appreciated. 

Kindly state your occupation, if laborious or otherwise. 

How long you have worn artificial limbs. Point of amputation. 

The comparative cost of repairs, and what other infonnation you 
may regard of interest. 

We are, respectfully your.", 

A. A. M.vrks, 

The original plan of this pamphlet did not proviile for more than 
three hundred testimonials ; we regarded that number as sufficient 
for all purposes, but the responses to our invitation came so heartily 
and liberally that we find ourselves in possession of over seven 
hundred, which, to respect the courtesies of our patrons, we feel 
obliged to print. Most of these cases, it will be observed, are 
patrons whom we have never seen, all transactions having been eon- 



A. A. MAJtKa. AUTIFICIAJ- LIMBS, NEW YOItK CITY. 

dueled through the matin, the litnba fitted from 

and sent to them by express. lUany have also worn limbs of other 

construction, and make their coniporisona from experience. 

What stronger testimony can he asked to substantiate the claims 
Bet forth in this book? 

Tlie arrangement of the testimonials is made according to arapu- 
tatiims and sub-tlivided into States. Readers are at liberty to 
write to any of these parties. Should their letters fail to reaeh, on 
account of removal, etc., a note addressed to us, stating the fact, 
will receive in respouNe the latest address we have. 



DOUBLE AMPUTATIONS. 



FoLTOS. HEHfHTitAD Co.. Ark., Dec. 12, 1887. 
To WnoM Concerhed : On Itio l^lh of January, 1884, 1 had the misfurtune 
to lose both my le^ in a railway aceidenl. one lour Inches ubove. the other 
three and one-halt imihes below the knee. The following October I applied a 
pair of A. A. Marks' iirtlflclal limte< with nibber feci, whidi enablwl me to 
walk with but little dllBculty, with only the use of one cane, and without that 
when walking about the office. 

The rubber foot prcTcnla an unnatural sound while walking on thi' floor ; 
also preveoU the uncomfortable jarring of the stumps which is eiperlenced in 
the wooden feet of other majiufactures. 

I win cheerfully reply to any inquiry in regard lo what I consider the beet 
artlflcial hmbs made, \a., A. A. Marks'. 

Yours respee [fully. 

D. M. Alrire, 
Opr. 8t. L. I. M. & 8. Ry. 



BOTH LEGS AMPUTATED BELOW THE KNElEa. 

Fitted fifym MeataraneiiU. 

Oaklakd, Cai_. Nov. ], 1887. 
_. :. A. A. Marks: 

Dear Sir : I take great pleasure in testifying lo the merit!) of your urliflcial 
limbs. I liave vmA i£em for about four years. 

They were fitted from meoHurements, with ttie exception of a few ftlleni- 
tions when I first received them. I have worn them constantly without any 
trouble. I am by profession a lawyer, and probably walk on an average of 
several milen a day. 

In my opinion your leg Is the best made, and parttonlarly the best tor cases 
aindlar to mine. 

Tours sincerely. 

8. B. HcKks. 



BOTH LEGS AMPUTATED. ONE AT THE ANKLE. THE OTHER 
BELOW THE KNEE. 

Nov. J. 1887. 
Hr, A. A. Harks': 

Deab Bib ; I wish to say through your pamphlet, to all whom it may con- 
sem, this is to certify that 1 have liad eonetaally in use two of Mr. A. A- Marks" 
patent artlUcial limbs since 1878, and I am glad lo state they have come up to 
my greatest expectations on account of Uieir HinijiUcily of construction and 



- MABK8. ABTIPIOIAI. UMB8, NEW VOBK Cm. 



great strenglli. Tlie patetit rubber feet give eloaticitj- imd iinturatness of move- 
ment that can not be bad Id otbcr kinds, 

I aro in the oyster business, tmd hnve not lost any time on account of wearing 
two artificiHi iiinbs. I cheerfully recommeud them lo all requiring artificial 
subatilutfs as tbt iHSt. as tliey are Ilie safest and most natural of any there is 




made, so far iu= my bimwlcdp' cxlcnd.-.. During uiy nine years of erperieace 
ou urtillcial limba I liavc work(<d hard seven years at the nysLcr business, doing 
the raking myself. I have hod but very little repairing do>ic. 
Yours respectfully, 

Ai-hbrt W. MrLi,s. 
Rownyton, Pairfleld Co.. Coim. 



BOTH LEGS AMPUTATED BELOW TirE KNEES. 

Law ORlce of Georob E. 8tu., I 

84fl Main 81.. H&sitord, Cosh., Ott. 38, 1887. [ 
A. A. Marks. Esq. -, 

Mt Dbab Sib ; — It pves me ereal pleasure to be able to testify to the great 
excellence of your artl^cial limbs, for I know what they are. and can Dot see 
how they can be improved upon in any way. It l» now ten Tears that I have 
worn vour limba, and (luring all that' lime I have never had the least trouble 
with them, and the longer I wear them Ibe more imprcBsiil 1 am with their 
■serviceability and great simplicity. The foot being of rubber, there Is im 



. MAKKS, ARTIFICIAL UMBS, SEW YOBK CITY. 



" clkk " mude in wnlkiug, wbicb I liave noticed in feot that are full of 
springB and Jointit. and which must be very unpleaGiuiii U) the wearer. But thu 
great beauty or your pul^Dl is that it is so simple that the foot eeldom. if ever, 
gelB out of reptiir. I bave worn your patent since November, 1B7S. I know I 
hnve not paid ten dultats for repoirB In ail that lime, and, for all I know, tlu^se 
rubber feet will laat for veara. 

As I am a lawyer I do not. of course, give the arLificials very hard uiu^'. 
hut while at college at Amherst I gave them about as bard a trial ae could be 
irfven them, and iney never went back on me once. Having worn your patent 
[or ten years, and both amputatlouH being Just above the ankle, I get along re- 
markably well, but I must confeKs that 1 liink the great secret of my success 
is owing Id the excelleute of your patent rubber foot, and would not change to 
any utber patent for a good deal of money. 

In cloeing. permit me to sav Lbal your pal«Dt artiflcials hare more than satis- 
tied me, and I hope you will refer lo me at any time, so I niay be able to tell 
oiUer sufferers about what I consider to be the beat artiScial limbs made. 
Yours very truly, 

Obohob Elliot Sill. 



Grahdvtbw, Docolass Co,, Dak,, December I, 1867. 
Ur. a. A- Mabss : 

Drar 8m : — Your letter requesting me to write n report of my oiperience in 
wearing urtitictnl limbs of your manufacture was received. I am well pleased 
with them, and Ibiuk ibey are much better than any I have heretofore used. 
Those that vou made for me one year ago were a perfect St and have not been 
out of repafr since I i)ut them on m your factory, October, 188(1. 

I have worn artificial limbs since May, 1H85. My foot was amputaled at the 
wikle joint, hand at Che wrist. I have worn odc leg more than five years ; no 
lepaln. 

Yours truly, 

Oboab Ddslap. 



BOTH LEGS AMPUTATED BELOW THE KNEES, 

Filtai/nfm Meatartinent*. 

ExasBRTOit, Blbbrt Co.. Oa., December 13, 1887. 
Mr. a. a. Marks, New York City ; 

Sir :— I have been wearing artiflciai legs for twentv-one years, and have had 
three different kinds, and am much belter pleased with Ihe pair received from 
you eight years ago Iban any others 1 have ever used. They fit better, notwith- 
standing Ibey were made from measurements. I walk with more ease. Fif- 
l*«n dollarB cover all eipensca for repairs up to date, on both, and I now have 
a good pair of limbs. They enable me to superintend my farm of one hundred 
acres under cultivation, and to attend three churches as a minister of the gos- 
pel. My legs are both amputated below the knees, four inches. 

I am sincere in recommending your artillcial rubber feet and legs to all 
cripples. 

Yours truly, 

Kev. E. B, HiaoiNBOTHAV. 



A. A. MABKB, AIITIFICIAI, LIMBS, NEW TOBK CITY. 

BOTH LEGS AMPUTATED BELOW THE KNEES, 

FitUd from MeasuranenU. 
( Wnllced Fbur Miles in One Hour and Tamty-Jhe Minvtes.) 

i, Du Paob Co., Iu,., November 7, 1687. 



Dkar 8ir ; — Youra of October 26 just receired. In reply will say that I 
have woru a pair ofvour ardSdal leet for Dearly tbree years and am well 
pleased with them. Three Tears ago I waB employed by the New York, On- 



J and Western Rnilroac) Co. as brakesman, and while doing swiidiitig 

(through the neglect of the company not having Iheir road in sale condition, 
Bud the neglect of on cmplorer) 1 was run over. Hy right leg was amputated 
six inches below, and my Jen eleven below the knee. 

Through a friend's advice I purchased a pairof your limbs, and am not sorry 
Uiat I did so, for 1 don't think Uiev can be beat. I am now following oper- 
ating, nnd vciy often 1 have occadon to deliver messages lo conductors on 
iliniiigh IraloH. I think nothing of jumping ou and off a train running twelve 
or ^flk'u luilea per hour, and can pick up any thing, and put it on my shoul- 
der, (list don't weigh over one hundred pounds. Ah far ae walking is con- 
rerur^l, I think that I can keep up with the must of them that have two found 
legs. One day last summer a party bet me Bve dollars ihat ! couldn't walk 
four miles in two hours ; so I took him up. 1 mode it in Just one hour and 
twonly-five minutes, and it was on a fearfult; rough road, rocks and hills lots 
of them, and didn't even chafe the skin on my stump. 'They fit so perfectly. 
from the measurements I sent, and thqr haven't been any exttense lo me since 1 
got them. The rubber foot is, I think, as near lo the natural foot as it Is possi- 
blp lo get it, 

I can put my hands on any thing that Is breast high and spring upon ll. 
Kow, Ibesc stories look big, hut I can bring proof to all of them. For refer- 
ences ask any of tlie employees on Middle tHvisiou Ontario and Wtstern Rail- 
road. I will close, hoping that all the unfortunates will came to you l« he 
helped in their trouble. 

I am, yours truly, 

W. J. HabuEb. 



BOTH LEGS AMPUTATED BELOW THE KNEES. 
Pitted from Mfa»ur»ttenlt. 

Ati-ahta, Looan Co., III., Nov. 15, 1887. 
Mr. a. a. Marks : 

Dear 8m ; — I take pleasure in writing lo inform you of the fact that your 
artificial limbs with rubber feet have given me entire satisfaction. I can wear 
tliem Willi "comfort. 

I make use of a cane when walking, but can as well dispense with it. I was 
accidentally run over by the railroad can, whereby I lost both of my limbs when 
I was seven years old. and havn been walking on my knees till four yean* Inst 
New Year's, when 1 got a pair of your artificial limbs.' I have had Ihem repaired 
once, and think that Ihey will wear many years. 

Yours respectfully, 

Jtiss a' Phanoe. 



Pilot Knob. Crawtord Co., Ikd.. Dec. I, 1887. 
Dr. a. a. Marks, New York City : 

Dear 8rn : — Replying to yours of theSBth ull., I would say that Ibre* years' 
weiirof a palrot your make of ortifldal legs makes mo atrongi-r in the belief 
that your rublwr foot is ihe l>est subfilitule for nature yet found. In superin- 



A, A. MARKS, ARTIFlrlAL LIMBS. NEW YORK ClXr. 



leading general farm work 1 wulk cousiderublj, and a 
aod for fJiort, smooth walks seldom use any cane. So far there bas been no 
repairs to make, and all I lisvc been out wus lo otcasioiuilly insert a pUxe of 
gum in the back of the knee, cow. all told, 40 cents for lliree years. When 1 
again buy I will take a pair of your make beyond a doubt. 
Tours etc., 

David T. Stspjienbon. 



BOTH LEG8 AMPUTATED BELOW THE KNEES. 

Gardiner, Batcrklder. & Welles, Mumifaeturera of Luralier, 

Lyonb, Ci-oitoh Co., Iowa, Oet. 28. 1887. 
A. A. Marks. Esq,, New York City : 

Dbar Sir : 8om» Are years ago I wrote you, eipresaing the highest SBtUtac- 
tioQ with the pair of arlillcinl limbs you made for me. I have at tbl« time 
nothing lo relrncl from what I then said, and cheerfully ntnew my recoumeuda- 
Hon of your " rubber feet " to all in need of " wooden legs." 

Very truly voura. 

SrL.w W. Gardinrb 



BOTH LEGS AMPUTATED BELOW THE KXEES. 

Baltimore & Ouio 1{iii,roaii Coupany. 
Siip't ot Mmli-e Power Offlre, Nov. 10, 1867. 

My Dear Mb. Marks : So many persons wiili like affliiiion to my own 
whom 1 Mieel in my daily vocation say to me, " How is it that you get along 
flo well and piTform yciur work with »o much east! and comfcirl T My »nHwer 
Is. " Goto Mr. A. A, Marks, the friend and benefactor of the unfortunate, and 
wcurt' the comfort obtained by llie use of his patent rubber feel." 

In this eounectlon 1 deaire to aay your idea of fitting by incaaurementB, there- 
in- Nitvini; your patientu grval Inconvenience, lofie of time, and unnecessary 
c.ilH.Li-i-B, iii unique and your success simply wonderful. My thirteen years of 
F\|)ericn('e affords me ample opportunity to judge and appreciate Ihe mRrili' of 
your patent and workmanship, and I do not hesitate to pronounce your devices 
supenoT to eny in the market, the durability and advantages of which as 
iM>mpared to the old styles are beyond question, the repairs being a mere 
bagatelle. While my occupaliotL Is not whst you wouid term laborious, I am 
roiistanlly on the go. 

Thinking a word from me might benefit some brother or sister in likr afflic- 
lion (to whom I am always glad to import information), I beg of you Lo use tliia 
letter as you see tit, for no one deserves more praise in their endeavors M make 
the afflicted comfortable than yourself and sous. Again thanking you for llie 
many kindnesses lo me while under your care, and wishing you Qodl speed, I 
remain 

y«ur« sincerely, 

H. M. Etchison. 
Secy, to Supt. M. P., 1325 Lombard St.. Baltimore. Md. 

BOTH LEGS AMPUTATED BELOW THE KNEES. 

Fitted from .WwmirvHicnf*. 

176 East Lohrard St.. Baltimohe, Md., Nov. 30. 188S. 
A. A. Harkb : 

Dbab Sir : — Not having any complaints to make with the pair of artificinl 
legs jpM made for me, I could see no reason whr I should write you, but after 
Ihinkingover the matter and reminding mysrlf tliat there might be someoiiciin 
tills world whom I mighl l)eneflt by a word or two of advice, I concluded to 
write. 

I find after three weeks" trial that the legs you made for me are far ahead of 
my greatest expectations. Willi these legs 1 have carried breakfast, dinner, 



ISO A. A. MAIIKiS. AitTIFIOIAI, LIMBS, NEW YORK CTTW 

aud sup^r daily up a flight of ataira without the aid of a stick, both of my 
hands b^g full of ai«hM. I have not yet made a uisHiep or a, trip. WbtMi I 
first got Iheni they felt decidedly better th^D the pair I had worn before. In 
II very brief time 1 was able to walk up and down i^tairs. to and from the room 
of my sick wife. I can say no more than thai the legs are as near perfection 
us human ingenuity can contrive. With tbcm I can stand erect, Htiaigbl as a 
soldier, wliicli I never could do with the other kfnd. I have walked with tbem 
over a mile in lifleen minutes, with little or no exertion. The rubber feet 
please me immenaely. 

Yours R«'8p'y, 

CE*a. KmoEROrF. 



BOTH LE09 AMPUTATED BELOW THE KNEES. 

Fittfdfrom Mewriirementt. 

Staubbrry, Okstrt Co. Mo., Nov. 14, 1887. 



Mb. a. a. Marsb*: 
Dbab Sir :— The p 

from measurements h 
for repairs. 



BOTH LEGS AilPUTATED BELOW THE KNEES, 
FitUd frmn MauurmnraUi. 
No. SpRccesTBLD, Groeke Co., Mo., Nov. !i., : 

A. A, Marks. Esq t 

De.vhSir : Thepiiirof titnbsyou made nie two years ago from measuroi___-.- 
have worn constantly ever since, and I can say they have given me unbounded 
satisfaction in every respect, 

I am a clerk in the car accountant office of the Frisco R. R. Co. I walk from 
two lo three miles a day. Besides, I do the l)igeestnart of mv day's work stand- 
ing, and that with as much ease as I r^ver coulif. When walking'l carry alight 
cane, but I hardly need its asgislance. This may seem incredible, conddering 
that both of my limbs are amputated two inches below the knees : but it is so. 
Lota of people that I am personally acquainted with and have walked the streets 
with do not know that I am wearing artiUcinl limbs, I will close by saying 
that anybody who may be nnfortuoate enough to need artificial means for 
locomotion can come no nearer, in my estimation, to getting a duplicate of thdr 
lost member Ihan with your timbs. 

Tours respectfully. 

D, J, McSwkekt. 



BOTH LEGS (AMPUTATED BELOW THE KNEES. 

Fitted from ifauurrnienU. 

New Boston, New BAttPSHiBE, May 10, JMflfi. 
Mr. a. A, Marks: 

Dear Sir ^—Nearly a year has passed since you fixed me up upon my legs 
again, and it occurs to me that, my case being rather an extraordinary one. you 
would like to ^ve it to the public through your pamphlet. 

When I decided to take your legs from the government, I had examined all 
the various kinds that the government bad adopted, and concluded lo take yours, 
fur the reasons wbirh I will nve. 

Having been in the hospital for some time, 1 had seen many soldiers who had 
been provided with artificial limbs, and witnessed the many troubles and 
umoyances as wt-U ue expenses to which they were constantly autijeclt^ in most 
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kinds of Units, aud saw ibiti ;our puti'nu were clear fnim all Uii!se tcrrmentuig 
triuU. nnil at Ilie saul<^ lime discovereil tliAt v»ur patieuu Hotked with more 
nw, (Mimfort, and naliiral sicp Uinti ttiv ollivr Kloda with their clattering ankle 
juinta. My experience has only willed to IliB high opinion I formerly liHil 
lathered of ^(lur limtui. 

UvKeiKlitiH over ^K) pounds : and, oltbouKii l>olh legaure nowartJgciid. luui 
do nlmoet every thing Ihut 1 formerly could— can take a pail of water in each 
hand and walk off readily, and dc work gi-'Dt^rally required about the farm. 

I earnestly advisi> all my iiufurluuBte frienils In purehoM' your plain, 8ub- 



sluntiul. and tUitajfii reliul)li.' 






Yoi; 



'fired, fitipil friini 



very truly, 

Calvin Bates, 
IjiIO Corp'l 30th Reg't Maine Vols. 
April 11. 1887. 
ent, arc perfectly 
Calvin Batbh. 



HcAn Sir : I would wiBh Ic 



m Qiat I a 



BOTH LEGS A5IPUTATED BELOW TETE KNEES. 

ELiKAKETHPiiKT, Vnios Co. , N. J.. Oct, SB, 1887. 

n and have been wearing your limbs 
^-~' ■■■■•'->'- sntiffnclory to ine. luid 
luld recommend Marks, 
to be the best, iu fitting and durability. 

My limbt are amputated six inches below the kneea. My limbs have not 
coBt me mure than lifieen doltaie for tfn years. 

I enn walk so well wiUi the rubber feet that no one ihai don't know me 
would believe that I had artiHcIal limbs. 

My work in very bard : it takes an able-bodied man to du ii, 
Hy work le poliijhing Meel. 

Patrick Li»dy. 

BOTH LEGS AMPUTATED BELOW THE KNEES. 



New BituNswici 
Mr. a. a. M.tBKs: 

Dkak Sir; — AflfT (our vcura' con; 
let'K with rubber fi-et, 1 ahidlv beiir tt 
well-trimmed srum;!-., a. iiniiiiriil ti> i 
with VQur paleiit tirliliii^il li l'-, i ini 

ineighlecnmii.ut.- M> u..ik l"ir,:; 
Mv prior exiMTifTiii- «iili dUut kiiu 
ro'mforl and lb.- diirabilily ..l imb 
other in every eHsentiul respect. Yi 
wlioniever you wish tome, as I wish 
tbry can to asdBt them. I remain, 



. MiDDL£HEX Co. N. J., Oct. 87, 1887. 

Iniit use la wearingn^rof yourartifii'iiil 
iiiiiiony Ui their supenor menle. Having 
bun nine and akillfulaureeon, and suppliM 
iiili 111 wiirk all dayanifthenw^fc » mile 
111'" li 1 iillinfj, I am on my feet very often. 
^ ii'lls im? ol the difference between tlie 
Hiid pliicea your make far ahead of any 
>i ure at liberty to publish this and refer 
□ see all my fellow-unfortunates secure all 



Yot 



i truly. 



Ellia 






Hamkuhg. Sussex Co., N. J., Jan. 15, 1888. 
Mb. a. a M-vrks: 

Deak Sis : — I have recently been reminded o( the tact thnt you nmde two 
legs for a patient of mine, Wm. Day. 

One leg ampuUled ut knee joint and the other four inches above ankle. 
L4i»t summer 1 >iaw him on a ladder sixteen feet from the ground painting a 






J. B. Pettkt. M.D. 
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SoMEiiviLLE, S0MEK8ET Co.. N. J., Dec. 81, 188". 

In 18!)9 I suffered Ibc ampuiulinn of my rigbt leg and right arm from nn ard 
dent on theCeniriil Railroad of New Jemey. As soon as practicable Ihereafler t I 
had Mr. Maries apply hla artiflcial limbs lo me. At thai tlmehc wMmanufocIur- \ 
ing uniflclal legs wilh Hnkle joIdIb. IdISOS Iluul oneof hlKnibberfeetappUed. ' 
In 1865 I pri)cured a new leg. and In 1871 I renewed the leg which I have worn 
over since, during n period of seventeen years. My experience with the old 
Btyle of ankle joint and the rubber foot is of siich a character as to compel me 
to apeak in high praise of the rubber foot. Its durability ix beyond question, 
and is oneof the virtues That commend it to all laboriug people, I weigb two 
hundred and llfty [loiinds and am on my f«et most of the time. 

During the seventeen years the repairs on my artificial leg have not exceeded 
(10, 

MoBBia FoBCE 



BOTH LEGS AMPUTATED BELOW KNEES. 



rubber feel were invenifKl I 



New York Oitt. November B, 1887. 
lega of A. A. Marks' pattern for the past twenty-six \ 
lad were of thi' old style with ankle .ioinls. When the I 
I r .,( [jjg Q^^ jjj lihve a puJr put on my legs. 




J. 271. 



I have worn the rubber f«t continually since then. Both my legs are ampuUted I 
below the kneee. With the niblwr feel I am able to do about as much as any 1 
one. I am a laboring man and work at the bench ten hours a day. Quite f re- 1 
qiieatly I am obUged to ascend a ladder 10 take articles from the shelves, ] flttd 1 
no inconvenience in doing so. The rubber feet and rigid ankle make eveiy 
step reliable, and my fooling, no matter where I am, absolutely sure, 

I walk a great deal and have piasscd many evenings about Ibe billiard table, 
bavInK become somewhat expert in that faieinatlng game, Sundays when at 
home! can be found lying on a lounge, with my legs crossed tu an easy and 
comfortable posltioo, reading some agreeable novel. 




MARKS, ABTIPIOUL UMB8, NEW YORK CrXV. 




No 278. No. 37*. 

o long since I hod m; nitniralfi that I have entirely- forgotten Ihem. and 




1»* A. A. MABK8, ARTIFICIAL L1MB8, NEW YORK flTV. 

LEG AMPUTATED AHOVE THE KNEE At^D ARM AlIPL'TATED 
ABOVE THE ELBOW. 

Corner Orient and 'Libprty Avenues, 
Eabt New York. N. Y.. Juno 10, 1685. 
Mn. A. A. Mahks, 701 Broadway. N. Y. Cliy : 

Dear Sir;— I write you this simply t(i say that my experience with your 
artificial limba, together with coDsiderable experience nflh other kinds, induces 






n fnr tile issue of 188fl, fcnoi 




¥)ur make above nil olliers of which I liiivc kimwn ii1h:.iii for over twenty years. 
be special puint I desire to mention is (he siiiiplicitv of construction in your 
leg. whereby I can take It it|iart, lubricate and adfiiHt witli my one (natural) 
hand, and put together agnln without any help. My good nolld weicbt of 240 
pounds gives the leg a. good trial, and yet I feel a confldenn* in it tUHt I hare 
never had in any ouier Kind. 

Yours sincerely. 

.loiiN J. Wink. 



BlKRl 



IK. Nkw York, April ft, IHTfl. 



Mn. A. A. Marss : 

DBARBut;— I Icsm that you are going to print a new pamphlet; 1/so ! would 
like very well to tell my story; In Oclolwr. 1887, I was acddi'ntallr caught on a 
large circular sow four feet In dinnieter, and my right arm and rigut leg were so 
fearfully mutilated that both lia<l lo be amputated above the elbow and Knee, tn 
March, 1868, after looking around very llioroujrbly I purchased my artificials of ' 
you, «nd am now compelled lo say ihat after eight years of conntant use I feel 



A. A. MABK8, ABTIFICUL LISrBS. NEW YORK CrTY. I»S 

cotifltieni that I made no mlBUke in taking jour patent. Tbe repairs have htvu 
comjamtivelj small, and the limbs arc In rerv good condition now. I often 
walk to church, over a mile, in company willi others, and have no difficulty 
in keeping up with them: and although my walk is slightly dufeciive, nianv 
|wr»inH whom I frequeuUy meet have no Idea of my l>eing so largeig artiflcial, 
1 am rather over medium size and. weight, and having a stump hut eight 
incliM from the body, feel well satlHfled with my getting about. The arm Ih 
not nf very much service, the stump being less than eight inches long; hut I 
would not be without it for the price of two or Uiree ; it certainly baa exceeded 
your repre«euiation in regard to uriliiy. I go all over my farm, climb fences, 
ami see to all the work, and do considerable myself, get in and out of my wagon 
very comfortably, and transact all my business. When walking about I gen- 
eraUy uae a cane, but often forget it and go about for houre without any. and 
get aroiiud much better than any one would suppose under the circumstances. 

B. W. Lawrekcg. 

BOTH LEGS AMPUTATED BELOW TlIE KNEES. 

Waltos, N. Y,. November II, 1881. 
A. A. Mabku : 

Ukah Sir : — In reply lo vol 
nusfortune to lose both my feet 

days I applied a pair ol , ... 

that they are too near like my natural feet for my own good. I do almost 
eveiT ihmg that I did before losing my limbs. They give the very best satls- 
focUon. Youra truly, 

A. SEVMorn Wabb. 

BCtTir LEGS AMPUTATED BELOW THE KNEES. 

3307 Sixili Avpnue. Tbot. N. Y., November 13, 1887. 
Mr. a. a. Marks : 

Deak Sin : — It gives me great pleasure lo testify to the value of the arlifl- 
«ial limbs furnished by you. As tlie result of u railway accident leu years 
ago, both of my legs were amputated, one just below the knee and the other 
Juiit above the ankle. Since then I have worn arliflcial limbs of which you 
are the manufacturer. My gait Ih so nearly natural that many will not bebevc 
without actual tnspecrion that art has In my case pieced out nature. My oecu 

Ktion makes me a traveling num. and 1 aasure you I appreciate tlie rublier 
'I. whose easy, springy motion tjikes away half Ihe (errors that come from 
tbe loss of liniai. For repairs the cost bus Ixi-n absolutely nothing. 
If I eould write a stronger recommendation I would gladly do it. 
If I cannot have my own legs I must have your limbs. 
Truly yours, 

William H, ANDEKsoit. 



BAH8TON Spa, Saratoga Co., N, T.. Nov. 8, 1887. 
A. A. Mahk!', Esq.: 

DEAit Sui : — In regard to your note I would xay that the legs that 1 pur- 
chased from you give the most complete satisfnrtion. and I hope ere long, with 
Ibeir aid and the blessing of God to oe able to walk about among my fellow- 
men with ease and naturulneos. 

I lost botli of my lega by a niilwnv accident, one of them above and the 
other helow the knee joint, and until f procured the legs Itinl I have from you 
I was a bfli'Icsa cripple. 

.Vt Ibi- Mrrii- I WM injured I was the foreman of a gang of bands on a rail- 
roiul ill llie aoiithHm part ot this county. 

Ilojiltn: lliat you will meet with the siictess lluit your articles justly merit, I 
Nign myself. Gratefully yourt, 

I). 11. KkLli. 



A. A. MARKS, AltTIFICUL, LIMBH, NEW VOBK CITY. 



BOTH LEGS AMPUTATED BELOW THE ENEES. 



Fitted from MeatuivmenU 



To Whom it mat Conceri 
t would sUiIti th&t I have 
for about five jears. 

The cost for repEiirs has n 
pcDiieis. These legs have : 
the knees from measu 
tions. Tlie elasticity 
necessary to enable " 



oru a pair of Marks' artilicial Ipgs conlinuously 

. exceeded $&, and Ibat hsm been mostly for mis- 
Uber feet, and nere lltt«d for amputation belon 

I taken by myself accordine loMr. Marks' instruc- 

Ihe rubber foot gives all the side ip'——"-"< •>— • "~.".- 
" walk easily on uneven ground. 



. ._. [K.'cupation is that of a mechanic, and is somcwliat laborious ; therefore I 
feel perHiiadeil that for utility, durubillly, and nimplieity the rubber fc«t ara 
much superior lo the old style c)f wooden feet. 

Edward P. Lawtok. 
Sakatooa Spriros, Sakatooa Co. N, T,, Nov. 1, ISS*. 



Oel. 30, 1887. 
Mr. a a. Marks : 

Dkar Bib ;— As you are lo publish a new pamphlet. I wish to add my name 
lo your long list of patients who use your patent limbs and testify to Uidr 
merits. I have used yours now for lliree and one half yeara, and they have 
never cost me one dnlliir vet. 1 am a very heavy miui, weighing 30U pounds, 
1 Mil working on the riiifroiid. I could not be induced lo eschtuige for any 
oilier. I have used yoiii' leg aiul arm. My leg is oH below tile knee. 

Hknht E. Lowkll, 
Chatbam, CoLmuiA Co. N. T. 



BOTH LEGS AMPUTATED BELOW THE KNEES. 

Ithaca. Tompkina Co., New York. Jan. IS, 1888. 
Mn. A. A. Marko. New York City : 

Dear Sik: — As fur us the rubber, fwtl are concerned. I shall say Ihey are the 
I)est in my opiiiiou. The rubber foot isoneof thewoudersof Lhcworlrl. They 
are (Way without an equal. I do hereby chnUenE;f any olher maker in the 
world to produce u'inan that has a pur of artificial feet Ui walk with me. I 
can waJk n mile In lit minutes and not hurry myself any. I do not take a back 
seat for any man that hux got two g<Kxl natural feel in a oiie-mib race. I will 
answer all communicalions sent lo me by others in regard to the durability of 
the rubber feet, 

1 am trying lo get up five walking matches out here. 1 have sent five let- 
ters to^ay to the following places, Syracuse, Auburn, Cortland. Binghamton 
and Bcrsuton City, and by ncul Friday I will exjK-ct an answer from tuem. If 
suceeaiful 1 will write yoii agidn. Hoping to hear from you In the near future, 
I am, nispcctfuUj yours, 

Thomas Cleakt. 
(Extract taken from a local paper.) 
WALKING WITHOUT FEET. 

Thr Best I1f.cx)RD Bkatkk. — A folr-siEed audience assembled at Itliac& 
Hink Insl night to witness the effort of Thomas deary lo beat the best mile 
walking record made by a man vdlh artificial feet. Clt>Biy, It will be remem- 
bered, suffered the loss of both feet some two years ago. 

At B P. M, ■■ the man without ft-el"niiide his apiearance upon the floor 



A. A. UARSa, ABTIFIOUL LDIBS, NEW SOBS CTIT. 



aDil begun h!s task of endeavoring to lient the bc«t record heretofore mnde, IB 
miniii«s and SO secondu, nt Ailantn, Uh,. in 1861. Meters. 8. G. McKiDoeyniid 
C. .f. Vivinn were wlecti'd aa tlinukevjii-rH. The diEl«u<:e of one milu had twca 
accurately mcoaured, and conBUied of 16 '/i laps. 



I 




nasBcd tl 



BOTH LEGS AMPUTATED. BELOW THE KNEES. 

Mauarddeck, Wkbtchestbr Co., N. T.. Dec. 20, 1B87. 
Mr.A.A.Mabkb: 

DkA-R BlR ;-M3vcr twelve years ago I met with the misfortune of having both 
luy legs crushed by the railroad cars, which necessitated atnputatfoQ below the 
knees. 1 was then a mere lad, and dtd uot fully realize the gravttv of tnv nils- 
fortunv. By the odviee of my surgeons and my many advisfrs, I placed my- 
■elf under your care for restoration. Your reputation as the one most 
cumpeieni fn the land had bo Impreseed me that, from the first. I frit that I 
was soon lo realize the moat that skill and Ingenuity could poeaibly do for me. 
In this I have not been disappointed, for your labors have restored me to my 
feet, and I nm, for nil practical purfMses. mvHeU again. I well remember how 
proud 1 WW when your genius placed me^ a position In which I could in- 

aul« ■- " ■ - ' — ""■ " ' — - 

bair 



a swing my partner, on several occasions, in rural dances. 
n expert on Ine skat«s, and relishinl the apiiUutw my antica o 
_.._ ,. , -_.... -'Icialle 

^atlons 
le of duty to put them to llic 



A. A, MARKS, ABTIFICIAL LIMBS, NEW TORE CITi'. 





UTIFICIAI. LI«HS, NEW YORK CITX. 



luii, nail prubabt; shitU aot conlinue in ihc (irociice lung. My purpose wus lo 
prove that riding a bicycle is possible with ooc wi^uring Iwo artifiL-iitl le^. and 
I nm proud liiitt I have ncrotnplislied 8o much. Enclosed Snd my pliolograph 



Q 




I bIiuII he im\y loii liiippv 1" I'umineud jiinr rublicr fi-et. and will do all I ci 
I pTirourage ilii ir sale, litlieving. w I di). thnt llicy hik iu com para Uc. 
HcspH'ttiilly voiirs, 

'.rAMKH McDonald, 



BOTH LEGS AMPUTATED. ONE ABOVE. AND THE OTHER 
BELOW THE KNKE. 

Oct. S7, 1887. 
Mr. a. a. Makkh: 

Dkar Sib :— I learn that yon nrc ^infr to print a new pamphlet, and. If i 



would lihp I'l lell my utory. In March. IHM, 1 boanUii a irwn for llie purpose 
of going lo Rome. When llie train arrived at u point, I Jumpeil. and omdonl- 
dlly fell, and was llirown uuder the wheels. My injuries were so severe that it 
wiui found necessary u> auipuWte th» ri^ht llniti above the knee, and tliK left 
iH'tween the knee am) Il)« ankle. With be«t medical attendance. I pulled 
through— but this is not telliue: wliai I can du with your artificial limbs. It is 
With great pleasure I twar lestimony to the efneient use of vour artificial limbs. 
I have had them in daily a-ie for u period of two veflra, Tliey have required no 
altemlions nor repaini. I nm now so ati'iintomed to them tlmt I walk without 



. UARKS, ARTIFICIAL LIMBS, NEW YORK CITY. 



a cane. I truvel eTerywbero and ftaj-where. I tliiok the niliber fimi is 
king of all other feel. 

Youtu truly, 

JOHK RoBBRTf', 

65 Steuben St., Utiea. Oneida Co.. N. : 



Leipbic. Putnam Co., Ohio, Nov. B. 1887. 
Mr. A. A. Marks, New York City, N. Y : 

Dbak Sir :— Having quita recently learned that you contemplate tb<! publish- 
ing of a new pamphlet, and knowing that therein your patrons may liave on 
opportunity to give their opinions of. and esperienccs with, the artificial limbR 
manufsctured by you, I will avnil myttelf of this o{)parl unity- to^i^-wbat 1 have 
learned in more than len years' pmctiiTe niih a pair of arliflrial lunbK made at 




Eur establishment. On the I2lli of April, 1875, I iiad the great misforlUDe to 
le both my feet in a railroad accident, and after tlie stumps bad healed up I 
began to look about for a HubslJtute. Mv attention tell upon you. and I was at 
once Imprtwsed with the belief that, owing to tbe rabber feet, your make of 
limbs would be Just what I wai* in need of. To-day I am fully convinced of 
tbe wisdom of my choice, for I am walking far better than I or any of my 
friends thought I would ever do. 

Since one of my limbs was amputated at the knee joint, ami the otiier an 
inch and one-half below, it was the general belief of myself and ray friends 
that I could not handle rnynelf well enough to walk witii any degree of safety 
or aatistaction. 

Hut that we were most agreeably disappointed la a fact patent In all lo-day. 



A. A. MABKB, ABllFICUL LntB8, SBW TOBK OITT. 



1 now walk wherever I wanl to ku. and am tilUDg n responsible pcsilion in a 
railroad oQlce, and giving as good latlsractiun its liny one. 

You have niread; beeu informed tluit I nin a member of the Knlglils of 
I'jlliiua, and fret|uenlly parade ou fool wilh uij" lodge ; Uds is a proof llittt. I 
Hiii well able (o lake my part in (lie battle of llfi^. M; weiglil U now two 
liuiidred pounds, but with this eiLfCHBlve weight I Lave lillle or no trouble iti 
wiilking, even in extreme hot weather, I have Islcly boctime n member of Ihi: 
AccSdent loBurance Compnnj, whose general agent assured nie thnt lliej luid 
nothing to tear from mv iiuibiUtj to lake care of myself, 

I remark these things uat you may know bow well I am ituiug. and that my 
fellow unfortunates may, like my«elf, be fully convinced tluit tbere is no use 




J while there is an artjticial limb manufactured which so succeaafully 
couuierfeiis nature as does the Marks limb. I could not be iuducod to wear 
tny other kind of a limb. The gruudest feature of your limbs is certainly the 
rubber foot. Of this I eun speak from experii-nec, and (hat experience has 
forced me to the conclusion that there \n no artiUcial leg complete without il. 
It is more durable than any other, and a ]x.'rson <im wiuk with as much ease 
and comfort as with Ihe nUural, As you are aware, the limbs that I am now 
wearing 1 purcliased four yeant ago. and in tluit time I have not been at any 
expense ut all for repairing, nor do they now make the sligbt^^t noise when I 
am walking. Hoping llwt this slight testimoninl of the true merits of the 
attifieial )imt)s manufactured by you may be instrumental fndecidingmy fellow 
unfortunates in securing the D»it limb made, and assuring you thu I will 
«beerf ully answer all questions relative thereto. 

I remain, very truly yours, 

A. A. Wbavbb, 



A. A. MARKS, ARTIFICIAL MMB8. NEW YORK CITY. 



BOTH LEGS AMPUTATED BELOW THE KNEES. 



FiiUil front Meuturvniealii. 



1, Ohio, Juuuury 27, 1876. 

Mr. A. A. Hahbh : 

Drab 8m ; — Huvinc used a pair of ariificUl limbs of your miinufsflure for 
A period of five ycurs, I am happy to IMtiFT lUuL l.liey are the best limbs Lhiil 
have come to my notice. I am able Uj wiJk comfortably wiliioiil Ibe aid of a 
utne. My expcrienw Id H\v use of limlw of dilTerenl maiiufucluiv enables me 
to judge of their superior qualities and efficiency. I defy any one wearing two 
of any other kind lo walk as well ati I do. 

YourM respectfully. 

WlLHA.V MOLnBRIN. 



BOTH LEGS AMPUTATED BELOW THE KNEES. 

East Danbor, Northampton Co.. Pa., Jan. 11, 1888. 
Tour rubber feel in Mrs. Weidman's case havE given perfett snlisf action. I 
claim [bey have no ei|iia]. 

B, F. DlLLlARD. M.D 



BOTH ARMS vVMPUTATED BELOW THE ELBOWS. 

Silver Crbek, 8cHrTi,Kii.L Co.. Pa.. October 81. IB87. 
Mr. A. A. MakK!< : 

Dear Sir ; — Yours of the SClh instant at hand. In reply I will sLoU that I 
am getting along very well with ilie artiScial hands received frcan you. I am 
DOW using them since the 31st of August, and um fast getting used to them. 
My hands were lost above the wrist, and I can cheerfully recommend your 
ariiUcial limbs to any one so unfortunale us to rwjuirc ihcni. 
I remain, yours respectfully, 

John Boak, 



. AND THE OTHER 



5T North Hancock St.. Wiu!k*barre, Lii^rrnr Co., Pa. 
Nov, 1, 1887. 
Mr. A. A. Marrb: 

Dear Sir : — I take pleasure in testifying to the satisfaction 1 have derived 
from the use of your ortiBcial limbs. 

I have worn your make of leg and foot for <i\x ycara. 

I believe your rubber feel are easier to walk upon, more durable, and much 
more natural than tiny oEltc-r kind, I was eleven years of age when I had my 
leg and foot taken off, and it nH« a year and fourteen weeks before 1 could ^ 
on crutches, and I wore a p«g leg about thirteen years, I th«n engaged m 
learning the cigar trade, and in the year of 1881 was in New York, and there I 
looked aroiind for an artillcial leg and foot, and I came to the conclusion that 
your rubber feel were what I wanted, I have worn iliem ever since and would 
not be without Uiem, 1 am glad to testify that your new foot for Chopnrt'ii 
amputalion ii tar better than any I ever eipectcd to get. I got it Februa^ 17, 
1887. It halt not been out of order at all, and ia as perfect now as the day it 
was made, I cheerfully recommend it lo all in nu-d. Hoping you will get % 
large share of public patronage, 

I renmin, yours respectfully, 



Hr. a. a. Hahkh. 

DsarSfr:— 1 miij 
pleased with his k'g». 
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BOTH LEGS AilPrTATEI) BELOW THE KNEES 

3flU Walnut St-. PsiLADKLPmA. Pa.. Nov. 22, 1887 

for your benefil that Ijmie Tbonuis U very well 

F. H.MiLLiKEN, M.D. 



Very iruly yours. 



BOTH LE08 AMPUTATED ABOVE THE KNEES. 

107 No- Wateb St.. Yohk. York Co.. Pa., Nov. 8, 1887. 
A. A. Marks : 

DSAR Sir ; — A* you are aboul to [irint a new pampblcl. a (pw wards from 
cue tlint hiu used n pair of your artjflcial limbs tor about eight years may be 
of some use to yoii, aud lo all those who have been unfortunate enough lo need 
■rUQcial limba. 

Alter eight yettn' uae of the ptiir of artificial limbs you moile for int.- with the 
rubber (eel.I must truly say that I think you make the best ariilieiBl Ibnlis mode, 
becxusu lliey nevi^r cause mu any tnmble, in all that time, and havenotpost me 
anything for repairs, and they are In good order, and look as if ihcy were good 
for eight years more without any repairs, I wear them every day. and have not 
lost one day from the time I got tliem ou accouul of their getting out of order. 
Hy work ia not hard on iimte, but I am ou my feet llic mo«l of the lime. A« 
ntj case fa a btd one, 1 think I am doing very well. 

Yours very respectfully, 

ttoacRT 9. LovxGRovB, 



BOTH LEGS AMPUTATED BELOW THE KNEES. 

Nov. 19, 1887. 
A. A Marks : 

Dkah Sib ; — I would most cheerfullv reeommend your arlifldal Umbo as 
in my judgment being superior lo any I have vvur aeeu. I have worn my pair 
for Reven years, and although my position requires a good deal of walking. I 
have never expended one penny io keep same m repair or had tbem n way for 
n^pair. while several of my companions who wear the old style are not only con* 
.slimlly St an expense to keep them in repair, but are obliged to keup an 
cxim one to wear wbilii they are having thi;n) repaired. 

Would further stole, they have from the first fit me perfectly, and give me 
fonitort in walking, which I ean do with ease. 

Mv right foot is olT nine incbeH below the knee and my left six inches below 
Ibr knrv. With my weight over (wo hundred pounds, I know there is no man 
of my wi]uaintance of anywhere near the same weight, wiili only one limb gone, 
who can get along nearly as satUfactorily to himself as t do. 
Yours truly, 

CHARI.B8 W. Glenn, 
Train Starter. Pennsylvania Railroad. Brood St. Btatlon, 
Philadelphia. Pa. 
P. B. It will be a pleiuure to refer any one desirous of limbs to me. as I con- 
sider your moke by far the most economical and serviceable in the market. 



BOTH LEGS AMPUTATED BELOW TOE KNEES. 

Allbntowh. Lehigh Co.. Pa-. Oct. 81. 1887- 
Mr. a. a. Marks ; 

I will inform you thai, my bnitlier-in-luw George Miller l« getting along 
very well. He ia working now two moutlis by Nov. 1 fur the Phlladelpliia 



., MASKS. AIITIFICIAL LIMBS, NEW YORK CITY. 



nnd Reading liallrond Co.. a« a wBU-hman iin a Htred-rrosBing at Blacuugie. 
He feels very praud with his Ipgs, iwd is proud of tlwni. Hp recommends every 
iHjdf In need of legs iind hands Ui call on your tirm. and I do all in my power ] 
to iMTancc j'onr interests. 

AlLESI COBISTBlAn. 

220 Union St. 

BOTH LEdS AMPUTATED BELOW THE KNEES. 

Macdnoib, Lehigh Co.. Pa,, Nov. 3, 1887. 
Mr. A, A. Makkb; 

DsAR Sir :^I iim veiy ivell pleased with the artificial legs which I received 
fmm ,voii. In two nionths I walked wlUiout a cane; on the 4th of JuIt 1 walked 
one nule. The lat of August I commenced work, and I have not lost a liay 
since, I am on mv feet from morning till night, I will cheerfullv answer 
an; letter addressed to Georob Meubr. 



BOTH LEGS A3IPUTATED BELOW THE KNEES. 

(From ibe Comedian Heni; Laurens Bascomb,) 

Forest Hokk, Sprihobrook, 
HoLMEBBURD, Philadelphia Co., Pa., Oct, 28, 1887. 
A, A. Makkb, Esq : 
Dear Sir ; — I am very gl«d to testify lo tlie comfort and durability of 

Sour artificial limbs. Mine nave been worn since July, 1868, and. being pcr- 
ectly adjusted, they have enabled mr> to walk eatiEly and naturally. 

Tlie ladies and gentlemen residing hero have exanuned and commended your 
work. The Forest Home estate ia extensive, and I walk willi the same case the 
conntry roads or streets of Philadelphia. 

Concluding, let me add iliat you sent me a perfect work, and I am indebted 
to you for many kindnesses. In my present " Home," and under the care of 
Superintendent Wilson, a quotation from '■ Othello " will explain suffldently : 
" My bark is »touUy ti'abrrvd. 
And my pilot of very expert and approved allowance," 



Yoii 



Henry Laubess Babcomb. 



BOTH LEGS AJUTTATED BELOW THE KNEES. 

May 18. 1887. 
Mr. Marks: 

Pear Sir :— Thoe. Connolly, from Ashley, near Wtlkesbarre, Pa., got a pair 
ofartitlctal less from your mauufactory. I recommended your patent legs to 
him. liecauue ne could not ^l along with his old legs, yesterday he sent 
word to me to come and xee his new pair of legs from vour manufactory, and I 
must say you made a good tit for ThoH. Connolly. Mr. Marks, I recommend 
your patent artiflcUl legs when I get a chance to do so, because they are bet- 
ter than any I have seen yet. I wear a pair myself, and know of what I 



say. 



Respectfully, 

J. Sbnohaab, 
141 Scott St.. Wilkes-burre. Lu 



BOTH LEGS AMPUTATED BELOW THE KNEES. 

Providence, R, I., November 10, 197B, 
A. A. Markp, N. T. City : 

Dbar Sib . — Having worn upair of your patent arliflcial legs for over ftva 
years, and had an abundance of experience of other kind.i prior to UKJng yours. 



hHve nil hesitation wlmiever in pronouncing yours by far liie beat In livery 
vweotial point. I do n variety ot lubor on mj patr of Ic^ witli ease und 
cnmfort. and take much pains to recimmend your patent linihs to all 1 see 
i)e«dlng artificial ones. 

Tours respect fully. 

11. F. Hirus. 



Fittrd from MeaittiremenU. 



n in ever; respect. I urn flagging for the M. & €. R. R. at Union 
ins, and have not Inat a day on account of my timt)s. and have not had any re- 
paring done to Ibem 8iiic« I got lliem- I get around so spry and fast tliat peo- 
ple don't want to believe that 1 wear an&cial limbs : I can go up or down 
stairs, three stories, get on and off I rains, go anywhere I want, and need no 
help. I have a lifetime job as tlogmaii with the aarae (^niiiany I wna working 
for when 1 lost my limbs. My left leg is off one-half inch below knee, with 
joint stiff; right leg between Knee joCil and foot. 

Yours truly, 

J. K. Pattkkbom. 



BOTH LEGS AMPUTATED BELOW THE KNEES. 

Fitttd frvm Meti*ureineut». 

HocBTON, Tkxab, Nov. 6, 1887. 
Mr. A. A. MAtuis': 

Df.au Sih : — Your letter came to hand and it found me In good shape ou the 
legs, 1 received the limbs on the flrsl of Feb., 1B66. and put Qiem on. and can 
say that my health is better, and I can walk anywhere I waul to, night or day. 
I can go upHtairs an^ height 1 want to. 

I can walk three miles per hour ; they never hurt me. I am a laborer, and my 
work IB Bitting a great deal. The length of the left stump is about five Inches. 
Right about four inches long. You couM not have done better if I bad come 

And as a poor colored man, and Uu- first. 1 think, in the Stale ever in this con- 
dition, 1 can say I am more than pleased with your work. I walked on my 
knees three years and ten month.a, and walked on the artificial legs one year 
and nine months, and have not hud a day's sickncBs, 1 can kni^^l down and 
gel up Just like any other man. 

Ben. NtcKERBON, 

S9 Dart 8t. 



BOTH LEGS AMPUTATED AT THE ANlvU: JOINTS. 

Fitted frmn MeamremenU, 

Belton, Bkll Co., Tbsas, Nov. 10, 1887. 
A. A. Mahkb, New York : 

Dear Sib ; — It affords me great pi ensure to testify lo the comfort and enjoy- 
ment I now take in wearing 9, pair of your mbbtr feet, which I have been 
nring for sixmoniliB. 

I lost both my limbs from ' ' frost bile "(Symes* and C^opart's amputation l. In 
November, 18H(>. and since that time I have examined the advertisements ofsev. 
eraJ different artitlcial limbs, and I could find none that had the appearance of ditr- 
atulily and comfort that yours have. Minu were made from n 



are h perfect fit. just as good as I <;oiild piMaibly knve procured had 1 gotip 
k) tlie expense of vlsiliDg the fnclory. The; luv hh easHv applied almost hk 
riioea ; can be worn without pain. I am now Amial. P. M. st this place, and 
to perform mj duties I aro atanding mmt all tlte lime, and 1 defy any ime 
ttuit sees me wallcing around in tlie omce lu del<^t that I am a cripple. I use 
no cane, neither do I need one. 1 have Just as TOrfert use of my linil« 
as il is possible for anyonetolmve, latmringundera like misfortune. In conclu- 
Mcin 1 cheerfully recommend your rubber foot to nil Ibmc wliu have been, like 
myBelf, unfortunate to liave lost their limbs. Hoping you c 



Ir 



1, yours, etc.. 



G. W. T.w 



BOTH LEGS AMPUTATED BELOW THE KNEES. 

Fitted from Meiuiirementt. 

Dw. 13. 1887. 
Mr. a, a. Makkh : 

Dbar Sir : — 1 am alteoding the PUtlevillc SlaU- Normal Scbool at Platlevitle. 
Wia, In order to get to school 1 am obliged U) walk a distance of about one- 
half a mile. I have bad two poira of artillcial limbn, oue pair from a flnn in 
Ciiicago and the other from you ; but yours are far superior in comfort, and I 
tliiolc in durability. My feet were amputated about hal f- way Iwl ween the ankles 
and knees, but us long as I have had your limbs, I ha%'e had no trouble of aov 
kind with my limbs, nut having needed imy repairs ua yet, although I have tisd 

-"-'^ twoyeara. Altogether I liave worn artificial limbs over eiglil 

It advantage in your limbs is that there are no springs or coni- 
. 3 In the ankle joints. As 1 have worn such a pair. I can say tlial 
Iliey caused me no little annoyance in getting out of onicr as well as making 
disagrceabte noises. I walk a little lame wltn my right leg. oilierwise a person 
not acquainted with me would not Iliink that my feet were amputated. I sel- 
dom use a cane, preferring to walk without one. 

Your limbs have no superior. They fitted perfectly from the first measure- 
ments. They are verv comfortable and never make my stump sore. They are 
more durable than all other limbs, as there are no springs or complicated joinU 
loget out of order. As thefcet arc made of rubber, there is not the annoyance 
caused by feel with acompllcated spring attachment in the ankle. 1 sav Ilut 

5 our feet have no superior. Address all further communications from date lo 
uueSl us follows: 

Sows COHRAI) NODOLK, 



NrrT.tLLBinfin, Favette Co.. W. Va., Dec. 2fl, 1887. 
Mr. Marks : 

I like your legs better every day ; they are comfortable. I can stand on ray 
fci-t ten houis a day and not become very tiri'd, I have never liud the least 
sore from wearing the legs from the Htart, Ihey fit me so well. 

My leg« are as ^Nxi now as when 1 got thorn, I have had tbem eighteen 
monliia, baving got themlu August. 1886. and they have not cost me any thing 
yet tor repairs. When 1 am walking tliey never make any nol'«. and the 
rubber feet are durable, and work fliie, 

I can go about tlie store without any stick or aid of anv kind. 

When lliey were building my store I went up the ladder from one story to 
the other with veiy little trouble. My left leg is off four iocbes above the knee, 
and my right leg is off four Indies below the knee. I had no hop of evw 
having any comfort any more imti! I got the legs you sent me, and \ can DOt 
praiseVou too much for ibe good you nave done for cripples like nie. 

Wiafifng you all the success. I am 

Yours truly, 

William Horrocks. 



. MABKB, ARTIFICIAL LIMBS. NEW YOBK OITY. 



Fitlrd from Mmtuntnfnlt. 

MoDBNA. BuPFAi/> Co., Wia., Nov, 8, 1887. 
Hr. a, a. Harks : 

Obab 8ib ;— I Wke pen in hand with ilie grcateal. o( pleasure to testify in 
regard lo your limbs. I bar? vorn them dow for two years and am well 
salisfiKl with them. I can walk righl along wilh (hem. I have asCoiiiijhed a 
great ntany of my frieodi), and 1 have met strangers that never dtispected any 
[liijig uf me being nrtlScial. I can walk to school and walk lo niy class wiili- 
oui my cane, 1 aon'i know what I would dowiihoui theni. I am a poor boy, 
and ii il wasn't for the good heart of tlic people I would be on my knees yet. 
But I have gut theae lega of yours, and they are almost equal to the natural ones. 
I hope that your rubber feet will always be in ustt and that every one [hat needs 
an artificial limb will give them the preference. 

But I hope there will never be any one in my fix or have the misfortune thai 
I hava had. 1 lust both of my feet at the ankle, and pan of my left band, three 
years ago In thu weslem part of Minnesota in a snow slonn, Tbey wcro taken 
off in at. Paul In St. Joseph's Hospital, and there I found an advertisement of 
your artillcial Umba. and the good will of tbe people got lue a pair, and I hope 
ihey will Inst me forever. 

Yours truly, 

WiLLLUI J. JlcDOSOUOH. 



AR01"E KNEE AMPUTATIONS. 



LEG ABOVE KNEE-WEARS NO 113 LEO. 

Fitled fifm Mrmtarementit. 



_i. A. Marks, Esq., New York : 

DKAIt BiR ; — I have steadily worn the artificial leg you made for n»: some 
-elgbt or nine mouths ago. 

Hy nccupatitin Is such as to require me lo walk a mile or more almost dally. 
This In cool weather is ensil; performed, but in very warm weather the stump 
is likely to liecome chafed. 

Host artificial leg:^ produce a sorenei^ of the stump during adive use In 
simimer : this I have found out conclusively after an experience of siitecn 
ycnn. UurinK that time I have worn legs of four diCTeredt makens, encluslve 
of yours, having Rpent many hundreds of dollars and got nothing satisfactory 
in return until I got one from you. My left leg was amputared at Ihe upper 
Ihiid, leaving nearly three and one-half inches of stump from the body. 

The operaBon vras badiv performed hy rural doctors, who were somewhat 
iueiperienced. As a resnlt I have not a favorable stump for the most advanla- 
geous use of an artiticial leg. The fit you gave me was as coniiilele as though 
I had been present In your factory, and I could suggest no alteration. TLe 
main advantages I conceive that juur patent posseesea over others I have tried 
are, first, the rubber foot, which gives tbe artificial limb oil the movements of the 
natural, especially when walking on rough or uneven ground. The other 
Improvements possessed by legs of your make, and which I consider essential to 
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thoee having very short stumps, consists in ihe knee lock, cnabliog tbc wmrer 
to bend or straigtaten the leg and lock it. Tbis is a decided advantage. 

I wish you to pre^rve my teg measure, far I ma; hereafter have to order a. 
new teg, and I abould wish it to be exactly the itame diini?itsioDa an this one. 
Very respettfully yours. 



LEO ABOVE KEfEB. 

fHttriifrmit Moamirnmeat*. 

Port Orakt, Graham Co., Arizona, Feb. 11, 1887. 
A. A. Marsa, Esq : 

Sir ; — I am happy to say that I am wtv much pleased with the cork leg ^ou 
sent me. I am around daily without the asgislance of a stick, and ciui ride 
horaeback as well a:; ever. 

I get around iu<il as fast as if I had both natural less. 
Toucan hardly lell the difference in my wnlk. After using it about a month 
the stump decreased about a quarter of an inch. 

It did not decrease so much that 1 had to use other padding. 
I use nothing but the socks. The stump tnia never been sore since I have 
been using the leg. 

Respectfully, etc., 

Edward Scott, 
f'orpl. K Troop, 10th Cnvaliy. 



LEG ABOVE KNEE. 



OLEKWrton Sprinob, Oakfieu) Co.. Colo., Oct. 31. 1887. 
Mk. a. A. Marks : 

Dear Snt ; — I have worn limbs of jour patent over twenty years, and I 
think none llial are made will compare with yours. 

I wore three other kinds before getting yours. All the first thrc« had ankle 
joints lliHl kept me busy repairing. Since 1 have been wearing yours 1 have 
no repairing to do. I am running a ranch, digging sage brush, and all other 
kinds of rough work. 

I do not have lo repair my limb. My stump is about three inches long. 
The fact of my wearing a limb of your patent tells more llion I could write in a 

Respectfully TOUrs, 

W. H. ROTBTOW, 



LEG ABOVE KNEE. 

FitUil fmiti Meaturementt. 

BKnTHOUD. Larimer Co., Coi.o.. Nov. 5, 1887, 

A, A. MARESt 

Dear Snt : — I take pleasure in recommending your artificial legs with nibbcr 
feet, as I think they arc the l>est made. 

I received one made from measurements, on or about the first of April last, 
and it is B first-class leg in every respect, and a good 111. I am an engineer in a 
saw-mill, and am on my fe«t must ^1 of the time. 1 thought when I lost ray 
limb that I never would be able lo wear ftu artificial limb, na ray stump was bo 
short, only being six indies long from Itic hip joint ; but I now think nothing 
of walking a half or three-fourths of a mile without a cane. I have had no 
rcpoira and do not need any ; the rubber foot is perttcl, and I think superiorto 
all others in every respect. Yours, 

W. E, DlCKKHflOM, 



. MARKS, ARTIFICIAL LIMB8, NEW VOBK CITT. 



LEG ABOVE KNEE. 

fVHed from .VfoturemfiU*. 

" I havu nothing but prnisv to offer." 

519 West 5th St., Pueblo. Coio,. Nov. 11, 1887. 
A. A. Harkb, New York City : 

DKAit SiK ; — When I purdmsed my itrUflcul leg of you two years o^o I said 
thai I would write you niy opiniou of it when I had made what I coniudered a 
sutflcient test of It. I have noibinx but praise to offer. You followed iny 
measurements in makine It with duch cxaetnes9 thai 1 can't see how it could ot 
better if I had gone to hew York in pereon. 

I tun formiiig out here, nod <^an harrow, mow. and do all manner of farm 
work, although my stump is but eight inches long. 

The rubber foot is especially serviceable ia Ibat kind of work, as it is elastic 
enoueji. and has stability. The only repairs I have had, have been done to the 
shoulder Btrap. 

I will take great pleasure in reconuuendlng your leg when occasion offers, 
Toura very truly, 

TnoHAs Barugb, Jr. 



" Pitted from measurements and couldn't Ut better." 

Box 104, Ofnnibon, Colo. 
Mr, A- A. Mabkb ; 

Dear Sir ;— After wcarine your artificial leg for the last 24 years I am well 
satlsQed to state that I don't think a better leg can be made, The length of my 
slump is only six ioches from the liifjiolnt, and you will hardly believe lae when 
I tell you thai I have to work bard every day in tlie year, and that the arti- 
ficinl leg never gets out of repair, I am a ranclimaii. 

I Ihink it is the rubber foot that makes your leg so easy lo the wearer. I 
have lo thank you for the admirable HI you gave lo mv lost leg from measure- 
ments: in fact it couldn't Dl better if I went to your oldce in New York, lean 
recommend your artificial lega lo my brother soldiers as giving Uiem the bod 
aUifif action. 

Yours respectfully, 

Af GUST BlKBEL. 



LEG ABOVE KNEE. 
FiCtad fiwii MeaiuremenU. 
n or off a train going eight miles an hour." 

ExcBi.eton, via Grani) Junction, 

Mesa Co,, Colo.. Nov. 11. 1887. 

_ .^ . your make since 1880, and it has given me the \ieaX, of 

BBtisfactton. My legis'uniputaled four inches below the body. I do consider- 
able hanl work, can carry 125 pounds on my shoulder, get on or off a train 
going eight miles an hour, ride horseback, get thrown off occasionally, and am 
not fai constant dread of breaking my leg as I have seen wearers of other legs. 
1 especially recommend your rubber foot, as it sounds so much more natural 
than others. To those w'ho arc so unfortunate as to need an artificial leg I will 
take pleasure in answering any communication which I may rerefve. I sent 
my mensure by mail, and t do not see that I could have done any better if I liud 
gone to New York ; I got a perfect St. 

Yours truly, 

Ed WIS BuuTN. 



^ X. JtAXa, ASIXFKXAE. UKBB^ SSW tCttS CITT. 



LEG ABOTZ CKEE. 



E Ima mfaie car of jitmr vtiatiil IteihB te moc tlvc I fcc) qidto 

Hdiii,aidiiavldalwMsi«ai^^KMd AcM tSABTooeia imd of nid. 

1 ft teg abaot 11 7W> 190 bjr » nuiiiiaK Mm. aad bafc ool^ lU iadtei of 

_ out oBe j^or ago I made m» Bf hImI u trr ana of joor Umte. utd 
altbciaKjt A food jombj mid ikai I conld went walk irith li. }re< I •■■ able tn 
■ntlk sell. 01 monr I do not valk (mfcctlj. but I do ao( lionp bat ver; litilv. 
I walk a qiuilvT of a mile Id and fram b^ work tnira a da;, and Iben do nut 
ffpl iiml. 

I \un ncm had uit repainu done on b. Bnd il h aa good ■■ Uw flM dar I 

I do ikoi ihi&K ilk» niti«*T foot haa toy tqaai. It doe> not Ki*e uu 

lit, beaTT thump au raamiai in all otbw make*, but Inauad gHva a l^t. aott 

tp, whicn cannot be detected from the *u^ nf ai,t mm tooL. Il alw ^ve« a 

, _.ee bend aeroM Ibe tor* aad don dm wfst ibr ibiir •• faat a* mx olber foot. 

Id fart. I would nol put with it UI cooU not ^1 annUtFr like It. ' 

HATTnKw VTam^Mx. 
ToningtuD. Uldiflekl Oct.. Coan. 



LEO ABOVE EXEE. 

Nor. II. !«?. 
A. A. Harks. &q.: 

Dear Sts : — Youn of Oct. 9S rereircd. The limb tou made fo 
four jc«ra ago ha» proT^ auisfactoT?. 

M7 DBiunl leg wa« ampntaCod at the thigh, leaving unl; about u 
ils len^h- The rubber foot seema to besapciiorto an; other, I am 
and am obligiNJ to ituid at mr work constatiilly. You» was ihr tint anifldnl 
Hub 1 wore. 

Very respectfullj. 

AroumurB Lejkknk. 
Plainville. flarlfonl Co., Conn, 



me about 
e-Uiird of 



LEG ABO\'E KNEE. 

Br&kford. New Hamw Co,, Cokn., 0«. 27. 18»7. 
A. A. >[ark9. E-tij : 

DluR Sib : — The limb which I purchased from ;uu receull; Is idviug entire 
aaliifactioD, and is in every way aa recommended. 

lamnowdoin^rnvrpgularday'*! work, and am Imprnvingverj- fast in strength 
and gaining In flesh. I expect iif ter a few months to be able (o do any ontinarj 
work with the aid of your arifflcial Urab sjid will not fwl lh« low of ihc old one. 
UoM n-spertfull; yours. 

Jom* Daley. 



LEG ABOTB KNEE, 

Worn a niblier fool for twenty .two veaia. 

MARBi.eDAi.E. LrrcHPiRLD Co., Cos«.. 0<i 81, 1887. 
Hx. A. A. ALutEs: 

KlHD FxilCHli : — I wish to my a few words In reitard lo ynur anillclal llmha, 
I btVK worn them trom chlldlioixl up. 1 con irutbfiilly .^iieak of their merlta. 
Tbesecondllmhynumsdeformewnsin November, 1(W). Thai limb [ wore until 
two years paHl 

TliLii w«i wenring a limb with a rubber fool for Iwenty-two years and doing 
ordinary liouwwnrk. The rubber fL-et are the moat ilumble. The cost m 

- '- • --- " ■- iiride, 

lucfttiB. Tliey arc superior to the old alyle of wxMka 



Mlr> for that limb 

Vour rubber feel 

Jed with heel tord. 



Rcspeclfully your*, 



Mrs, a. Futmm. 



A. A. UABKS, ABTIFICIAL LIMBS, NEW XOBE CITY. 



868 Main St., Brhmjeport, Conn., Nov. 2, 1887. 
Ma. Marks : 

I>EAR SiK ; — I was in tbe employ o( the Housalouic R. H. na Bwiu^limau for 
■ixTcen jears when Icaughi my right foot iu a frog. 

An enKine bucked on nit- and truBhed my leg. The iiinputation was made 

liiree and oDe-half inches above the knee. I biid an artificial leg made bv ; 

it B^emed as Ihongh I waa having il repaired all the lime ; after a while I haird 
of your rubber feet legs, and had you put a nibber fool on the leg for me. I 
afterwards had jou make me nn entire new leg, whieh I am glad to say has 
given me great comfort and muth satisfaction, I have taken great pleasure 
In recommending your legB to others, and have alwHys been thankea for so 

There is a saying, " It runs in the family." The wooden leg mania Becms to 
have no exception, My bov Willie was ten years old when he loBt his fool by 
the cars on the N. Y., N. H. & H. K. K. The amputation was made threo 
iiichca lielow the knee. 

He is now eighteen and works every day selling papers on the railroad. He 
runs and jumpn on the trains, and is as active as any one witli the naturals. 
Hi! is frequently ai>ked if it was not his brother that Imt his ieg. Through 
your great invention he is almoal able lo forget bis misfortune. Willie says 
there fs no one in the world thai maktfs as noiseless h limb aa vou do. He and 
I botli agree that your legs with nibber feet are without equals to build a poor 
fellow up after he has been maslied lo pieces. 

Roipijctfully, 

^ P.VTKICK BraV. 

LEG ABOVE KNEE, 

Apidird irhrn a Mere Child. 



nAHKe, »ew lorx : 

t ;^I desire to offer you a slight t(«tJmonial of my i;ratitude for the 
I my daughter has ilerived from the use of the artificial leg which 
d f'>r her In May. 1883, and to say here, for the enlightenment of 
are as ignorant in such matters as I once was. that no one should 



Ma. A. A. Marks, New York : 

Dbar Sir ;^I desire 1 
comfort that m 
ynu adjusted fi 

many who are as ignorant fn such matters a _ _ ... _ 
ever hesitate to have u limb adjusted In childhood, as it la 

though many persona advise cripples to wait until they uave aiiameu uieir 
growth. My aaugbter lost her leg In 1879. about three months prior to her 
sixth birthday, and she has won) the artillclal leg made by you constantly 
since 1SS8, when she first realized the adviuilage to be derived from its use. 

She is a powerful cliild in frsnie, and when her leg was removed no hopes 
were held forth that she would ever be able to wear an artificial limb, owing 
lo the amnutatlon being made so close lo the hip joint. The trouble was 
caused by olood- poisoning after a severe attack of chicken-pox. and a double 
ampulatiiin was made, leavine about one and one-half inches of bone. The 
cue is considered a remarkable one, and your success in adjusting a leg satis- 
factorily to so short a stump speaks volumes for your work, which can not he 
surpassed ; and not only has the leg given absolute comfort to the child, but slie 
has grown lo Ihi' age of fourteen years and developed lo large and graceful 
pruptirtions. 

Ever gratefully yours, 

Magoie V. Bbnnkk, 
045 T St., Washington. D, C. 

LEO ABOVE KNEE. 

Oct. 31. 1887. 
Mv Dkar Mr, Markb : 

Il affords me great pleasure lo add my testimony lo the excellence of your 
artificial limbs. I know whereof I speak, not only having had an experfenco 
of over IHi'nty yenrs in wearing nn iirtilirial li'g. but nlsn being a close and 
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iuterealed observer of the work turned out by other iniuiufactureis In IbU 
braiidi or industry, and my experience and observation lead me to the con- 
clusion lliat for comfort, ihirabllity, and the mmi; advanl^gcii (iuchidiiig tile 
sliglit expense of repairs) arising from umplicltj of construction, youra are 
preeminently the limbs for tliose eo unfortunate as to need an artificial for Ihe 



natural limb. Trusting that all who require artificial limbs may come to know 
SB I have, l)j actual test, the boon your benevolent and Indcfalfga' ' ' ' " ' 
Oonterrcd on suffering humanity, 1 remain. 



Yours ?ery fmtbfuUy. 

WlLLIAV QRIFFtM, 

Clerlt Adjutant-General's Office, Wabhimotwn, D. C. 



LEG ABOVE KNEE. 



WiSTKR Havkn. Folk Co., Fla., Nov. 3. 1887. 

Hare worn artlScial limba for Hveyeurs with iiii nnipuiatJou two Inches above 
the knee. Have been conslautly wiUking as hoUBckeeper and clerk in grocery 
store during Uiis time. 

For nearly three years I have been wearing a limb made by you with rubber 
foot. I And it durable, noiseless, and light, needing no repiurs cx(*pt bell and 
shoulder straps, which are furniiihed by you at very low prices, and serve 
nicely as sidrt-supporters as well as holdrng the limb in place. My limb Is 
superior in every way to any 1 have tried, especially the rubber foot, being in 
shape and pliability similar to the buman foot. 

Hrb. F. a. K, Habrib. 



LEG ABOVE KNEE. 

Fitted from Meagurementn. 



Fekkahdika, Nassac Co., Fi.a., Nov. 8, 188". 
A. A. Markb, New York City : 

Dear Sin ;— Permit me to my that your artiflcial leg with nibber foot attached. 
which I have been using continuously since September. 18H6. inall that you liave 
claimed for it. 

I have but seven Inches of tliigh stump. My occupation is U. S. Light 
House Keeper. Nortli Beacon Ranges, Amelia Island, Fla., and 1 have to go up 
and down in one of the ranges 40 feet high, on iron-rod steps, at least twice a 
day : so 1 have goml reason to say your limbs are all you claim for litem. 
Y'ou are at lit>erty to use this as you wish. 

Respectfully yours, 

John Uiisb. 



LEO ABOVE KNEE. 

Fitted front Mcaturemailt. 



LiTE8Tii.t.E. Bradford Co., Fla., November 10, '87. 
A. A. Markb, New York : 

Dkar Snt : — In 187S I bought my first artifldal leg from you. I am now 
wearing ray second. Rotli were fitted from measurements, according to your 
inslntctions. I consider your make of ariillciHl legs the beat 1 have seen or 
worn, and wilb good usace would last eight or ten years. 

When I Iwught ray arlUcial limbs I was living at Blackstock. B. C. South 
Carolina being my native liomo. 1 was tlie cause there of several getting yonr 
make, and since I have been here, nearly four years, several more, one by 
letter from Pittsburg, Pa, He selwled me from your luat pamphlet, as the 
bngth of our stumps were nearly equal, hi.t being the longest, as you know I 
have only <H inches from hip joint; therefore, you see. I muRt ihink your 
make go d, to recommend them so much. The rubber foot ia a great improve- 
ment, and there is no clanking about the leg. which, if there was. would giv« 
me a cose of Ihe jini-janis. for I am very sensitive about my loss anyway. I 
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y gaii. I hope you will ki-cp improving in yiiur 
a forget that thpy are uulijecUt of artiliciala. 
YouTfi wuly, 

J.io. Uaiiholl. 



LEG ABOVE KNEE. 

Fitted fnim Meanarementa, 

Newnas. CowETi Co., Ok., Nov. 14. 1887. 
Mb. a. a. Marks : 

I havu iisvci oae (if jourarliQcialleKs with rubber foot fur two ^eara. UlBoa 
of Ihe best inveaUons of the bind. I i^an do any thing with Ibu leg. Aflerlej 
days it became oatunil to me ; it acver troubles me any morf. 



LEG ABOVE KNEE. 
tVclfd from Meamirement*. 

BueiuL VUta & EllavUle IMIroad CompaDf. 
Jamkk M. Lowb. Vtc8 President. 
BuknaVibt*. MAJUONCo..OA.,N(.v.a4, 1887. 
A, A, Makkb, New York ; 

Dkak Sik : — Replying to yours of recent date, I do not know how to give you 
a stronger eDdorseuient of tlie superiority of your Umbs than to aay I have 
ustxl them WQBtantly for twelve or fifteen years. I cannot say non* how long. 
I lost my lee at the second tuttle of Mauusaaa, in 1B62, and for several years 
after I got well I used several otiier mnkes before I procured one of yours. Since 
then I tmve worn your make exclusively. During tins \or\e Ivrm of years 1 
Iinve liad many business transactions with you, and it is a pleaBUre for me to 
express the utuform taimesa nhirli 1ms cbaracterized your dealings. 
Yours truly, 

J A*. M. LowB, 



LEG ABOVE KNEE, 



Fitted from Mraturenienlt. 

Flovili.4. Burrs Co.. Oa.. Nov, 10, 1887. 
Mr. a. a. Marks. Broadway, Sew York : 

Dear Sir: — In the spring of 18761 reodvedfromyouansrtificial limb, which 
you made for me by rae4ksurcmcnl. It proved a iximfortable lit ; nearly 
eleven years' constant wear ; the india-rubber foot and every part, of Ihe limb arc 
still in good condition. No repairs liavc been necessary, only a renewal of the 
Kuspenders once. It affords me ^real pleasure to uBer my testimonial of its 
great merit. 

Very truly yours. 

A. E. CuANDunt. 

Presbyterian Minister. 



LEO ABOVE KNEE. 

Genesee. HenrtCo.. III., Oct. 26, 1887. 
A. A. Marks : 

Dear Sir : — I received your letter of Oct. 26. My bualacss Jh manufactur- 
ing harness. 1 have worn artificial legs for twenty-three Tears. The first was a 
worthless patent, if ullof lh<' legs tint yours- are of the same style 1 would 
not take Inem as a gift. Poinl of amputation, seven inches from Ihigli. Cost 
of repaita on the one of yoitr make, alwut three dollars. 1 have Worn this 
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one ovtr six veait, ami il is as Rood UkIaj- as nbcn I left jour otHi'e six 
year* ago. I 'huve boarded v/ilh partits six niontlis. and they did not know 
Uial 1 had so artiflcial leg -, the rubber foot fooled Uicni ; men Ltiat have traded 
Willi me for llfteen years gel deceived the same way. For ease and comfort 
rive me tlic rubber fool. I wish evpry man that has had the misfortune to 
Save lost a Ic^ wiiuld try one of your make. 



LEG ABOVE KNEE. 

IIabvaro, MeHEprer Co., I1.L., Oat. 8». 188T. 
A. A. Maasb, New York City : 

Dbas Sm :— For over nineteen yearsl have worn continually an artiflcUl limb. 
of your make. I c«n cbeerfully say that It has given perfect satiHfaciioii. I 
aui a dentist; my stump is but five inches long. I can slaod at my denial cbair 
and openile six hours a day with comparative ease. 

The cost of repairs on niy limb for nineteen yeara will not exceed (15 (siis- 
penderH excepted). I most heartily rccummcno your limbs for comfort, dura- 
bility, and perfect fit from measurements. 

Tours respeclfullv. 

Robert F. Tagoabt. 



LEG ABOVE KNEE. 

Fillfii from MeaturtnwnU. 



Webbkii's Faixb, Chkbokbk Natioh, I*jd. Ter., Nov. 11, 1887. 
Mn. A. A. Marrh: 

Dbak Sir;^I learn that you ore going toprinl a new pamphlet ; if sol would 
like very well to tell m^ storj', 

lu July. 1884. I accidfntally split my right knee joint with u chopping axe, 
■which limb three days Inter was nmpuiatcd four inchra above knee joint, leav- 
Ins me lui eight-iucti stump. 

In January. 1888. after looking around very thoroughly, I purchased my srti. 
flcial leg of you, by sending measurements taken by one of my neighbors and 
myself. I am now compelled to say that, after about [wo years of couinaul 
use, I feel confident 1 made no mistake in taking yuiir patent. 

The repi^rs have been veir small so far ; I of len walk 10 church, over a mile, 
in twmpany with others. My chief occupation is farming. 1 often saw wood 
all day, or I can pick a hundred pounds of cotton in a day. and that is about the 
itmount 1 picked before mv leg was amputated. To all persons who may wish 
to purchase artificial limbs bv sending messuremenis, I will say that A. A. 
Marks' style of measuring.tif closely and carefully observed. Ih 11' good fora neat 
and easy ailing limb as a dime is for a ginger rake. 

Tours truly, 

J. D, Ci.rcK. 



LEG ABOVE KNEE. 

Tittnlffom MfaimTrmf^U. 
919 W. Ohio Bt,, Etassvillf,, Ind.,Nov. 16, 1887. 



Mr. a. a. Harks : 

Dear Sot:— On m ^ , „ - - 

o say that the artificial leg you made me from measuremeuls fits ns perfectly 



Dear Sir ;— On my rptum home 1 found your letter, and in reply I will have 
.__..,._ --tiflclal Ir ^ ' "- ■ — •-■'-- 



KstHwsibt 
If Ihac 



If 1 had come w ihe shop and you had taken ihe measurements yourself. I 
doubt that results would have been better. 

I have worn il for iilioul len monlhs. I pal il on the next dav after 1 irot it. 
ami have worn ii every day since, from early in the morning (ill late at night. 
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Mj occupudOQ Is circular and band saw filer ; 1 keep up all Ihe sa-wB for a liirgo 
«m:ular uid band saw mill. I have lo be on my feet most ull fiay. I get omund 
Khnost anyvbcrc without a «tick. A-i to the rubber foot. I tliinl< It ia the flnral 
thing out. Mine has only worn out two light socks in ten moutlis, and it dora 
not jar me when I make a misstep. I only have etx inches o( a Btump, uiiii I 
get around butler Uian oLber« I we Ihat bavc worn other make of leg.a. 

James M. Pritchktt. 



LEG ABOVE KNEE. 

Pitt&l fTiwi Meamirementt. 

Worn foiir different styles, and likes the rubber foot the beat. 

WoLCOTT, Whitk Co.. Ind,, Oct. 29. 1887. 
A. A. Marks. New York : 

Dear Bir : — In reply to your letter of the 36tli, I Ijike pleasure in saying ihai 
jour limb with rubber foot improvement is the best and most durable Uoib 
mad». I had tried four different moke of limba before I procured yours, and 
jour limb with rubber foot Is Iheonly one that has given satisfaction. 

I have given it a fair lest for over two years, and during that time mv total 
expense Hmounts tu Tii cctiis for one varu of elastic wcbbiug. wbile the limb 1 
used before purcbusiug yours would either break M tlie uukle or snap Oie cordH 
walking on the uneven ground in tbls locality, which kept me rcpuriug it 
one? a mimtb at least. Thu- prinripol advantage of your make over all otlietB 
"■ - ukle ioiul lo b ■ '"' 



Is iie simplu construction ; uo cords or ankle joiul to break, which causcx n.. . 
feel perfectly anfe in using It. I ani considered bard on a limb ; ray friends 
frequently remark that I gel round ou it as if 1 had not lost a leg. I weirh 
164 pounds, and have what is caJled an upper thigh amputation, and my duties 
here require me lo be on my feet nn average of twelve hoursa day. 

Limbs of ollit-r tuake may be all right for those who have uo idea of Ibe 
great improvement vou have maib in lh(? maiiufuclure of artificial llmhs, but 
give me the limb with the rublx'r fnni ns the best aubstitule for the limb left on 
Ox baltle-field. 

ReBpecirulIy, 

Jmo. T. Bradt. 

Co. C, 71»t Rfgt. Pennsylvania Vols. 



LEG ABOVE KNEE. 

FAiRnELD, jBrFEHBoN Co.. Iowa, Oct. 28. 1887. 
fi. A. Marks', Esq. : 

I>itA8 Sill :— As it has been some yeara since 1 purchased my leg of you. I 
think I ought to let you hear from me again. 

It Is now about ten yean* aine« I got (he leg thai I am now wearing, and have 
worn constantly since (I think it was 1877 when I got the leg), und it appears lo 
be. perfectly sound and good yet, never having to be repaired, the rubber foot 
being firmly attached to tlie leg. The knee joint does not rattle or make any 
noise, and ap{>ears to be as good as when new, ten years ago. 

1 own a small piece of ground in this citv (Fairfield) on which I cultivate 
small fruit (strawberries, raspberrit^s and blackberries, currants and goose- 
lierries), I do all the hoeing, pruning, and a good [lart of Ibe picking of the 
fruit. 

1 am a carpenter by tmde. and unrk at the btuiness when not engaged in my 
fruit garden. I climb up and down ladders when at work on houses. Poinl 
of amputation at the niiildle third (or eight inches from Ihe body), lly weight 
IB Hboul 1B3 pounds. 

Till' Irg; I am now ui^lng is the second leg of votir make, and the third all 
lold siiici- 1864 ; my limb was amputated 1863. 

I nm \'ery well satisfled with your make of log, especially Ibe rubber foot, anil 
if thin one gives nut before I do I will sure y havu you make the n— 

R. J - 
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LEG ABOVE KNEE. 
(A Coul Miner by Occupation.) 

Va}» Hbter. DA1J.AH Co., IfiwA, Oct. 89, 111187. 
Hr. a. a. Harks: 

Dear Sir _-! have iised onp of jour patent limbs for six yeoTH and am well 
Batlsfled with it I am a roal mmer by Dccupadon 1 think that your nibbw 




foot ia n apjpnilid 
wish lo, aa long ai 
I have iijnu inches of a stump : 1 



LEO ABOVE KNEE. 
Fitted from Meam/rmimitt. 

Sauna, I^aune Co.. Kansas, Nov. 1. 1887. 
A. A. Harkb. New York : 

Dear 8ik ; — I have worn one of your lejM tor the post two years, and it he 
given entire Hullafuction ; It has never been out of repuir and ia now nearly s 

Ila especial cxeellcDcc is the india-rul>b(.'r foot. 
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I had w6m four legs in the Iwenty-four j-ears from 1865 la 18^, aod allliough 
well made for ibeir kind, not one of tbem ever lasted over two montliB without 
the iinkle-cord givinj; way and the iiuide nuLChiner; breaking, leaving Dothing 
bul u rallle-trap to walk on. Your india-rubbtr foot so completely remedies 
this that, although my leg is umputated within two inches of the body, people 
generally do not obaerve tlial I wear an artificial leg. 

You tnsde my limb from measurements I sent you from this place, and it 
tils me just tin well a» if the measuremonls had been laken by you in vour office, 
I am in the abstract and loaji business, and do a large amount of walklug. and 
believe Uie " Mitrka Leg " will atand twlee the weitr of any other leg nade, 
Y'ours truly, 

8wAYZE T. Cribs. 

LEQ ABOVE KNEE. 

8.\LisA, Salinb Co., Kansas, Nov, U, 1867. 
Mr. a. a, Markh : 

l>i£AB Sir : — I am very gliid lo put my stump on to brighten the fire. After 
having worn one of your artificial legs with the rubber toot for more thau flf- 
teen years I have no he«tatioQ in saying it is the best leg in uw. as it is simple 

aud the most durable of any I have seen, and I have examined the , the 

. the , and worn one of the , but would not use any other 

now if I can gel the rubln-r fool with stiff uukle. ua it never drags ul the toe 




from weight of miid or o 
adjust It. 

I cuu heartily n.<commeud the niliber foot as the most durable and easy ti_ 
handle, and to any unfortunate one iu need of such appliance I would say Ity 
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all means Ity the rubber fool, t have worn artificiiil legs since 18(t2 and do oil 
kinds of work. 

1 am a btacksmitli. and have shod borst's, and I refer you to Mr. D. B. Pow- 
Drs, Ang. Heliport, nail a score uf others, 

I have dug wells nnd quarried flione. aud other heavy work. 

I can walk farther tii n dvun time Ihim au^ man ean on any other kind of s 
leg with the same len)^ of stump us mine ; it is only Uirw iuclies from center 
of hip Joint. 



LEG ABOVE KNEE. 

WiNFiELD. CowLKT Co., Eakbab, Nov, T, 1887. 
A. A. Marks, 'Esq.: 

Dbab Sib : — It affords me much pleasure to bear testimony to the excellenou 
of yourartitidoJ limbH. I htkve worn an artiBcial It-y for Iwenty-flvc Tears, 
having sulTercd nn amputation at the thigh in June, 1H92. 1 tried three differ- 
enl makes i>eforc using one of your make, and give yours the preference over 
all others. My experience wltD artiflclHl legs having metallic springs in the 
feet was not satisfactory, tor the rcasou that the springs became gradiially re- 
laxed, biting the toe drop and cali;li on otistucles. causing an occasional fall 
and requiring frequent renewal of springs. 

Legs made with these springs may be »iaid never lo be in order after a few 
dajB' wear. I have found your rubber foot sufBcienily elastic, and there being 
nothing to get out of order, it stands hard end lon^ service. Living on a farm 
and walking over rough and often ploughed land is a trying t™' '- — -i!"-i-i 
legs, luid none that I luve used will co ' ' 

durability. 



LEG ABOVE KNEE. 

NicHOLABVii.LK. Jebbajcikk Co., Kt., Nov. 8. 1887. 
Mr. A. A. Mabsb, New York City : 

Dkab 8nt : — This <s lo certify that I have been using your artiBciul Icgn for 
twelve years, and have al'^o used two different piitenla before I commeiKWd 
using that of yours. 

I think that the legs you make are superior to all others I have used or Ken ; 
the rubber foot beaU oft the click-<!lRck of other patents. My stump is only 
four inches long from the body : weight 310 pounds. 

I have been superintendent of national cemeteries for eighteen years, nnd am 
now constable of this county. I can ride a horse as good as imy man, and with 

B>rfect control. Trusting tliat the soldiers may use your limb, or give ii a sto- 
factory trial, I remain. 

Yours truly. 

E. HrHNEIDEB, 

Formerly of Co. H. filh N. Y, Art. 



LEG ABOVE KNEE. 



-•. Orebkdp Co., Kt.. Nov, i. 1887. 

A. A. Marks : 

Dkar Siu :— I have worn an artificial leg made by you for twelve years willi- 
out having any repaint done to il. Having worn other makes of legs [consider 
yours far BU|ierior for comfort to any other leg made, and tlie rubljcr foot [a 
fur ahead of any I have ever »cen. Sly present occupation is a farmer, and I 
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have done some plowing. My leg is amputated about five inches above the 
knee. 

Yours respectfully, 

Harribon Rigos. 



LEG ABOVE KNEE. 



Fitted from Measurements. 

Ranoelbt, Pranklen Co., Me., Nov. 22, 1887. 
I have had considerable use for artificial legs, and will say that the A. A. 
Marks is the best and most durable that I have ever used. They are more 
easy and simple thaa any that I have tried. 

J. H. Orbbtom. 



LEG ABOVE KNEE. 

Fitted from Meastirem^^nts. 

Limerick, York Co., Me., Nov. 28, 1887. 
Mr. a. a. Markb : 

Dear Sir : — I have been using one of your patented legs with the rubber foot 
for something over four years. My step is perfectly easy. I have been using 
the leg every day since I received it, and am well pleased with it. I go to 
school every day and walk over one-half of a mile. 

I play ball with the boys. I can skate, and in fact I can do any thing the 
other l)oys can do. I can get about so well I never notice but what I have got 
two sound legs, and in the future you may be assured of the heart-felt grati- 
tude I have for what you have done for me. Hoping you will continue as 
successful in the future, I remain, 

Yours truly, 

Freddie D. Holland. 



LEG ABOVE KNEE. 

Levant, Penobscot Co., Me., Nov. 2, 1887. 
Mr. Marks : 

Dear Sir : — A word to you in regard to your artificial limbs. Your first 
artificial leg I got sixteen years ago last March. I wore it constantly for ten 
years. Your last one I got in January, 1886, and have worn it with perfect 
ease every day. 

My weight is 180 pounds. My business is farming, driving teams, which is 
all laborious work. I am very sorry to say that once in a while I visit the ball 
room, and the ladies all wonder how I can get around so nicely on an artificial 
limb. 

What I have seen of other artificial limbs, it is my best judgment that yours 
are the best on earth. 

Yours respectfully, 

A. O. Wing. 



LEG ABOVE KNEE. 

Fitted from Measurements. 

Belfast, Waldo Co., Me., Oct. 30, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I am glad to give my testimony in regard to your artificial leg, 
which I have worn for the last three years. 

I can say of its merits that it is one of the best the Government provides for 

its soldiers. My first leg was made by Dr. . The leg was a source of 

trouble to me. I was most of the time with a broken leg, and had to wear a 
peg leg of my own make. 

I have worn an artificial leg for 22 years. Three years ago when I applied 
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to Mr. Harks for n leg, Hr. Marks b< 
wlih rubber fool ; I took my own ._ . 

made tlie leg without my presence, and w „ .. .._. 

Aa soon as I received il I put it od, and have wom it ever since ; Uiat was 
thtee years and a lialf ago ; it fits me the best of any leg that I have ever hud ; 
it is the best and easiest leg that 1 have ever tieen. I can say thai he can £ll bel- 
ter from measures scut him than the others did wIicd I weal lo their places. 

His leg is easy and safe. I am it farmer, and have some hard work which 
tries a leg. 

Yours truly, 

Wm. J. Bnows, 
Private Co. D, 19th Me. Vols. 



LEG ABOVE KNEE, 

Pitlfd from Metuniremtntt. 

N. E. Cor. Themont and Pattbrson Aveb.. 

BA1.T1MOHK, MD.pDec. a. 1887. 
A. A. Marks : 

Dbar Sir : — 1 will say as near as I possibly can what I know about your arti- 
ficial legs. Superiority over others I know noiliing , about, for I never wore 
any other but yours. 

I will say this, that I had my leg amputated above the knee 31 years neo, aod 
directly after got one of your limbs, which lasted me 14 or IS years wiln lilOe 
expense to me, only ten or twelve dollars in that time, which was my own fault 
for want of proper care. In fact I might say I have only had two of your 
limbs In twenty yean;, and it cost mc but a tnQe in thai time for repairs or any 
thing else. As to the rubber foot, It can not be excelled. I would have DO 
Other, and never will have any otlier. I must say that as to measurements and 
fittings I have never had any trouble. Both my legs were fitted from meaaure- 
ments. My occupation for the last twenty yeflrs has been in the etoixry bual- 
Deas. This business is laborious for one who undertakes to load and unload 
wagons, as I am frequentlv called upon lo do. In fact, I might aay that I do 
every thing that Is required of me. tlie same as others with natural limbs. 

II is no task for me to climb ladders, which I had to do when I had men 
building for me. 

Tours respectfully, 

Jereuiab Kkadt. 



LEG ABOVE E^EE, 

No. 407 North MotWT St., Baltimore. Mn.. Nov. 7, 1687. 
A. A. Marks, New Tork City : 

Dbaji Sib ;— I lake pleasure in recommending your make of artificial limbs. 
I have been wearine one since December 10, 1880. It is an excellent fit, and 
well shaped, so tliul tew are aware that I have an arllflciai limb. It has coat 
nothing yet for repairs, and seems lo be us strong as Ihe day I received il. 

I have been engaged at manual labor most of the time (repairing furniture 
and upholstering). My amputation Is above the knee, with about six inches at 
etump. 

I am respectfully yours. 

P. J. COLK. 

LEG ABOVE KNEE. 

Fitted from MeaturrmeaU. 

Altamokt, Garrett Co., Md,, Dec. lli, 1867, 
Ur. a. a. Marks: 

Dear Sir : — Your letter of the 3(lth uH, tt) hand. I wish to say to my 
low unfortunates I had my right leg mangled in a quarry ; it was ampula 
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r YORK CITY. 



ftlMTC the koee in Junu. 188S. One year after I purcbased one of Mr. A. A. 
MarkK* patent limbs witti rubber foot. I commenced wearing it abonly afi«r 
getliDK 11. and have wora it every day since. 1 was very pn-'judiced ii^iuat 
ilie HUB ankte at firat, Imt nftrr a little patlent'e I got aloug belter than 1 ever 
especied to, as this was tbe firai artiScial limb 1 i-ver wore. The leg lias far 
cxcerded my eipeelatinns. 

It mw proved to be just what Mr. Marke said wan the beaut; of iLc limb ; it 
doea away vrttt) a lot of nutchlnery ibal I Imve seen in other uliflciul lirolM. It 
U not accompanied with rattling or un unp1i»sant doIm when walking ; thers 
are no gpriDgs, hinges, or bolw to p'l out of order. My leg has not cost me but 
twenty-tlve cents lor repairs In toiir yeiirs. I have givea my leg some hard 
trials ; I have done a gre«lde«l of walking ; I have been on my feet Bometimea 
from seven o'clock in tbv morning till eightand nine o'clock at mghl. My occupa- 
tion is a hiburer. People have been surpriHcd whi^n I told them I wore an arti- 
ficial limb. ilr. Marlu Is worthy of patronage ; what tic says can be relied on. 
I cliecrfuUy recommend hia limb (o all in need. 

Yours truly, 

P. CLnra. 



LEO ABOVE KNEE. 

MotJMT Savaob, Alleoakt Co., Md., On 3n, 1887. 
Mr. a, a. ILvKKs: 

Dear Sir ;— Having lost one of my legs on the railroad some years ago, I 
applied to you for nssistance. and rectavRd one of the moat vafunbli.- limln 
made. I consider Mr. Marks' limbe without a rival, and any person wishing to 
purchaM- a leg can not do better than give you a, call. Aoy person wishing my 
leslimoinial can have it by sending a nlamped addressed envelope to. 
Yours truly, 

John Hem by Pattl. 



LEG ABOVE KNEE. 

717 Bakkr St., Baltmorb, Mn., Nov. B. 1887. 
A, A. MAits§ : 

Dear Sir :— I take pleasure in writing a testimonial for your make of 
legs. By Dccupntio-j I am a Htun&cutter and work every day at setting mantels. 
vestibules and tllbs and wainscoting. 1 go up and down ladders. My leg Is 
off above the knee. My stump is but eight inches long. I have tu fare tbe 
same as all the men in the shop. As much is expected of me as the rest, and I 
get OS much pay. 1 have seen all other makes of legs, and yours exceeds them 
all. The rubber foot leg can not be I>eal for durability. I am wearingyour leg 
seventeen or eighteen years, and It has only cost me about tS.fW outside of 
straps. I would wear no other make if they were given to nie. I remain, 
Yours respectfully. 
Ororob Smith. 



LEO ABOVE KNEE. 

Plymouth, Plymocth Co.. Mass.. Nov. 4, 1887, 
Dkar Sib :- I have used one of your artifleinj legs with the rubber foot, for 
amputation above the knee, for tlic last Qfteen months, and it has proved fiutifl- 
fai'Iory. I am also using a pair of your new suspenders. No. 4. wliich I think 
are the best iliat can be obtained. 

Very respectfully, 

John WAeminKN. 



. MABKS, 4RTIFICIAI. LIMBS. NEW YORK CITY. 



LEU ABOVE KNEE. GIRL SEVEN YEARS OLD. 
Filled from MeamiTumenU, 
14 ScDBrHT Stiiekt, Bobtoo, MAsa., Nov. B 
A. A. MABKe : 

Dkau Sim ;— Mj dnughter. 
Itg fiiniiBliL'il by you about ae 
given entire sHUsfnclioD. 

.\lilioush the ampulSiClon was above the knee, out] tbe liltle padPDt bad not 
uwU ilic limb for more thao three yesrtt previous to its ampucation. abu Avas 
:ible if^reatly (o our aHtonisbment) la walk across the room withmit a eane within 
an hour after the application of the artificial, I consicler the rubber foot the 
best substitute for the natural one that can lie provided, and am happy to con- 
flrm all that you have mid in its favor. An you are aware, tbe leg wa« made 
l>y measurementB, taken by myself and forwarded to you by aiail. The fltwas 
perfect, showiu^ that your workmen were as careful in executing the itrder as 
1 waa in giving it, tihall be pleased to ret^cmimend permua ilcsirous of pro- 
curing artlUcial limlhi 1o piktruiii/e you, us I have found yon as honorable in 
your dealings as the artides of your manufacture nre sa^factory. 



Tours very truly, 
Ob 



FsoHOii: C. Bki'.kwtth. 



LEG ABOVE KNEE. 



Fitlrd from Measurement*. 
17 ExcoAKGB Strbbst. Uarrison Squakk, Doh chbh t b h, 
BuPFOLK Co,, Mass-, Nov. 8, 1887, 
A, A. Mabks. Ekj. : 

Dear Sir i — I have been wearing one of ruur artiflcial limbs for eleven yeurs, 
and I feel as though I ought to tliaiik you for your great invention. I bad mj 
leg ampuljil4jd just above the knee, and thought I should be usclexs the rest of 
my life, but if you could see me go about my houai- and do the work for a 
family of five you would be astonished yourself. I have never worn nnv other 
kind of artiflcial leg, neither could I be induced to even try them, as I 'believe 
there can be nothing more natural than the rubber foot. I thought of course I 
ahould surely have to go to the manufactory, but was spared the journey by 
your excellent method of self-meaauremeiit, I believe 1 have jual as good ■ fll 
as if I hod gone to the manufaclory. About two years ago I had It repaired 
after wearing it nine years, and it is now in us good reimir as ever II was, and it 
bids fair to last nine years longer, if I live to keep it gfung. 

Long may you live to see your great invention walk, nm, skip, dance, and 

Yours, very reaiM.-cl fully, 

MhS. I. KlEHSTKAD. 



LEG ABOVE KNEE, 



Mattapan District, 18 IticiiMoiii} St.. Boston, Masb., Oct. 27, 1887. 
Mr. a. a. JlA.RKe : 

BeAitSiK :— Yours of llie 2(llh inft. received this day. I must say that lam 
more than willing to testify in regard to your arliHcial limbs. In April, 18W. 1 
va» injured at Somervillt, Mass, , by a runaway horse so that amputation wss 
necessary live inches above the knee. 1 sent for one of your pamphlets, nnd 
then started for New York, November. 1886. and that same monlh and year 
began to wear your artifldal leg. and have not missed a day in wearing it sinco 
the first day I had It. 1 am a carpenter by trails, and in Hay. 1881. Just twelve 
months after being hurt, began to work at the bench and have worked about aH 
summer nnd am surprised to know that I ever could get around so well. I 
walk to my work, and sTiind all day. and am not any more tired at nlgbt than If 
I had botii my legs. Without It 1 could do nothing, but with it can get along 
almost us well as before I lost my leg. My leg was very large when you 
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measurMl it, so I bad to get a new socket, and thought I would Iiy and save 
timu ftDii t-'xpense, and htul it doaeinBostoD, but have been sorn- ever since, for 
I have tnken very Utile comloit since, for Bosiou parties do not have such b line 
of business, and therefore do not undereljuid fitting a socket, for I suppose you 
lit ten to their one, and the one tbat they made for me is just like putting my 
leg into a lanl pail, for the ed^ is so sharp it almost cuts the flesh, but the one 
I got from you was verj- comfortable and fitted like a glove. Just as soon an 
I ^I^ed tomake another change I shall com? to you, regaralesi of time or money ; 
(ive me your leg and no other. 

Yours very truly, 

Chari.eb C. Moulton. 



LEO ABOVE KNEE. 

LiKDEK, Gekebke Co., Mich., Nov. 7, 1687. 
Mn. A. A. Marks. New York City : 

Witb pleasure I endorse the rubtier foot ui thu best artificial foot manuftic- 
lured, lu my opiuion it bas no equal for dumhillty and stillness, and for my 
iiw is fur ahead of any ankle joint limb I ever saw ; and 1 have seen a good 
muny different men's make and worn one about two years which cost me fiSO 
for repairs. The limb I am wearing now was made by A. A. Marks thirteen 
-""-s ago last winter, and has been in constant uae ever since, anil has nut 
more than one dollar a year for repairs. 

Yours truly. 



LEG ABOVE KNEE. 



Fitted from MeasurmaenU. 

CA1.UMET, IIOUUHTOS Co., MiCH.. Nov. 



A. A. Marks' artificial leg for over nine yi'iirs, and can say it has given me per- 
itci Ml tinf action. I can highly recommend tlicm lu any person that is in need of 
an artiricial leg. In re^rd to walking, I cannot speak as those who have a 
louger stump, for mine is but six inches from the body. I walk half a mile to 
and from my work, and I have never missed a day through the severest storms, 
and 1 hnvo gone tlirougli some pretty heavy snow-drifis off Lake Superior. 
Dr. Niles of Cnhimet came to me for advice. I recommended to him your 
arllfldal limbs. There are Ihree of an in this town wearing your legs, one 
niachinift. one carpenter ; I am an engineer, and have been ruoDmu the enmne 
for the Calumet Miniui! Co. forever twenty years, and get around the macluDtf 
uU rijcht without the assistance of a cane. I can climb ladders without fear of 
■lipping. 

From yours truly. 



LEG ABOVE KNEE. 

Filled fnnn Meiimri-mtnl/i. 

Cbtstai. Sphijtiis. Copiah Co.. Misb., Nov. H, 1887. 
Mb. a. a. Marks : 

DsAB Sir : — 1 have been using one of your patent artificial legs for over six 
years, and I have found it to be al! you claimed it to be. I have done u great 
deal of heavy work on my farm since I have been using your arUficial leg ; as 
I have never used any but youre. I can not say any thing about any other, but 
I can recommend your limbs lo uiiy one as being good and durable legs. I 



., MABKB, ABTIFICIAL LIHBB, NEW YOBK CITT. 



would nol use auy ctlier, us I know llie rubber fool is a great improveineiit o,_ 
arillicial legs. My leir fits well, ll has given perfect satisfaction. My 1^ 
wus utuputoted Just abuve the knee, Thomab Obateo. 



L£Q ABOVE KNEE. 

RoLi.*, PiiEi,PB Co., Mo., Nov. 5, 1887, 
A. A. Makbs, Esq.. Npw York City: 

Dear Sir :■ — I lake great plensure in recommending your artificial limb 
espednllv for llieir durability and superiority of the rubbvr fool over all othen 
My left fiuib is amputated jiist above the knee joint, 1 have worn one o ~ 
limbs since April, i»84, and it has nol cost me one cent for repolrH to tlil_ _..„^^ 
I walk easily without a cane, and liave no difflcultv in followine my prof«B8io| 
Your style of mem u rumen t» in perfect, and by following your iiwirucilonB id^^^ 
one can ]nsi as well be fitted at home as to go to tbe city, I have takt 
measurements for limbs, and amons utiicrs when double amputaliou had be)l£ 
performed. In all cases perfect sattsfactiun has been obtainea. 
Very truly yours, 

J. D, Castbhteb. M-D. 



LEG ABOVE KNEE. 

FAmattHv, Jkfpekbon Co., Nbb., Nov, 18, 1887, 
Mb. a. a. AIakks. New York: 

Dear Sir : — Yours of October St) at band. In reply would Hay 1 think tlw 
rubber fool is just the thinjr. as it is very durable, never getting out of repMT.i 
I am farmins and have done some very hard work, but have nol ptiid foraj 
done any repairs yet, now over two years. 

I am yours, etc., 

W. P, &jnni£». 



LEO ABOVE KNEE. 

Weepwo Water. CAasCo.. Nkb,. Nov, 19, 1887. 
Dear Sir : — As far as your limb is eoncerned, I am glad In recommend it. I 
ts a delight to une it. After wearing a limb for nine orteu years I knowbowll 
appreciaU-' it. The foot movement is so noiseiesa and easy that I'd not Ihiid 
of going back to my old style. At first I thought I ncoer could use it, but in i 
very little while (a day or two) I found I could. It has grown better and b«r 
ler right along. And nriw rather Chan go back to the old style I'd pay you It 
H year just for the use of yours, and I'm not rich either. Again it pleaaea m 
friends : they say 1 walk better, easier, etc. Then there is your new idrap : 
seems to me it is of equal value with the limb. It is as much an addition to 
comfort in Hitting, reefining. and walking, lifting, etc, , as the limb itMjf , Oli, 
how straps used to drag, and how burdensome when hot and tired and hur- 
ried. But this is so no longer. Borne one may think that I had a poor limb In 
start witli. Well, last winter I wrote to the Seienlifie Amfriain. asking Iheni 
lo recommend to me the best inventor of artificial limbs, and they sent me yout 
address and the address of the manufacturer whose limb I already had. Tbil 
limb vmt a good one as for as a limb can be, 1 believe, that does not infringe tm 
your patents. I would nol take that limb now as a gift, even lliough 1 had "" 
pay $SO0 down for yours aiid $B0 a year royalty. Now don't ymi ndse tl 
price because 1 say this. Your slraps move bo freely through the little pilll^ 
im tbe limb that the strap is not dragged back and forth over the et ~~ ' ' 
in the least. Only tlioae who use your strap can appreciate its value. 
Yours truly. 

Rev, C. H, Dalrympul 



A, A MASKS. ABTUIOUL LIMBS. NEW VOBK CITY. 



LEG ABOVE KNEE, 

nixtERB, Colfax Co., Neb . Dec. 4. 1887. 
Dkab Sir : Tour limb bus gfrun [tic ^ood service. 

Respctt fully. 

Ja»eb Hill. 



LEO ABOVE KNEE. 
FVIIfd from Measitrtmiet>)». 

Bhadsoaw, York Co., Neb., Oct. 81, 1887. 
Hr. a. a. Marks: 

Dear Bir : Your lelier or Inquiry duly received. I am bappy to iaform you 

that llie HTliflcial Ifig you nisde tor me nearly tour years ago proves perfectly 

Mlisfaclory in every respect. I cliecrfully recouitneiid it lo atiy one. My left 

leg 1b anipiitaloii above the knee, and 1 have worn the leg you made for me 

I tlrst arit jl. I have not paid out a particle for repiiin yet, ivltb the 

of a pair of susppoders. 1 thint the leg is good for four years more. 

netting H little short now, because I have grown »)me in the lost four years. 

Ibis is not the fault of Itie limb. I am a harness-maker by trade, ana any 

wauling loformatiou may write to me. 

Yout» truly, 

Albbkt Broker 






I 



LEO ABOVE KNEE, 
Fitted from Me<wtretnttiU, 



Nov, 1, 1887. 
.. A. A. Marks : 

Dkar Sib :— I have worn one of your artiflcial limbs nearly Uiree years, and 
although 1 can nol say how they compare with limbs made by otliers, as I have 
tipver worn any other kind. I think the rubber fool isa good tliinir. as it is per- 
fpclty noiseless, and up to this lime has not c|Ht anythinc for repairs. 

I have had to have a new soeket made, as my stump has shrunken since the 
limb was GrsI applied, I can vouch for your succewi in litting from measure' 
mcjits given. 

My occupatioo Is that o( a carpenter, some parts of which have been very 
trring lo an artificial llmli, 
Pomt of amputation, half way between the knee anil thigh. 

Yours vf'rj- Irulv, 

llKRBBRT W, Pickett. 
Srhol. Cdob Co., N. H. 



LEO ABOVE KNEE. 

508 Grove Street, Jehbet City, N. J., Nov. 3, 1887. 
A, A Marks. Esq.: 

Dear 8rR :— I am well satisfiwi with your leg ; don'l want anything belter, 
and don't think there is anv tliini; lietter. I am now uxing limb made for me 
last summer ('86) ; this is ihe second one. The one previous was in coallnu- 
ouB use for fifteen years, and with very little work could he tixed so it would 
go for several years yet, I nerer had any thing done in the way of repairs in 
«U llifs time, only what I did mvself, which was verj- little. 

Youre, E, J. BriTON, 
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LEG ABOVE KNEE. 

Fitted from Measurements, 

Elberon, Monmouth Co., N. J., Not. 2, 1887. 
Mr. a. a. Marks: 

Dbar Sir : — I can hardly find words to express myself in regard to the arti- 
fleial limb I purchased of you. I can go most everywhere, upstairs and down. 
I do for five in family, without crutches or cane. I can climb up step-ladders 
and wash windows and work as well as any other woman. 

Yours truly, Mrs. Reed. 



LEG ABOVE KNEE. 

Hackensack, Bergen Co., N. J., Oct. 28, 1887, 
A. A. Marks, Esq : 

Dear Sir : — I take pleasure in testif3'ing to the satisfaction I have derived 
from the use of your artificial limb. About eight months ago I had my leg 
amputated above the knee, and have worn Mr. Marks' artificial leg now for 
three months with entire satisfaction. I wish particularly to recommend the 
rubber foot. It makes walking more natural and easy on account of its 
elasticity than a wooden foot, and more confidence can be placed in it. In my 
opinion it can not be too highly recommended . 

I am, yours, etc., 

Arthur Christie. 



LEG ABOVE KNEE. 

Newark, N. J., Oct. 31, 1887. 
Mr. A. A. 31 arks : 

Dear Sir : — I am pleased to give my testimony in regard to your artificial leg,, 
which I have worn for the last four years. 

I have worked on it everj' day since, at, my trade as Currier, in a leather 
factory, where I have workea over thirty years. 

I was greatly discouraged at first, thinkmg I would never be able to wear it. 
I can do as much work as I ever did. 
It is a strong, durable leg. 

Truly yours, 

Arthur Johnson. 



LEG ABOVE KNEE. 



Nov. 5, 1887. 



Mr. Marks : 

Dear Sir : — In regard to limb I have of your make, words cannot express 
the satisfaction it has given me. I have worn it five years constantly, and to- 
day can walk five miles, which is wonderful, I think, considering my limb is off 
alx)ve the knee joint. I have had no repairs except for lengthening in that 
time. The rubber foot has no worthy rival. I lake great pleasure in 
recommending your rubber feet to those that use artificial feet. 

Yours respectfully, 

J. C. Green. 
Ticket Agt. D. L. & W. R. R., Rockaway, Morris Co., N. J. 



LEG ABOVE KNEE. 

Westpield, Union Co., N. J., Oct. 31, 1887. 
A. A. Marks : 

Dear Sir : — I have worn your limb since 1867. I think the india-rubber foot 
is the greatest of inventions. It gives ease to the stump. No clicking in the 



•nkle. I have a seven-inch sluni)) above the knee ; left li 
miles a da^. 
Hy occupation is a fanner. 



LEU ABO\'E KNEE. 
Testimokial. 
„, ir Mrrlflcialleg : Book agoQi. 
It tlie peace eij;bt years ; township colwclor ol laxea : light onliuary 
work ; nulling wood ; ^rdening : gathering (ruit, etc, 
ai. How long worn : Since Juljr, 187(1. 

dd. Point of umputatian : Left leg ; thigh : eight indies below hip. 
4th. Comparative cost of repaid : No cost except for aaapenilers. 
Qth. Other information ; Worn ronstantly with great comfort, because of Ita 
light weight aud soft, ticxlble rubber foot. I can tnithtiiUy Icatifj with 
pleasure as above. 

Yours very truly, 

jAitES Ho FT, 
QlAKEBTOWN, HUKTBRDOIi Cu. K. J. 



LEO ABOVE KNEE. 

Perth Asraov. Middlkbex Co,, N. J., Ocl. 28, 1887. 
A. A. Marks : 

Sir: — Voursof the 36th inst. at hand. In reply would sav it afforda me great 
pleasure to testify to the durability of the rubber foot and the ease in walking. 
especially over rough roads. The artiflcial limb 1 now have has been in con- 
■lant use nearly six yeurs and is in good condition ^et. I naik a mile and one- 
half to my place of employment, mornioK and Qwht, and am on my fi«t the 
greater part of the day. The limb has at all times given the greatest satisfaction 
and there has been no coat for repairing, only for suspenders, etc. which muni 
necEssorily wear out. Of course tbo ease and comfort to bo derived from an 
artiflcial limb is in the fitting of same to the Ktump. 

I can say you have well pleased me in this respect, which whs done from 
meaaurements taken on butone visit to yourofHce ; and as my limb is amputated 
oight inches above the knee, the Qttlng is all that can be deslretl. ThankJiig you 
for past courtesies, etc., I remain. 

Gratefully yours. 

J NO, P. Kenka, 
Train Runner L. V. H. R. 

LEO ABOVE KNEE, 

Oct. 81, 1887. 
I liave bt*n wearing one of A. A. Marks' ailificlnl legs for twelve years and 
find it superior to any other in use. 

1 wore one of . The simplicity of the springs and durabili^ of the 

Marks leg places it above any that I have ever come in contact with. I am a 
man over 900 pounds and if not for ita durability it would not last so long, 
I am a carpet weaver. 

Hdoh Mvlhollanii, 
LOKe Branch YiUoAoe, N. J. 



LEG ABO\'E KNEE. 

Not. 28. 18S7. 
Mr. A. A- Marks : 

Dbab Sir ;^A little more than twenty-three years ago I lost my right leg 
above the knee from a gun-shot wound. 

When the surgeon examined it and told oii' that it would have In come off. 
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my first word was, " I wish the ball had gone through my heart," for I thought 
I would be a dependent the rest of my life. 

Being in Washington, D. C, I went to the patent office and looked over the 
different models. I chose what I tliought was the best. For three vean 
I worried along with it, most of which time the leg was on the sick list, and you 
may well think that I had but little hope for the future. Twenty years ago- 
next March, I think it was, I got one of your artificial legs with rubber foot I 
had no faith in it at first. In 1870 I got another of the same kind, and I wore 
the two until 1885, with an expense of but a few dollars on both. 

In 1885 I ^ot another, and am still wearing it, and I do nearly all kinds of 
work. I think nothing of starting out in the morning and spending the whole 
day gunning or fishing. I spent last winter canvassing and collecting as an 
insurance agent, but perhaps the best test was about two years' working in a 
factory, when I made packing boxes, put them under a press (when packed), 
nailed down the covers, put them on the scale, weighed them and put them 
awav. 

The cases weighed from 300 to 500 pounds each. 

And not only that, but there are scores of people with whom I have been 
acquainted for fifteen or twenty years who do not know that I have lost a leg. 
If any person can make me a better leg than yours I would like to see it. 

Respectfully yours, 

E. D. SCOFIEIiD. 

Passaic, N. J. 



LEG ABOVE KNEE. 

Oct. 28, 1887. 
A. A Marks, Esq. : 

I am still wearing the leg you furnished six years ago. I have worn it com- 
fortably with less than six dollars cost for repairs. My occupation (house 
painter) gives it a good test. I can and do work on scaffolds, ladders, in fact 
anywhere. I have but a three-inch stump. I am well satisfied. 

Yours truly, 

ROBEBT H. PeBRT. 

Pamrapo, Hudson Co., N. J. 



LEG ABOVE KNEE. 

129 Liberty St., New York City. 
Mr. a. A. Marks : 

I have worn your make of artificial leg ever since the rubber foot was in- 
vented, and gladly testify to its many superior qualities. Enrol me as one of 
your lifelong patrons. 

Joseph Trow. 



LEG ABOVE KNEE. 

Nov. 1, 1887. 
A. A. Marks, Esq.: 

Dear Sir : — Your new kind of susp^enders are of great comfort to me. 
Designer by profession, I can work easier while sitting, and get up without 
strain. I am so satisfied with them that I do not hesitate to recommend them 
to all aflfticted as I am. 

My leg was amputated Augu.st 25, 1886, bv the eminent surgeon, W.T. Bull, 
four inches above my right knee. I have been using the natural shaped arti- 
ficial limb you made for me in October, 1886, ever since. I thought to express 
to you my sincere admiration for your work. You can very well be proud of 
it. The rubber foot is in excellent order. It has kept its graceful ori^al 
form, and usage has improved it. The joint above the toes lacing more flexible, 
its motion now is even more natural that it was when new. The mechanism 
under the knee is also in perfect order and as strong and sound as it was a year 
ago. Thanks to your successful manner for measuring and fitting with such a 



junt of trouble a« 1 liuve eitperientvd, 1 can buy tlial yoii have pvi-n 

me almost nnother natural leg. Hemembcring with pICHsun; the courteous 
ire&iraent I met witb at your rooms, I remain. 

Sinceroiy yours, 

J. H. Sai'er, 

UT West 16th 9i., New Tobk Citt. 



LEG ABOVE KNEE. 

3S4 West 2ad St., New York City. 
A. A. Mabks, Esq.: 

Dbar Sir: — I talk the Marks leg every opportunity I hnvu. I conrfder (t by 
all odds the best, niosl reliable, iinil mtwit durable lejr made. 
Your truly, 

T. C'l.ELl.ANO. il.l). 

July 7. 1871. 



LEG ABOVE KNEE, 

.M3 llth Ave., New York Citt. 

Patrtck J. Monagtian wishes us to write his enclorsemeDt of Ibe Marks artiS- 
cinl leg. He snys lie pod teslfry lo il« many good i|ualitie8. The rubber 
footaiM fll arc perfect and highly Hatiatactory. M. 

, 1887. 



LEO ABOVE KNEE. 

Oct. 27. 1887. 
Mr, a, a. Marks : 

Pbar Sir :— I lind the misfortune lo have my leg cut off by being run over by 
A intln «iTiie seven years ago. I was recommended by a fnend Ui gel one of 
your urtiflt-ial limbs. Hud 1 did so, I have worn the some for the tmst six years. 
It has given me perfect satisfaction. It has cost me hut little for repairs. I 
highly reoommend it lo anyone having use for same. As for me. I would wear 
no other, I am now employed on road and gel around well. 
Yours respect fully, 

Jons .1. Mdrphv, 
859 11 111 Ave., Nkw York City. 



LEG ABOVE KNEE, 

Oct. 27. 1887. 

Mr, a. A. M.^HBS : 

About three years ago 1 had the misfortune (o lose my left leg by amputation, 
U) save my life, and for llie space of three months I liad to use crulchia. My 
hands and nrins bcenme almost paralyzed, so that I could not lift them over my 
bead. Then I thought 1 would try one of your limbs, and ^nce then I have 
the use of my hands and am able lo do my work satisfactorily, or as near as can 
be dune in ine grocery businesB, I am working in the store from Ave A. U. to 
nine f.M. every day, I do not know what I would do without it now. I 
have seen tlie limb« with wcmden feet, but 1 prefer Marks' rubber foot. 
Il has not got that click-clack soimd so often hearct from ollicrs. Another ad' 
vantage it possesses is thai it is so simple in Its construction that a child can 
take it apart ; consequently it is not so apt to git out of order. In the three 
years Ihnt I have worn your valuable limb it has coat me about two dollars 
for eschangt^ of braces, 

Wit,L:AM A. Kkllv, 
20 Bedford St., New York City. 



LEO ABOVE KNEE. 

J fty 8 Tian of Affr. 

SSI Emm mUi St., New Yokk Citt, No*.. ]W7. 

^^^K^««.~^t <to« t tbmighl it iuipuwilbli' lu be sblc lo use (me af voi 
^^HEo^Ah ^iM ^IN U iDaDttiE' Inul I uow dad it givrii me emln utMi 
^^^l^v^ aua ran aad wnllc nearly l<i perferllon without in v stick, 
^^^u ^aiKMiwtnl anjr one wba Kboultl be mj unfortunHlt- m b) kiM< ■ Un 
-^H — ■! ^t >«■! MtiBcial ooM. 
^ ' Respwilfully, 

EarhkotHkhs. 



LEO ABOVE KNEE. 



a Leg Nine Venn Without Repnin. 

Oct. 36. 1887, 
t»aa» : 

.. I ^TV worn BrtificiaJ limbs for the last twcnty-Oveye&ra. Hvri^hi 
. . ■- ibout six inclies from the body. I have worn le^ of three 

^ r>ut for durattiliCy and simplicity of worlimaDsbip I ptrla 
;bi'ra. It makes no noise In walking, and is verr easily l«km 

" I 'f u one of your legs for nine years coiistantly, wiihoul spending 

Youra respoclfully. 

Wm. a. Dotlk. 
TM Bth Ave,. New Yobx Citt. 



LEO ABOVE KNEE. 

218 E. 88lhSt . N. y, CtT¥. Oct. S8. 1887. 
4. A- Ham*. 

- HtB I— 1 am grefttly pleased with mj liiob. and am improTloc vvrf 
I ilo not use my cane. Uiss Rosa Eogiui, who hns one also, is In t*" 
with me. HIsB Easau walks splendidly. 1 shall walk as well 
testimonial, I will gladly stale all that is pontible. thai I am murk 

Hub Mauv A. Qibsok . 



LEG ABOVE KNEE. 



Nbw York Citt, I>iv 8. 1887, 
UlL A- A. Mabks : 

IMuH Sill ^ — Allow me lo aay a few words in praise of your Hrtiflrlai leg with 
lubbwr foul- I conudcr it the bml 1 linve ever hod. Having worn oihiV 
■iaIim for a number of ynirs uut ns I lliousiit the beat, 1 was pcrsuadnl ta 
haivTou make mc n Icg.nnd I am than k fill tViat I did. for 1 mn now walk with 
MM1' ewe and comforl and a f^rrai^r distance with Imk fatigue than I etrr 
tvuM. with ll]'- otber so-csllwl best mnke of artldeinl legs, 

t txin>ii'1>'r the ruliher (or* n gresi lulvantii^ ovrr the old atyle, aa It makfw _ 

M walk Willi a niro iwy niotinn, I believe my slurnp U iw flbolt as could 

I wr«r Ik )'X. aiupntiitlon lukving been mude two iQehr* and one-half fniin 

I Joint. I am a gvmnast by iirofessiun, and known as Frank S. Ourr iif 

r* RrutliiTB. uud I do a great amouut of walkinglaround, mid usr tin- \vg 



.. MARKS. ARTIFICIAL UHB8, KKW YORK GITV, 



5 repairs with your leg 



LEO ABOVP; KNEE. 



Nov. 1. 198T. 
Mr. a. a. Mark?: 

Dbah Sib ;— I have been using one of your nrtiflciEJ legs tor the past four- 
teen vean, (luring which time they have given entire sutisf action. The lost 
one 1 got about three years ago, anil have not had lo have it repaired in any 

The rubber foot acts splendidly. I think it is near perfection as any one could 
wish for. My oecupation, that of gate-keeper, requirea me to be on my feel 

Cty mui^h all the time, and 1 do a great deal of moving around, which I am 
. py to say I can do without much difficulty. My leg was amputated about 
rix or eight inchea below hip joint, so Ibavebut a very Siort slump to work on, 
I shair cheerfully recommend any one who Is so unfortunate ai to need an 
artiSeial leg to call on you. 

I remain yours respectfully. 



LEG ABOVE KNEE. 



1. 37, 1887. 



Mb. Maiikb: 

Dbak Si]i : — 1 have worn your artificial legs for about seventeen years. 

I have a thigh amputation, a five incli stump. 1 have worn five other legs 
of different makes, and 1 would not accept of any other ]c.g, if I hail to wear 
them If they were given to me. 

They are always creaking and out of order and eating the stockings at the 
ankles : also the shoes, and in a tliort time they cat tnemselves away at the 
ankle joint- 

I urn a carpenter and work at my trade. I have worn oue of your legs for 
l«nyears, and I could have worn ft longer. 

Tlii-y never get <mt of order. The first one I wore seven years. 

I am now wearing the third leg 1 have had from you. and I have nlwitys 
recommended your artificial leg in preference to all others. 

Respectfully yours, 

Abr.^m D. Clark, 
387 Hth Street. Brookltm, N. Y. 



LEG ABOVE KNEE. 

Nov. 15. 
Mr. a. a. Marxs: 

Dkah 8in 1— In May, 1883 ,1 vras so unfortunat«a» U. ' 
knee. In Seplemt)cr, IgSS, t was adviM^d U> procure oni 
limbe with rubber foot. 

It now gives mc sinci're pleasure to be able to inform you that the artlQciul 
leg which'yoii made for me has more than realized my expectations. The 
duralilliiy of your patent Iws, I think, been fully established. The foot appears 
to be as good now wt when I Urst commenced lo wear it. over five years ago. 

I che^ully recommend your legs lo all needing lliem, I remain. 

LeosARU Manx. 
115 Grand Street, Brookltk, N, Y. 



A. A. MAKES, ABTIFICIAL LIMBS, NEW YORK CITV. 



LEG ABOVE KNEE. 



1 the Law 



SDS Fifth Atc, fiaooKLTK. N, Y., Doc. 19H7. 
A. A. Uarkh, Esq., ArtiBcial Limbs, etc.: 

Dear Sib : — Uuving lost my riglit Iva four inchiai from the hip joint iti 
dufenceof the Union at the battle of Buil Run, Jul; 31. 1861. rh l>it Si-WAnI uf 
Co, I. 79th N, Y. Vols. (Higbliuiilcra), and coming liomo a utroled prisoner of 
war from Ricbmonil. Va., October, ISei. the Hun. Bimon C&meron was then 
Preaident Lincoln's Secrelaiy of War, who. when he saw me, moat fueliugly 
aulUnrised me to procure the best artificial leg made and »end the bill to luiu- 
There was (onaerf a committee of gentlemen, of whom Capt. H. A Ellis, lali) of 
the 17th U. S, Army, was one, who eiamined several artiflda! Ices cif tlie ilay. 

amougsl them vours, . . etc., and wisely decided that I should have 

one of your niuKe, ae in their opinion best for my purposos. 

1 was measured, fitted, and received the leg from you in December, 1801 
^Qva. Biwon CamiTon sending his check in payment for same. 'Dux was before 
the Ooveniment provided Itmta for its crippled defenders), HIne. 1 believe, was 
the first artificial leg made to supply a loss caused in the Rebellion. You 
remember that this leg. your owu make, had an ankle joint : well 1 remember 
its " clap, clap." every step I took. Your patent rubber foot came soon afl«r. 
I bad the rubber fool applied to my leg. and no person but those afflicted ai I 
am can appreciate such n magical cliange. In fact. I felt like a wliole man 

So much so that my friends, acquaiatsnces. and strangers wbora I met In my 
traveling would not ie convinced until 1 exhibited your leg, so near was it to 
lierfectioa and nature. I wore that leg for some twelve or more years, dcrfng 
some " tall " walking, riding over rough road-s, being attached to the 9tli army 
corps, army of the Potomac, as Dutlcr. etc., in that corps, rampuign in Virgiola. 
Eeutucby. Tennessee, etc.. and In all those years I wore the rubber foot wjvirli 
was substituted for the ankle joint foot. I have had two l^s from you sim^e, 
I am now wearing the third with the same perfect satisfaction, and I am witl- 
ing to testify to its usefulness in a two-mile walk with any wearer of a difl!er«ul 
make of arlificla] leg with the same length of stump, I have tried oilier 
makers' legs, hoping to better myself. This experience ha« convinced me 
that your rubber loot has no superior. My buaineas is clerical, with a con^d- 
erubfc share of standing and walking. 

It ii witii pleruure tliiit 1 make the above statement and permit you tA make 
what use you Ihiiik proper with it. 

I am respectfully, etc,, 

Jim. UcKbkzib. 
Late 1st Scrgt. Co. I, TSth Regt. 



LEG abovt: knee. 

Okoroe W, PisciufKT, Attorney and Coimaellor at Law. 
28 Court St., Brooklvn. N. Y,. Oct. 28, 1887. 
A. A. Harks. Esq. : 

Ht Deab Siu :— I have used one of your legs since 18B8. 

It serves me well. 1 have become so accustomed to it that it has become a 

part of me. In 19661 used one of 's legs, but I got so ■■strapped" with 

that that I gave it up, 

Sinnj you have allowed me to walk on vour teg it has only visited you once 
a year, and that for the renewal of slioulder-straps. 

My leg is amputatiid above the knee. Your rubber foot is a great iaveotion. 
and the longer I use it the moru I wonder when I see people stumping along on 
one leg when tliey can use one of youra. I hope, for the l>encflt of the le^esa 
and footless, you may not fall short of a broad and extensive patronage. 



Vol 



Geo. W. PiNCKSEi 



1. A. ilABKB, AE'nFICIAL LIMBS. NEW YOBS CITY. 



LEO ABOVE KNEE. 
" Your leg served me for aevenU*ii jcars." 

137Wft1ujn9t,. Bkooklyk, N. Y.. Not.. U. 1887. 
Mb. a. a. Marks : 

I, Peter Schwartz, invHiii) from llie U. 8. Army. 46lli Ee^l. Cu, F.. N. Y. 
Vols., bad my leg iimputaled four inrbea from bin, and n.m iveariug one of 
your lees wbicbbas served lue for seveuii'en yews. I have fouud your nibber 
foot lobe the besl. 

I liave Iwd n great deal of walking to do in my f^trraer years Ibrough ruin, 
BDOW', andicL', uod Lave never bud any trouble, I remain. 



LEO ABOVE KKEE. 

Flatbcbh, KisosCo.. N. Y.. Nov. 1, 1887. 
A, A. Marks i 

DttAR Sir :— I think it but just ns a tribute lo yourskUl and ingenuity in the 
manufacture nf artihcial legs lo slate my exp<^rieDce of your makx as compared 
witli other manufacturers, 

I liBve worn artificial lean for fourieen years, prpvioii* to obtaining one of 
your make, and must say tbut yours far BurpaKaeii any thing I have ever bad as 
to ease, durability, and comfort. 

It is therefore with much pleasure that I assure all in need of help in tlut 
line that they will find it to their advantage lo give vou u call. I may state 
that I Imve worn yoiu rubber foot now four years ana it has not cost me any 
thing for repairs. 

My occupnliou is thiit of barber and hairdresser, which t 
deal of walking und i^taiiding. 

Yours rcspetlfuily. 



LEG ABOVE KNEE. 



John Btoll. 



Oct. i 



Kb. a. a. Marxb, New York : 

Dbar 8ik :— While a pollccnian in New York Ctly Aug, 36. 1874. I had the 
mitfartuDC to have both of my legs broken while on duty at the French dock, 
foot of Morton St, After bvtng in Uie hospital nearly a year, 1 had to have my 
right leg amputated four inches above the knee. Id the spring of 1876 I got 
of vou a leg with a nibber toot. I think the leg and fool are the beet maue. 
All Uie Icff bus cost me is for suspenders. I have l>een wearing the leg every 
day since I received ll. I remain, 

Yours very truly. 



LEG ABOVE KNEE. 

WooDBiDB. QcEKKB Co.. N, Y,. Nov. 4. IS87. 
Hr. a. a. Markb : 

Dear Sin : — In Au^st, 1887, I loNt my leg by an explosion in a drug store 
it WInfield. L. I. Being young and my stump very short, I did not think that 



I could wear an artificinrieg at all. When I grew to be of age my friends and 
neighboiB begged me to try one. In the spring of 1682 1 received one of you 
full-length legB. which 1 now use and have been using every day since wlthoii 



any trouble. Hy occupation Ih a fiagmnn and guleman on the Long Island 
R. R.. which rc'piims me to tie ou my feet walking across three railroads 
changing signals every three minutes for twelve hours every da^, I must say 
your leg does not mate the uoiiic Ihat I luive heard frijni other kind- . In fact, 



1. MARKS, ARTIFICIAL LIMBtj, NEW YOBK LITV. 



It has brought life back to me aguin. 
Any body wisMog anj iDfomiBlJon o 
udaresscu to me on the aubject. I am 



JOHH H. SCHAEFER. 



LEG ABOVE KNEE. 



Ozone Park, L. 1., Oct. 29, 1887. 
A. A. Harks, Esq. : 

DKakSih; — I IiaTe been wearing one of your limbs for Dearly five years, imd 
am fully persuaded Ibul Ihey are lie best made. When I Brsl wore one 1 wa« 
iu the eniplov of the LoDg Islaud R. R. Co., as an operator, and very little on 
my feet, so did not have a good cbanee to test the merits of it as I have sinc« 
done : under the pressure of business I wore the leg for one week, day and 
nigbt, without having it otf. At present I am in the lumber bu^aess. and Bod 
not (he least trouble m getting over luinl>er and on to the highest piles we havQ 
in the yard. My legis off atwvc the knee, and I have fonsiderable colleeliiig 
to do and find nodiSiculty in walking any dietancc. This summer I walked 
four miles in one hour aud fifteen minutes, which I thought good for a one- 
legged man, Few who have known me since I am wearing vour leg knuw 
that it is artificial, unless 1 tell tliem. My ease In walking fs owing, in my 
opinion, to Ihe rubber fooi. The amount I have paid for repairs does nol 
amount to more that $G. You are at liberty to usu this in any way you may 



see lit. la 






F. T. Nkwcomk. 



LEG ABOVE KNEE. 



Mount Vebnos. WestchestebCo.. N. Y.. Oct. 31, 1887, 
A. A. Marks : 

Dear Sir ;— I had the niiBfortuue to lose my right leg when I was six yenr* 
old. At the age of eight I tried my first artificial limb. 1 do not remember 
the name of the maker, nor do 1 care to. Inasmuch as it was worthless so fur aa 
usefulness is concerned. It would probably have been my last if my fallier'a 
attention had not been called to the Marks artificial limb with the wonderful 
rubber foot. He decided, after considerable deliberalion {for he had come to 
look upon artificial limbs as mere ornaments), to give your leg a (rial, and I can 
testify to its merits. I am a photographer and my business compels mc to be 
on my feet the greater part of the time, I feel no fatigue whatever. I c*a say 
this, that haTing once usni the Marks artificial limb I feel that 1 can never get 
aloug without ouc. 

Yours refpeclfuUy, 



\Vm 



LEG ABOVE KNEE. 

Office of Dr H. Pearcb & Co., Drupgiats, Main St., 
Pawi.1511. DcrcHKse Co.. N, Y., Oct. 81, 1887. 
Dear Sir :— I have worn an artificial leg tor about twenty years, end one of 
Marks' patent tor about fifteen years. 

I regard it far preferable to any other I have ever seen. 
My amputation is above the knw;, and I don't meet any one that wears any 
other leg that can walk as well as 1 can. 

It Is BO simple and durable that there is no chance for any thing W give out 
except the suspenden. 8o the cost of repturs is very trifling. 
Respectfully jof- 



IlES 



YpE.\RCE. M.D. 



I. ABTIFICUL LraBS, NEW YORK CITV. 



LEG ABOVE KNEE. 
FitUd from Mmttirmnenl*. 

CnEflTEB, OitisoE Co.. N. Y., Oct. S 



Mr. a. a. Harks : 

In replr to jour letter of Oct. Sfl, would baj I purchased of jou tea yean 
ngolast February an ottiflcial leg which has lieen in c^onstant use ever since. My 
work in ju a creamery and cheese factory. Ttie work is very heavy, and I am 
on my lee at least 12 hours every day. For straps, aa J all other expenses, 1 have 
not psia over fl a year. >Iy limb was aniputBted witfaio six inches of my 
body. Before purclutsliie this limb of you, I had Iwo of another manufaclurer, 
which onl.T lasted about four years each. The cost of repairs for Uie two Qrat 
limbs was (40. I have liecn wearing' au artiDciol leg for IB years, iind when I 
have worn the one out I purchased of you, shall give you on order for another. 
J am more than pleased with it. 

Very truly youra. 

JoiiM Ruacn. 



LEO ABOVE KNEE. 
pyttrd fnim MamiiremenC*. 



Mount LrviNOfiTON, Stillwater, Sajiatoga Co., N. T.. Nov. 4, 1887. 

Drau gin : — 1 spent six weeks in Jersey City and wasso thankful to find that 
1 could lake long walks, one in particular of forty-three bloebs. get on and 
oS bouts, care, etc.. without even the Hssistance of a cane, and the day I returned 
walked from 6tillw8ler out to my home, a dialimce of two miles. While on 
Brmulway I thought of you and would like to have called, but I eould not. 
My Umb was amputated above the knee about eight inches from the body. I 
have used one of your artificial limbs for six years and am perfectly iwtisfied 
with it. As it is my flrat and only one I cannot compare it with the limbs of 
other makers, but finnly believe that there h an ease and elasticity about tite 
rubberfoot that others hick. 1 know that the leas machinery in tliem the better 
they are. 

My occupation is not laborious, as I live at home in ray father's house, and 
only assist in the housework. With the exception of two yards of clastic for 
suspenders, the limb has cost me nothing so tar, and is now in good order. 

I was fitted from measuremeuls sent from my home. 

Boping all your patrons are as well pleased. I am, 

Very respectfully yours, 

£vA S, Roi>Osiis. 



LEG ABOVE KNEE. 

■■ Worn the leg nine years without one dollar's repairs." 

Ckd.ui HrLL, AxBAMY Co., N. Y,. Oct. 81, 1887. 
Mn. A. A. Marks : 

Dear Sir :— It gives me great pleasure to recommend your artificial leg. as I 
am conscious that in doing so I am not overestimating its value. I have 
given mine a thorough trial. Iiaving worn it every day for over nine years with- 
out one doUar expense. I can say I would not exchange it for any leg I have 
over seen of other manufacture. The elasticity of the rubber foot la as natural 
as the real one, and the simple mode of construction makes the leg proof against 
getting out of order. 

I have never felt the need of an aukle joint, I can go up and. down hill witU- 
Otlt the joint better tlinn with it. 

I can walk on uneven ground almost as good as any one. 

My amputation is ten Inches from body. I was nited from n 



A. A. MABR8, AIITIFICIAL LIMBS, NEW \OEK CITY, 



Tbu fll is remarkably gond. There has 

jar ill wulking anil 






Tlitre is n 



H?m lo your manufaclorj. 
any allcrntionB nested. 

The rublwr foot is a grand ii 
getting out of order. 

I can do almost all kinds of work with ease. My occupation is liouse carpen- 
WT. going up and down ladders, in fact doing all kinds of work, so that the I 
dursDliliy of your patent haa been fully tested by me. The riibl)er fool is about , 
NH Kood now as when I firet commenced to wear it 

f call chi-ertully recommend your limits to all. 



fr nine years ago. 
■s respectfully. 



Wm. SKLKinK. 



LEG ABOVE KNEE. 

Andover, Allkgakt Co., N, T,, Nov. 1. 1887. 
A- A. Marks, Sew York City : 

Dear Sin :— I take pleasure in recommending your make of artificial limba to 
those in need, having worn one lo my aattsfacUon for over two years, witliout 
uny repairs. My work has been heavy, a carrier of mail from post office and 
[ran^fi^r from one train io another at Malvern, Ark., sometimes lifting and 
carrying as heavy a« 200 pounds. My leg is off near the hip, ora thigh ampu- 
tation. I weigh '240 pounds. My leg was made frotn meaauremeuta scut to the 
shop. I went to have it fitted. 

I Irlgd the leg on and had it fitted in about 30 minutes. j 

I have worn It continually, never chafing so a* to have to leave it off for any 
length of time. o» with other limbs I have worn. My ]«g is now to all appear- 
ances In good order. I will also say the rubber foot is a grand improvement, 
as it is ean- in walking and does away with the thumping and clattering of all 
other kinds that I have tried. I can stand un my feet for boum wiili perfect 
ease. I can walk ubiiul houws, stores, etc., us stul as a man with natural feel. 
My experience is that many do not believe I have a leg off, and if I ever iteed 
another I shall get a Marks If possible. ' 

Respectfully, 

V. D. Backbit. 

All communications cheerfully answered , 



LEO ABOVE KNEE. 

MosTlcELLo, Sullivan Co.. N. T., Nov. 2, 1887. 
I have for the post thn'e years used one of A. A. Marks' artificial legs with I 
rubber fool. The finish, fit, and durability of thcue legs are. I have no doubt, J 
superior to any other midtc. so much so that llie expense for repairs during that 1 
lime lias Iwen nothing, The amputation Ik above the knee, and alUtOUgn my 1 
work Is rather laborious, so perfect is the fit and so suited the leg thai I hav» I 
had very little trouble. 

D, M. I 



LEG ABOVE KNEE. 



Tkrce-Ineh Stump. 

Nov. IH, 1 
Mn. A A. Masks : 

Dear Sir ;— I have worn artificial legs for about thirty-three years of 
different manufactures. My leg being taken off very close to The body, only 
three Indies of stump, make« it very hard to fit a limb so that it can be operatea 
at all (so manufaclurera aay). I was persuaded to try one of your moke by ■ 
man wearing one. and aent measure lu you. The limb you sent filled and 
operated far easier than any other I tiave tried. 

My business is traveling agent, and is very trying lo an artiflclnl limb, but I 
find the Harks leg more dumble. Ims lialile to g ' " • ■ • 



It of repair, and far lea* J 



A. A. U^KS, ARTIFICIAL UMBB, NEW YOBK CITV. 



ireKime Ic wear limn any I have tried ; in fact I would have no olhtr. uDiJ think 
1 am cupuble of judging the meritB of the limb, having worn one tor jcbis. 
Yours truly. 

P. A. Webb. 
Academ; St., WiTEaTOwK, Jefpi3ieom Co., N. T, 



LEO ABOVE KNEE. 
FitUdfnm lltaturementt. 



M<.'D0K0DGH, Ci 

Mr. a. a. Marks : 

Dear Sir : — I have worn one of y 
lun exceedingly well pleased with il. 

The rubber foot Ib m grand Invention, no squeaking or geltin] 
It can be depended upon, nnd the knee joint is the ^irungesi and 



Co.. N. v., Nov. 1. 1887. 
artiflcial legs for nearly five years, and 
)ut of order. 




I am fanning and do all i>f nij' wnrk, such an plowing, sowing, cradling and 
every thing that a farmer has lo do. 1 Iwve u fumi of 100 acres of land ami 
do not kee.p any one lo work for ine. I can recommend you very highly in 
Hiring from measurements. Yoti could not hnve fitt«d mine any belter if I bad 
ooiiie there to have had it filled. I use a cane so little that 1 forget fi and 
often leave it in Ute fleld where I have been lo work. 
Tours reBpectfullj, 

Cbarlbs E, Webb. 



.. MAltEB. ABTincUL LIMBS, NEW XOBK t 



LEG ABOVE KNEE- 

Chenanho Bridoe, Dboomk Co., N. Y.. Oct. 30. 1887. 

Dear Sir : — In Ibe month of June, 1874, jou maiie for mi? an artiticUl leg 
Hbovc Ihe knee with a rubber fool. I wore [he leg for the first seven yeara, 
with only twenty-five cents expense for rciuilrs. 

It IB now fnst upproMihing fourteen years aiaee it waa made, and during tliat 
time its use has been severe, ODUStHnt, and protnieted. With the exception of 
six weelis of illue*a in theaprinsof 1877 it has been in daily use. My occupaliiin 
has been lui^elj that of garaening. and Uiat re^iuirra me (o be moving aboui 
moat of the time. Besides that. I have piclfecl most of my apples, going into 
tlie lops of the trees on a ladder, and picking from SO to 76 bushels 
every fall. I have worn artificial legs for 85 years, and ought to know 
RuDietliing al>oiit them, and think that, excepting your improvements, thm hna 
lieen hut comparatively little improvement made od the old Anglmea leg. It iw 
true that for a abort time some of the 1at«r styles worked well, but their 
mcchaniitm is too complicated to last long, and ibeir boariags would aoan 
iM^ome worn and loose, and it seemed to the wearer as lliough lliev mttled. 
and made nearly as much noise as an old-fashioned horse-power lireHhin^- 
machine ; and here i» where your leg beats them all, -'it has onlv one Joint in 
the kuee, and that never eets loose and rattles like other kinils, the rubber 
fiwt doing Bwuv with ankle and toe joints, thereby reducing the mechanism lo 
a minimum, waich in artificial legs is no snmll point in their favor. 1 would 
not knowingly lead any one wrong tliat was unfortunate cnougli to need aa 
artificial leg or arro. but so far aH my knowledge extends, and I have had acme 
experience myself, besides noting that of others. I would say to unfortunates 
that I think tfiey would consult their beal interesta by going lo yoii for a leg or 






To A, A. Marks. Esq. 



H. W, pAHBEn, 



LEO ABOVE ENEE- 



" Worn one leg over sixteen years." 

Oct. 37. 18flT. 
A. A. Harks : 

Dear Sir ;— Having heard that you were about to prepare a new pamphlet. I 
wish to say a few words in beiialf of your artificial limbs, I have been wear- 
ing one of youi lejrs for over sixteen years, and I would recommend them to any 
one in need. With ^-our rublMr foot there is no rattle in the ankle Joints as 
there is in every artiUcIal leg that has an ankle Joint. As for comfort and 
natural walking, tSey cannot be excelled, and for durability they certainly 
cannot be equaled. I have had but two legs in nearly seventeen years, and the 
one I am now wearing is good for four or five years yet, from all appearances. 
Aly limb is amputated four inches above tbc knee, I am on my feet about 
ten houre every day, and it never sives me any trouble. I have never laid nut 
one cent for repaim on my leg. BIy occupation ia an engineer. I am now chief 
engineer of the Wagner Palace Oar Works, at East Buffalo, and if any one 
wishes to see onn of A. A, Marks' limbs with rubber foot in use, let him call 
and see me or write for informalion. 

Respectfully, 



LEO ABOVE KNEE. 



Nov. 7. II 



Mr. a. a. Marks : 

Dkar Sir : — I would like lo testify as to the merits or ^our artificial leg with 
rubber foot, if by so doing it would help one in like circumstances as 
myself. After wearing two dilTerejit make of legs, each with ankle joint (on« 
of them 1 did not gft ten dollars' worth out of). I got one of your miike with 
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rubber toot about nt-vpnlefn yean ago. ami bave worn it moel of the time, nnd 
it is now about as good ub ever. The amount of repuim.on it iuix been Ughl, 
I hnve warked al farming, pionetreil on the weslern frontier, and hunted in Uio 
north woods, and ll has alwii;ii xt^iorl bj' me. I setdom uiw a cnne, and friends 
remark how well I gel around with It, My occupation is wool-sorling, whicli 
rKiuirm (VQstaat Bland in g. I consider ;our make of legs a godsend loaur one 
who lias to wear an artificial leg. For comfort and durability it has no equal. 
Cbas, McUowkli.. 
CiJtTTn.LE, Okeida Co.. N. Y. 



LEG ABOVE KNEE. 



PlKRMONT, R0CKL.\ND Co.. N. T., Nov. 1. 1687. 

I am very well satisfled with th<; arlillclnl leg you mude tor me and take great 
pleasure in recommending it lo othera. 

Jbbeuuh Hanolon. 



LEG ABOVE KNEE, 

Nov. 1, 1S77. 
A. A Marks ; 
Deah Sib ; — Having worn your limbs tor over twelve years, and being well 

filt«sed with them, 1 would not do without the rubber loot. I never saw a 
inib that equaled yours, I always got a good fit from you. Hy limb is 
amputated nine Inches from hip joint. Hy business is travolfnfc on the road 
selling Htationer^'. I am on my feet a good deal and do lots of walking, Tliere 
■re three gentlemen living nere with legs off. and I am doing more walking 
than the whole three of (hem. I haven't in twelve years seen hut one gentleman 
with a limb off out on the road selling goods, and his leg was off below the knt* 
instead of above the knee. 1 find it difScult to make men bellevo 1 have a leg 
<dl. tliey woul believe it until Ihey have plact-d their hand on my nrtlficiju 
Ifmb and felt for theinselvea. I hope that those requiring artificial limlK 
will Snd you and get them. The expenses for repairs can't exceed five dollars 
in ten yeare. All the expend I have is a spring, once in a while, and new 
webbing. You have my thanks and best wishes. 
Resiwclfully, 



Oneida. Madibon Co., N. Y. 



Edgar 8. Kellooo. 



LEG ABOVE KNEE. 



Fittfd frmn McainirrmenU. 

Sotrrii Otsklic, Chesanoo Co,, N. T.. Nov. 8, 1881. 

Mr. A, A. Marks: 

Deah Hir : — I have worn your artificial legs for about fifteen yeara, nnd Ihcy 
have done uic first-rate service. 

They have all been fitted from measures. I bave never been to your shop, 
Hy right teg was amputated at the thigh, I am a farmer and do all kinds of 
farmwork, except plowing. I mow, cradle grain, hoe, ele., on one of your 
make of legs. I think the rubber fool is lieller than any other leg or foot with 
an ankle Joint, I shall alwaytt wear one of your legs tm inug an I wear any. 
Respectfully you re. 

WoODAi EAfiTMAN. 

LEG ABOVE KNEE. 

Filteii from Meiimmmenta, 

Masonville, Delaware Co,, N. Y,, Oct, 28, 1887. 
Mb. A. A. Harrs: 

Drar Sib :— I willingly add my testimony to the metlts of your artificial leg, 
I believe yours to be one of the b«t If not llie best nuinufaclured. Myopinion 
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Ib boBed upoD my experience in wearing one of yuur ful]-t«ngUi legs witit rub- 
ber foot from. lUtiok. about 1867 to the present lime ; previous to that time I had 

worn one manufnclured by , of Baltimore, and repaired by . of Rochester. 

but it was continually gl'ving out and itn noise aud rattle wan a great annoyance. 
The rubber foot 18 much more durable, inaamurh as it does away with Uie 
neccjni^ of so many cords and bolts and at Ihe same time imparts a more 
natural and elastic step ; it also fiounda more natural when walking on the floor 
r pavement. My busine^ hereiofore has been farming and hnmesa making. 



J. A. Chawtord. 



LEG ABOVE KNEK 

PoTBDAM, St. Lavhemce Co., N. T., Oct, 31. IBST. 
A, A. Marki>. New York City : 

Ihave worn your make of artiticiol leg for little more than a year poit, and I 
caunot ti|)eHk too highly of the rubber foot. Although mr work is not labori- 
i)U5< I walk a great deal. I would recomiucnd your make In preference 1o any 

Very rdsperlfully, 

nATTIE BitOWN. 

Ta Market St. 



LEG ABOVE KKEE. 



Fitted fm 



JHeawuremen t». 



Newton. Catawba Co., N. C, Oct. 31,1887. 
Mr. a. a. Marks. Now York City ; 

Dbab Slit : — The leg I purchaKcd fmm yoii in 1876 has given me cnUre saUa- 
fuctlon. The fitting from mcnsiiremenlti was perfect. My limb was amputstetl 
ai the lower third of lliigh. As I have lucd no other make of legs. 1 coonut 
Bpeuk couiparulively, but were I to purchase another I would cMlaitny give j-ou 
my order. I lliink fntm experience and observation that the rubber foot ia 
greatly superior to Ihe old style. I am a fanner by occupation. Tile cost of 
re|tuirs un my leg has been twenty-five cents since 1876. 
Your* truly, 

Gko. W. Robb, 



I 
I 



LEG ABOVE KKEE. 

F^tttd from MeamirfjntnU. 

Crotos. Lickiso Co.. Ohio, Not. 30, 1887. 
Mr. a, a. Marks, New York Ciiy : 

Dka» Sir : — Yours of the 20th at Land. 1 will soy that I have been we«i 
tng one of your limbs for the past year and a half, and like it very much. The ] 
■' rublwr toot " is very natural and easy. My limb waa returned from beduu 1 
lengthened, and I must say ft was fixed much nicer than I had expected, and El 1 
worked ax nicely as a new limb. My limb was filled from mensuree and Is a / 
perfect fit. I am telegraph operator and am often compelled to handle henvj 
trunks and freight. My limb has cost me but a few dollars for repoirB, and ' 
that wn£ for lengthening and for a new pair of suspendere. I think the rubber 
fciot Ib perfection. It ia alwolulely nolBeleas. 
I would cheerfully recommand your llmbt to all who may need them. 
Very truly yours, 

Lb^OKAIUl COWLRa. 



, MAIIKS, AKTIFICIAL UMBS, NEW YOKE CITY. 



LEG ABOVE KNEE, 

Pttled from MraturemeaU. 

Smitbvilijs, Wavne Co., O., Nov, 7, 1 
Mr. a. a. Mareb: 

Dear Sir : — I lost m; foot bj a motving mB(?hino o 

foot wiu anipiitalcd three inclii-s above iJic mikle. Ii _ ^ _ ._ 

vnur ]itiil» wlUi a nibbiT Tout, whidi 1 did. and am wparing it yet. which has 
Men about six years. 

It huHtuBi me ftboiii two dollars for repairs, I ordere<l it from your meanure- 
mcnt blanit, and il wan a perfect fit. I hope I shall be able to givu yuu another 



order in the Dear future. I a 



Yoi 



B truly, 



.1. E. CKAwroKD. 



LEO ABOVE KNEE. 

Fittfl fiwit Mtiuarrtnentt. 

GusTAvuB, Tbukbull Co., Omo, Nov. 8, 1887. 
T<i Dr. a. a. Mabks; 

My Dear Sir ^~Yuu desire a testimonial ft«m me in regard to the merits or 
demeriU of the Marks artiflcial leg. 

Myopinionfsbaseil on actual olwcrvnMon by comparison with legs of different 
PBtterns in walldng over rough and icy surfaces as well as ou the smooth 
floor. The Marks leg Is by far the safest and easiest managed. 1 do not fall 
any more in using it than I did wlien 1 had two good Qatural legs. 

There has been no repairs needed on my leg in the three years' c 



of the leg leads i 



19 going 



And the simple construction of the leg le 

lasting. I tun a farmer Hfly years old. I can and do make a full hant! 

of the season. 

There are legs that rost mucli less than tlie Marks, but 1 look at It like this. 

The best artificial leg made Is mean enough, and if one is ko unfortunate as lo 

need on artlQcial one. and is fiirtunate enough to have suffldent means looblaiq 

n Marks leg, do it by all nieauK ; then you'll own the best I've seen. 

Tours very truly. 

Frank A. Clisbv. 



LEG ABOVE KNEE. 

Dayton. Mostgomebt Co., Omo, Nov. 18, 1887. 
A. A. Marks, New York ; 

Dear Sir :— Yours of Oct. 29 at hand, IlostmylegntChancellorsvilleMay, 
1B63. June. 1864. I received and began lo wear an arlmcial made bv Mr. Marlui, 
and wore it i^very day for ten years. During tliese len years I worked ashelper 
lo a blacksmith at lorge. as henier on the plains, as street ear driver, ctc- 
Kepuin during the life of this leg were about %^. Dec, 1680, I received my 
second leg from Marks ; Ibis leg lasted five years without repairs. Dec., 1883,1 

received a leg made by of N. Y., and have worn it nearly two jeait and 

And it much tlie worse for wear. If it reaches the end of Ave yeaw it will lie 
only by extensive repairs. My work for the last two years has been verv litflit 
on the leg. Ifl live until Dec., 1890. 1 expect lo ask fbr an order on Markefor 
iitiorhiT leg, who in my opinion makes the best teg oftercd lo Invalids in this 
J for " general superiority," durability, natural sound of 



nlfilll 



r country 1 



olhew 



vjiiitHgc beyond comparison with the iron-joinled styles, with all their 

sEde motion, double hack action, and other infernal contrivances with which 
nrliflcial leg makers afflict Ihe poor fellows who survived the ravages of war. 
who with one leg are limping on toward the grave on some kind of supjxirt, 
the best of which afler twenty-three yeftrs' experience I believe lo be the Marks 
leg with the rubber foot, I am, 

Very reaped fully yours, 

EnOB P. RoBlNBDH. 



. MARKS, ARTIFICIAL I.IMBB, NEW YORK CITY. 



LEO ABOVE KNEE. 

Filled /Tom MeaaurniienU. 
Mk. a. a. Makkb 1 

Dkar 8ik : — 1 have been weHring jour artificial logs for the last sereateeii 
yt-ars. I have been working on a Torai niosl of the time : I can plow and do 
all kinds of work on a farm, 1 am well pleased witli the rubbj^r fool. I can 
walk ovi-r rough ground with eaae. I am working from sunrise to aiinaet 
most every day. 

I get along wonderfully, considering that my leg was ampulaied six ami one- 
half inches iroui body. There are some of my neighbor who will hardly 
believe Ihat I wear an artifldftl leg. 

I think that the leg nilh the rubber foot is the very best that is made. My 
leg wax mude bv measuremenla and it tits me perfectly. The expense of keeping 
the leg in repau- in very small, considering how rough I have used it. 
Yours truly, 

D. W PitrrcnAiii). 

Dklaware, Delawabe Co., O,, Nov. 5, 1887. 



LEG ABOVE KNEE. 

Pnn.o, MusKDiOTJM Co, . Onto.. Ocl :W. 1887. 

im artificial legs for twenty-two years, and lliink I 
ought to be a pretty good Judge of Ibem by this time. Alter wearing your 
arlTfldal leg with patent rubber fool attached for over twelve yeare. It gives me 
great plea»!ure to recommend them to any person or persons wanting any 
Uiin^ of this kind, I have not had n cent's worth of repairs on my leg aincel 
received it. There Is one advantage this leg has over all other kintb. It never 
cries for grease like a, dry wheelbarrow. 

The rubber fool saves all jarring. I walk with a great deal more ease and 
satisfaction U> myself with your leg tlian any other lever used. 1 expect to 
use your artificial legs as long as I shall need them. I would not exchange for 
any other manufactured lu the United Stales. Hoping this may be olsoinu 
benefit to you and your patrons, I am. 

Yours iruly, 

BlLAB W. PlCKKL. 



LEG ABOVE KNEE. 

Fitted from Mearuremeni*. 

Dec. 10. 1887. 
A. A, Mahkb, Esq. : 

Dkak 8ra :— I received my leg In due time, I think after a few days it will 
be a splendid flt. I get along admirably well. 
With my sincere thanks I remain, your friend, 

Fred Leoler. 
PoRTLAin). HdltmoiiIah Co.. Oreoon. 



LEO ABOVE KNEE, 



Dec. ; 



, 1887. 



A. A. Marks : 

I have worn one of your legs ten years, and am still wearing Ibe same one, 
and uiii well pleased with it. My weight is 270 lbs. 
Tours respectfully, 

F, P, JOKKS. 

PniLoMATi!, Benton Co,, Oheoos, 
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LEG ABOVE KNEE. 

Fitted from Measurements, 

April 21, 1887. 
Mb. Marks : 

Dear Sir :— I have worn one of your artificial legs with patent india-rubber 
foot for one year and four months. My leg was amputated above the knee. 
I have walked five or six miles in a single day and could walk ten. I would 
advise any body who is so unfortunate as to lose his leg to go to Marks. 

Yours truly, 

James R. Bbnham. 
Prineville, Cook Co., Oregom. 



LEG ABOVE KNEE. 
Fitted from Measurements. 

Button WOOD, Lycoming Co., Pa., Nov. 7, 1887. 
A. A. Marks : 

Dear Sir : — I have one of your legs, and have worn it three months, and am 
well pleased with it. I got it by measurements and it fits well. I can recom- 
mend it to any one. My leg is off above the knee. I can walk almost as well 
as ever. I am now doing all kinds of work and have had no repairing. 

Yours, 

Chas. Mover. 



LEG ABOVE KNEE. 

Nov. 14, 1887. 
A. A. Marks : 

Have been wearing artificial limbs thirty-eight years. I wore out six in 
twenty-two years. Costing me from twenty-five to forty-five dollars a year to 
keep them in running order. Did not enjoy the rattling of them. Have been 
wearing a Marks leg sixteen years ; expense one dollar a year and all the com- 
forts a veteran, could wish for in using a first-class leg. My limb is in as good 
running order now as when I first commenced to wear it. I expect it to last 
many years. Would not exchange for half a dozen of the best artificia\> 
limbs that I have seen. " Nufced. 

James T. Sample, Mexican Veteran. 

Sewickley, Allegheny Co., Pa. 



LEG ABOVE KNEE. 

Nov. 3, 1887. 
Mr. Marks : 

Dear Sir: — I received your letter, and will let you know that I can walk 
almost as well with my artificial leg as others wim both natural legs. I am 
wearing your artificial leg for the last six months. I do not use a cane unless I 
go some distance, and I am moving about all day at barbering from early in the 
morning till late at night. My stump is only six inches long from the body. 

Respectfully yours, 

James Montz. 
Weatherly, Carbon Co., Pa. 



LEG ABOVE KNEE. 

Bethlehem, Northampton.Co., Pa., Nov. 11, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have been wearing your patent artificial leg for nearly two- 
years, and am exceedingly well pleased vritn it. The rubber foot is a success. 



A. A. UABES. AllTlFIClAL LIMBS. NEW YORK CITY. 

., . Hdtnirably. und inaves »oft and uii;ely us can be dcsirtd. I hnve 

II fnur-bcb stump from tlie botly. People tire nsUiDiabed tbatl can get orounil 

so well. Siod often say do oue would think lliat I had a. wooden leg. People 

often rek which leg is the wooden. I walk every day toschool. overa half mile. 

Youra iruly, 

Ebvin p. Hixijcr. 
Cur. Higli aud Geopp Sts. 



LEG ABOVE KNEE. 

Erie, Erie Co., Pa.,, Oct, 2S, 188T. 
A. A. MARKti. New York Citv : 

Mv Dbah Sir : —In response to your letter of 20th ineiant requesting a state- 
niimt of my exixrience as h wearer of artificial legs I will state : 

I lost my leg in front of Atlanta, in July, ISftt, and come north with a stump 
' but a few Inches long, anil tile end of the stump poorly protected on account of 
tile flesh twing mien away br gangrene. After worthing along for flftecn 
vean, part of the time on crutcDes. &nd part of the time on the old style wooden 
toot legs, of whiehlhud threeklndit, Innallymadea trip all the way from Santa 
Fe. New Mcxi(K>, toyourolftce andgotoneof your rubber.foot legs. 1 wnstlien 
tninlngnnd smelting at Bonanza City. N, M,. and the leg gave giiod satisfaction 
in that rough buaine!is and rough country. In ISBl I entered Uncle Sara's ser- 
vice and smcc that time have traTsUed over moat of our cerriiory. part of the 
Kocky Mountains, going in all binds of weather, and in every conceivable con- 
veyan<.-e. as a speciu examiner of the pension office raust of necessity do. and I 
have found your leg much belter than toii recommended it. The first leg I 
got in 1880 never had a cents worth of repairs on it during the five yean I 
wore it, and ia now l^d away ready for lue in case of an emergency. The one 
you made me two yeai^ ago bids fair to equal the old one. Previous to getting 
your rulibtT foot 1 was constantly annoyed by loose joints and rattling snuuds, 
and the ankle cords were especially aggravating, for they would strelch, break, 
or wear out just as soon as 1 got away from shops where repaira could tie mode. 
Now I walk several milis each day without any fear of a lircak-down, anil 
without that unpleasant dead thud ttiat follows that step of a wooden foot on a 
plank sidewalk or bare floor. 

Very respectfully. 

Mblvili.e Davih, 
Vet, late of Co. E, 13th Iowa VoU. 



LEG ABOVE KNEE, 



Fittalfrom Mra»iiremenU. 

Olitia, Bi,aih Co.. Pa,. Oct. 31. 1887. 
Mr. A. A. Habm: 

Dbak 8m :— I received one of your patent artificial legs with rublwr foot 
fitted from measurements some two years ago, and from that time lo the pres- 
ent writine I have worn H every day. 

I am a mrnier living in the country, and have rough roads to travel, but I 
can walk five miles a day, 1 would advise all who wont a goiMi leg that will 
- It ^t out of order lo get one from you. as my leg has not cost me one eentfor 



repairs yet. 



Tours Iruly, 



LEO ABOVE KNEE, 



Miles Lewis. 



Dec. 1, 1887. 



Mr. a. a. Marks. New York City : 

Dear Sir :— 1 take pleasure In writing to you In reference to the " Hariis 
Patent Artificial Limb" I received from you eighteen months ago, I have 
worn it constantly ever since, and have experienced no pain or inconvenience 



A. A. MARKS, ARTIFICIAL LIUBB, NEW YOBK CITT. 9*5 

from ft. I con wolk four or five mtleB without any trouble, TLe rubber foot 
Is US good now as thp first day. T travel up and dona LUIs duriiig Ike wiuter 
■whcu they are very slippery, and never fiill. 

I remuin, yours respectfully. 

Jmi. J. Crane. 

QlKAKDVILLE, SCHUVLKII-L Co., Pa. 



LEO ABOVE KNEE. 

fitted from Mea&UTeinentii. 

Mill Village, EbikCo,. Pa,. Oct, 27. 1**7. 
A. A. Marks ; 

Deah 8ih : — I am d tGlegrapli opttrator nud live two milesi fT«m the office. 1 
walk that dUtance every night and tnomtng. I have worn one of your arti- 
ndal limbs for over two years, and I can cheerfully say that I think' it ba» no 

My limb w»s luade from tetf-mtagurfirunU and is n perfect fit. 

It is juiit as good to-day as it ever was ; in fact, there is nothing that 1 can 
see to wear out. My limb was amputated about fix Inches from the body. 
But I ran walk almost a* good as I could with the natural limb. The rubber 



Very i"es]x- el fully yoiiri, 



LEG ABOVE KNEE. 
Ji^ltal from Mtiw/remenCii. 



FlIAKK PORTEK. 



,__,...__..,___ _ _ _ la 

negar-maber by occupation. I have Htump 10 inches. I hiive worn leg nine 
yeurs. I hnve walked as far as 20 miles in one day, and did not mind it as 
much as one of the nien wttb me, for he lutd to go to bed and he hod two good 

Respectfully yours. 



346 Huqmel Street, llAunieBcit< 



J, F. SOCHBEEB. 



LEG ABOVE KNEE. 

Fitttd from Meagurimienti. 

Woodbury, Bedpoud Co . Pa.. Oct. 39, 1687. 
llK. A. A. Marks, New York City : 

Dear Sts :— The urtiUcinl leg wliich I received of you in October. 1886. with 
rubber fool is giving me perfect satiefaction in every respect, I Imvr worn 
four different mokeB of legs inside of twenty-two yean with ankle joints, and 
can truly say that I would not have a new leg with the aukle Juint as a gift 
since I have been wearing your rubber foot. The first experience I had in 
wearing your rubber foot was in 1878. Ii was attached lo a leg which I wore 
for seven years before. Then you made an entire new leg in 1B85. I iilwayit 
used to have trouble with the ankle joint. At one time it left me walking on 
the end of the ankle without a fool. 1 have often been put out of my wits by 
hftving to get the Joint repaired, and in tact they are only rattle trapo at the 
beat, My limb is a full-length limb. Slump Bl>out ten Inches long. I am on 
my limb about fourteen houm a day. Hy ot^upatlon is a barber. Around 
town I hardly xvx u cane except in winter time. I can sar I am proud of my 
rubber fool. No flap al each !lt'p, and one hundred people gazing at my feel. 
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I hope this may be the means of many a poor cripple's choosing your rubber- 
feet limbs to replace those they have lost. ■ They come as near to the natural 
limbs as can be made. 
I claim that from experience, which is the best schoolmaster. 

Respectfully your friend, 

£. E Rose. 



LEG ABOVE KNEE. 

Emanuel Rectory, Newport, R. I., Nov. 7, 1887. 
Mr. a. a. Marks : 

Dear Sir : — In answer to your letter I have nothing to add to the letter I 
wrote you some years ago, save that a larger experience has only served to 
make me more satisfied with the work that you have done for me. The espe- 
cial points that have siven me satisfaction are three — viz : the leg fits well,, 
it makes no noise, and needs no repairs. 

Truly yours, 

R. B. Peet, Rector. 



LEG ABOVE KNEE. 

Westerly, Washington Co., R. I., Nov. 30, 1887. 
A. A. Marks, Esq.: 

Dear Sir: — I do not see why any one needs a testimonial to convince them 
that your legs are the l)est, when they need only to consider their construction 
to be convinced that it is so. 

Yours respectfully, 

(). S. Chapman. 



LEG ABOVE KNEE. 

Fitted from Measurements. 

8. J DouTHiT, Master, Greenville County. 
Greenville C. H., S. C. June 23, 1885. 
Mr. a. a. Marks : 

Dear Sir : — I received my artificial leg of your make, on the 6th inst.. but 
have delayed acknowledging it, as I preferred to give it a trial. I have been 
using tlie leg every day since I received it, and am well pleased with it in every 
respect. It fits me perfectly; much better, in fact, than any I have had made 
by other manufacturers who had me present at the fitting. I think I can 
safely say that you may put me down as one of your customers from this on. 
I have three legs of other manufacturers, but 1 doubt that I shidl ever use 
them after wearing yours. 

Very truly yours, 

S. J. DOUTHIT. 

Judge of Probate. 



LEG ABOVE KNEE. 

Fitted from Measurements. 

P. MoNSERRAT, Fashiouablc Boot and Shoe Maker, 

Charleston, S. C, Nov. 9, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have much pleasure in stating that the artificial leg I bought 
from you over four years ago has given me entire satisfaction and I can heartily 
recommend any one so unfortunate as to require such as-^^istance to you. I 
have never lost an hour since I put your leg on. I never use a cane unless- 



„ A MAUKS, ARTIFICIAL LIMBB, NEW VOKK CfrV. 



SKBASTUIf HONSEBUAT. 

LEG ABOVE KNEE. 

COPFGRAB Hn,L, Orange Co., Vt., Oct. 31, 1887. 
A. A. Uaakb: 

Dear Sir : — T am a hard-working fariaer. and bave worn your urliflcial limb 
for over screnlutin years, and ittill prefer It lo any other make, I tried several 
kiods, but never found one that could compare witb yours either in durability 
tir eomfort. 

I have never paid a cent for repnira, and if I were to have another I should 
not hmltale to s«Dd to you. My limb is amputated l>elow the knee. I have 
slwHTs had a perfect At. If I were to give any ndvice to tbe world I would say 
to ^1, get A. A. MarkB' artificial limb on accountof the rubber foot. 
Very tnily, 

Cbarleb a, Saroent. 

LEO ABOVE KNEE. . 

EsoHBrKon Falls, Fhasklih Co., Vt., Nov. 28, 1887. 
A. A. &LtRKs : 

Dear Sir :— Prompted by a deefre to aid any of my feUow-beln^ who may 
be afflicted like mywtf witb theloss of a limb, I thought I would write you my 
•endoniement of your arlificiid legs. During the past sIk veara I have worn one, 
The pdni of amputation i» about Italf war iKtween tne knee and hip, atid 
although my occupation Is verv laborious, being that of a tanner, yet I experi- 
ence very little joconvenienct from using an arliflclal limb, owing to the per- 
fect fll vuu gave mo and neellent manner in which the legworka, especially 
llie rubber foul. I would advise all wlio are in nea^d of any thing of this kind 
if possible to get one of your make. Vnu are at liberty to use Uii> above in any 
maimer you deem best ia the intereet of suffering bumaoity. while I remain 
Gralefutlj- yours, 

Charles Lccia. 

LEO abu^t: knee. 

Fyiied front MtataranmU. 

I^sixjN Bkidob. pRiKCEM AnneCo.. Va. 
A. A. MARsa; 

Dear Sir;— I hereby testify that I have for a period of five years worn an 
artifleial leg with rubber foot attached, manufactured by you for an aiupma- 
tion above the knee, the filling of which was from meaeuremenla. 

I claim it to be superior lo any other for durability and comfort ; during said 
five yeare cost of repairs has been lifty cents for spiral springs. I am. sir. 
Youra truly, 

John F. Dozieii. 
Occupation, Farmer. 

LEO ABOVE KNEE. 

FWtd frma Meiu'iremrrttt. 

Alhom> & PiTMAK. Im|)oriers, Manufacturers, 

and Deiders in Drugs and Medirines. 

801 Main St., LvsciiHrKO, C.vmpbell Co Va 

Nov. 1. 1867. 
Mr, a. a, M-^kkb ■ 

Dear Sir :— lam well pleased wltli your rubber ftHil, and find heavier to walk 
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on aiict lusK eipeii»ive Id way of rcpiLirs LJian any limb I buvecver eeea. 1 have 
w<iru lirnla of 9i'vi-r»l innuufucHiri-H, 

My limb was amnuiatcd tit lowi^r lliird of tbieb. OccMpailon, PbyBidau mid 
Druggiut. I am pleoBed wilb yuuT lu^w siyle of attscliinju: EUBpciidtrH. 
Youra, cic.. 

W. E- Pitman, M,D. 



LEG ABOVE KNEE. 

Fillfd J'rmn Mrunummenta. 

Favlkker & Craibhili.. DRUOotffTS, 
LvNcuurnt), Va., April fl, 1887. 
A. A. Maskb. N. T. : 

Dear Bra : — I hare waited to write until a fair report could bo made on tbe 
artfflcial leg lalfly rumlEbed through us for Lloyd Cheatbam. It is question- 
alile if in your whole experience you have ever succeeded more perfectly in 
satisfying in everv particular than in this case. All the mt^guremenls were 
token very carefully, oiid the proof of tbclr accuracy is evidenced In Lbe fact 



llitit llie unfitted pcifectlg i'« ereru tray and was put on as soon as receivul Biid 
Juu bttii leorn ettry day tinee. He hod never worn an artificial leg. Aod as sooa 
as he put it on st&rted off, of course on his crutches, and walked to his home 



> lAi leg more than a mile away. This was on the lOlh of February. 
never saw him ^ain until about three weeks later, when he walked in our 
house, having discarded one of his crutchca. In the course of another week he 
bad discarded the other, and used only a cane. He can walk now without that. 
and with almost imperccpiibic limp, and there Is reason (o believe that that 
will disappear in time. From bis appearance in walking or standing any one 
would never for a momeni suppose be had an artiflcial lee. and when it is 
reniembcn.-d thai bin amtnitalion is above the knee, and that ne has worn his leg 
less than two months, and that he hia neeerkad to letiK it offltonx lender slump 
orother cause, his is a most remarkable case. He Is perfectly delighted, and at 
his request this letter is written. 

Respectfully yui 



LEG ABOVE KXEE. 
Fitted frata Meamimnent*. 



ToLKixi, Lewis Co,. Wash, Tbr.. Oct. 29, 1887, 
Dear Sir :— The artiflcial leg I rM«lved from you in 1888 when nt Lllits! to- 
replace the one I lost at Pueblo in 1883 has satisfled me fully. I had little con- 
fidence in artiflcial legf>. on my stump had been out of use for four yenrs and had 
Ifeeome weak and stiff. Aft«r a few attempls on your leg I fouDd thai I could 
do vpry well on It. At this dale I never use a cane and travel long disloncea. 
In reRsrd to the rubber foot, I am so attached to it 1 would not consent h> wear 
any other ; its movements are all I can ask for. My le^ is in as good condition 
as when 1 received it and lo itU appearances will last six or eight years, I am 
five feel seven and one-half inches high and weigh one hundrcl and eightv- 
nine pounds, and am Ihirly-four years of age. 1 heartily urge all in need of 
artiflcial limbs to patronize you. 

Respectfully, 

Wm. F. Dcscam. 

LEG ABOVE KNEE. 

Boi.T.EU & Ki;oNi. dealers fn General Merchandise 
and Produce, Wool, Seed, Drcwed Poullrv. Rulter. Eggs, 
Safk Cm-, Sack Co.. Wr8.,"lW. 8. I88T. 
k. A. MAiiitP, Esq.. New York : 
Df.au Sir -—In answer to your letter of Oct. 3«th 1 .'ilali- Hiiil 1 lisvo wi 
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;in srtilicial li'g or your inunufaciure since 1881, aud so fnr mil wi 
wUli it. 

Itespcclfully youre, 



LEG ABOVE KNEE. 
Fort Atkikbon, JEPFKKaoK Co,, Wis.. Nov. 6, 1887. 
A. A. Maukh : 

My Dear Sir ; — Two years ago to-day 1 pot an one of your arllfldal legs 
with rubber fool. My left leg is amputated seven inches from my body, and 
by occupation I nmu eurptnler. I liikve worn arliflciiU legs for over twenty-two 

{ears if different makes, imd I must say that your make of leg beats them all. 
hesiidtcd a long while about getting your leg with rubber toot, but after 
wearing it two years 1 can Kay it has given penoct eutisfaction. I can go up 
and down hill or up u ladder with ii with perfect eiiBe. It is apparently os 
sound to-day as it was when I look it front the fnctory. and I recommend it 
moat iiighly to all who need an artifldal leg. 

Respcttf ully yours. 

U. 8 HOSBB, 

Late Corp). Co. B, 81bi N.Y. V. V. I. 

LEG ABOVE KNEE. 

mud from Mt'i/mrnneida. 

Bklmont, La FiVKiTH Co.. Wib., Jan. 26, 1888. 
To Whom it may Concern : 

When liiit eleven years old I had my left leg amputated about four inclics 
from the body, and soon as I was able I purrhased s leg from A. A. Marlis of 
N. Y. Oily After using it for three years it gives me pleasure to Icslify to its 
wouilerrul ulilitj. When not in school I work on the fann. doing any of ihe 
ordinary work found there to do, as chopping wood, pitching grain, etc. 

While attending school in Cldcago I met mnnv persona wearing differeol 
makes of artificial legs, but I can tnithfully say that none walk with the ease 
andiudlity that I do. Aside from the superior merits of his limbs I recommend 
Mr. HarWs for his very prompt and fair dealings. Any letters of inquiry will 
be promptly and cheerfully answered. 

Respectfully, 

O. L. Trenabt. 

LEG ABOVE KNEE. 



^l drop you a few words of thanks. I hnve 
r twelve years, and 1 consider ii is the best 
[s auctioneer and land agent, and some days I stand 
on my feel all' day. I can and do travel from ten to fifteen miles per day. 

I have been in company with men for yenrs ; and they never knew my leg 
was off until 1 told them. My le^ is off above the knee. 1 know of a man 
who has worn one of your legs for eighteen years. He has bought two since, but 
he falls back on the Marks leg; AVhenerer I see a man with a limb off, I 
advise him to get a Marks limb. 'I consider Ihe rubber fool, a great benefit and 
also the simplicity of Ihe bnee joint, 1 could say lots more about your legs, 
but it is not necessary, as your limbs are widely known. 

Ever your friend, 

J. O, Cushmas 
MmruH, Iowa Co., Win. 

LEO ABOVE KNEE. 

L.'icoLLB, Canai>a, Nov. 14, 1887. 
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o years ngo has givcD me entire satisfacllon, and I can heartily 
ne unfortunate L-nough lo require such aMislance lo juu. 
Yours V ■ 



DCOAL CAMrBKLI.. 



LEG ABOVE KNEE. 



St. BoHALiE JuscTitis, Quebec, Canada. Nov. n. 1S87. 
A. A. Marks, Ee<t. : 

Dear Sin : — I have been wearing one of your artificial limbs over thrw 
years willi the utmost aatiBfacIion. Point of amputatioD about six inehes from 
the liip joint, nod I weigh two hundred and iixty>nine poundH. I run a walcb- 
nian In the Q. T. Ry. and nork froin 7 iil night until 7 in llie tnomlug. My 
limb baa cost me nothing for repairs in all this lime, 

Itenpeclfully, 

O, P. Hamel. 



LEG ABOVE KNEE, 

Nor. 3. 1887. 
A. A. Harks : 

Dear Sir :— It is now sevenleen months since you filled mv son Edwaid 
<aKed at the time eleven yeara) witb one of your artificial legs above thu knee. 
I desire to say that it has exceeded my expectations in every parlicular, not 
having had to use a walking-cane In twelve months. My scqu^ntances 
frequently eipress Ihdr surprise wheu tliey see him walking bo welt. 

He has never neglected your advice as regards the proper care and preserva- 
Itonoftheleg, It fs as eooo now as it was the day you fitted it on. Mywifeaodl 
shall always fe«l gmleiul lo you for your marknl kindness and attention to our 
boy during his stay at your establLshment, and recommend you to any person 
dealring an artifieial limb, as we know by the experience of our son that your 
rubber limbs are vastly superior to any other kind made, I remain, 
Tours very Iruly. 



286Brus8e!s8l,, 8t. John, N. B.. Canada- 



WlLUAM WAXsn. 



LEO ABOVE KNEE. 
Filial from Mtatiimaentt. 

Dec. 14, 1887. 
A. A. Mabkh : 

Deak Bir : — Being among the many who have been so unfortunate as to have 
lost n limb, and tired of going about on crutches, I came to the conclusion to 
purcliOAC an artificial teg. 

Having consulted severs 
to give the " rubber foot " a trial. It has since resulted that I made a very 
wise choice. Hy leg. as you are already aware, whs amputated above llie knee 
(four inches) nearly three years ago. About nine months after amputation had 
luken place I begun to wear one of your patent artificial le^ made from 
measurements sent you. I do not besltale to state thai 1 could not have had 
a bciier fit had I gone to the manufactory. 

During the two years which I have constantly worn the leg I have not had 
to leave It oH one hour, and since I have been wearing it il has never rubbisl inc 
at the point of bearing. 

The advantages which your leg possesses over the other make of legs Is, I think, 
in noamall degreedue to the rubber foot, because the graci'ful nnd almost natural 
movement is sufficient to deceive the moi>t critical. Since I huve been wearing 
this leg 1 have met other persons wearing different makes of legs. Before leav- 
ing tlkcm they wished they had one like mine. The noise mode by them wtken 
walking was like a wheelltarrow beine pushed over a pebbly walk. I am at 
St. Bonaventure'g College, and indeed I think college life a prelty severe lest for 
an arllficial leg. I have to ascend over four flight of stairs every Ume I go to 
my room, and besides going through alt the discipline of Ihe college. I lliouglu 
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whm I htid loHt piy li?g I coul<l never become a st^hoolboy agutu. but Dature 
well knows" nupriKligitas remain," and, [Inwsir. to rondiide, I oia not but hope 
that your life may be prolonged for many yeare tn rome to be a benefactor to 
tiKiwwhoare 90 unfortunate as to bcdepriifen of their linibs. I remain, Ji'UTHir, 
YoiirB iruly, 

liiciiAnu DWTBH. 

RtvEn Heiad, Haroor Ohack. Nei 



LEO ABOVE KNEE 

Pitted from MtamremenU. 

Dec. 2, 1887, 
Hb. a. a. Mahkb : 

Drar Sir ;— I reo-ived your kind and welcome letter, and I am glad lo hear 
from you uny lime, for wlien I hear your uaiiie 1 feel nn though Iwould like 
to take you hy the hand and call vou my frii^iid, for I once thought no man 
living could do as much for onolfier as 'vou have done for me. About two 
vesn ago I caught a heavy chill in my leg, and I tried every doctor near at 
hand fur a rcm^j. All proved helplew. Doctor Anderson told me tliat the 
only chance for my life was to liavc my leg lakeo off ; I at once gave consent, 
giving up oa I thought all the comfortH of uiis life. 1 have nincc found that 1 
wa* mistaken. Whde spending a few days In St. John I heard of a man t^at 
luHi his leg and gut anoUicr. I mugbl the man and found It was true, and to 
inform me further he loaned nic one of your books, which I read for myKOtf, 
and read to others wbut your artiflcial leg could do. 

I thought it was all a fable ; others told me it could Dot be Ibat a man could 
iikat*- ana walk and jump with an artillcial leg, but I have proved it to be true. 
I have been wearing one of your legs a little over twelve months, and 1 can do 
almost any thing but Ry. I have walked twelve miles in a day. I go Bhootlng. 
fighing, aD<l I clon't core for any man. I have heard fa many complaining wiln 
coma and with chilblaina ; I have one leg free from all this, Iiiflen wish I 
could tell to every body what a change I have had in my life since I have 
worn one of your artificial lees. I am not going to be like tjie fox who lost hiii 
tail and who wanted hia broluer fo.%es to cut off theirs ; no, just como and see 
me and you will aec about one of the happiest men In the world, who was oiiii' 
one of the most miserable. 

I wasspeakiuga little while ago to a man with a leg imported from England -, 
it was made in Londou : when he saw what I could do he wanted lo know how 
I got il ; he told me he was going lo eondcnin hiN. 

Yours very Indy, 

UUIAH BURSSV. 

Old Perticas, Trinity Bay, NBWPorsDi.AND. 



LEG ABOVE KNEE. 

FitUi from Mragtiraantlt. 

MOTJUT Plearant, Boncork, Ciieshibe. Enqi-aht), Not. 17, 1881. 
DxAU Sir : — In answer lo jour letter I liuvu great pleasure in testifying to 
Lhe merila of your artidcint bg. I have now worn It for Ave yvars, and am very 
|Iad to say I am quite satisfied with it. Not having worn any other 

I convinced that tt 

irinadvauceof all. The India-rubber foot Isouiteamarvi-H 

for , _ . _ . _ ._ _ 

from measurements taken by a reisidentsurgeon of tlie Liverpool Royal Infirmary 
(Mr. McConnick). and received an artiflcTal leg from vou and found it fitted 
quite comfortably. The [Hiinl of amputation lo which I have been subject is 
about two inches above the left knee. My occupation is that of a grocer, in a 
ca-onemtive store, and the longest hours I am on my feet are on Fridays, about 
t«n hours, and on Snttirdays, from about H a. M. till 10:80 p. k, 

1 do not feel very tired after my work, I luu glail to lie able lo »ny the cost 
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of rermiring tl)c limbs raadu by you is so little that 1 could not attempt 
reckon it up. Yi>u are at liberty to make whatever use you like of lliia 
I««timonia1. and if it abauld prove an inducemiiDt to aiir unCortuaatc fellow- 
being hi try one at your arliQcial limbs, I aboiiltl be gloii to tliink I have done 
Boniethiug to help relieve sufTeri tig humanity. 

Youre'lnily. Walter LArv. 

To A. A, Marks. Esq. 

LEO ABOVE KNEE. I 

Ftttfd from MeaimremenU. 

Shag Valiet StATroN. Waihkmo, Otaoo, New Zbalakd, July 10, 1884. 

Tou may be nlenswl lo bear Ihal Mr. Trapski \s 8u<*eB8fuUy using the leg 
Tou mode for him and can walk cnsily and quickly. He has every reason to 
lie grateful to you for the trouble taken ia his case, and will. I'm sure, readily 
recommend your Brm to any one suffering from a like misfortune. In thw 
recommendation I ahull gladly join, , 

Fkakk D. Bbll. 



I,EG ABOVE KNEE 

h\tted from Mea»UTeiaenU. 

A3ISTBRDAM, Hou,AND, Nov. S3. I88T. 
Mr. a. a. Marks, New York : 

DsAS 8tR : — In answer to your circular Oct. 261h, I take much pleasure Is 
certifying that the two new legs you furnished me from meRsurements, give mr 
great salirfactioniu every respect. I haveneverseenlegsof betlcrconstruction. 
aud T do not believe thut any other kind would need less repairs. 

The rubt)er foot and the knee joint arc far superior to alt others I ever aa . 
hence, I can strongljr recommend your highly respectable firm to nil others 
who need artificial limlffl. I lost my left leg above knee, in the year 1878, 
crushed by an engine. 

Allowing you to publish the al)Ove, if agreeable, I remain, dear sir. 
Respeci fully yours, 

pRAKciB Hebckekuath. 



FitUd from MfiaitreinenU. 
Mr. A,, A, Mabkb: 

Dear Sir :— When thirteen years old. 1 lost my right leg and used a 
wooden teg till I reached 44 vcan. By this time my attention was c4illed to 
yonr artificial legs with rub'ber feet, I sent jyou my measure and EOt a leg 
from you which 1 have used ever since, now for 8b<)ut sin years, 1 am tcit 
well sati.sfled with it. It tits me admirably, and has required no rcpaits worth 
mentioning. The new suspenders are a real improvement. The stump, though 
only one and 6evon.cighilis inches, has never been sore since I used the leg. 
whicli was formerly a usual occurrence. 

Youth gratefully, 
CopEMSAOEn, Denmark, Nov. SI. 1887. 0, Heiniihas. 



LEO ABOVE KNEE. 

Trandali'd Jhim the Spaaith. 
Private Correspondence of the Postmaster Qeneral, 

Orixaba, MjiXJTO, Nov. 20, 1887. 
A, A, Marks, Esq., New York : 

Drab Sir ; — Five years ago I was afflicted with Uie necessity of having my 
right leg amputated four centimeters above the knee joint, and since that lime 
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iBve lued one of your patent nrtiflclnl legs with rubber fool. Vp to this titne 
I buve not ool^ found li unueuessnir U> repair the leg. bul can. with n 
few luiicties of varnish, give it nn appeHnmcit ckiurI lo duw. iu i^piw of ihe 
ooiwtanl uae I put it lo dniiy, both on foot and on horgebuclt. 

It is solid in conxtruciinu, cxiremcly light, perfect in fnmi. and eusily 
nuuutged. It is diHIcult by mvw sight lo dislinguleh from a natunl teg. ae 
h pocwsses a close reseniblaui-'e to nature, tliat is only rivaled by thai exlrrme 
dmilartty between oue drop of wntrr and anoilier drop. 1 walk perfectly with- 
out a cane every day, and every day congratulate myself more and more on 
having sent my order to you, because I believe tliat without any question you 
are unequaled by any other house iu the world in th« manufacture of artificial 
Uml>9. 

I cunNianily recommend your bouse on all availabk occafliona. and t listen 
wilh pleasure to the praiite my teg elicits (rum persons who admire tta sim- 
plicity and perfection of wortunan^ip. 

In niakiDK tliis suiemcnt (in a form suitable for publication) I am merely 
rendering duu homage lo the truth and to the indisputable merits of your 
catablUbnumt. I am, sir. 

Very reaped fully yours, 

E. O1-A6P DB pEHia. 



LEO ABO\'E KNEE. 

Tranrtnlal from thr y^paninli 

SlEXiro, Nov- 27. 1882. 
A. A. Marks. Esq, : 

Dbak Sir : — 1 have taken iileasure in recommending your artificial legs to 
partiea needing them, whom I have mel in this city during my present sojourn 
nerc, 1 uae Ihe leg you niiule for me daily, and find it more Qrm and simple 
than any I have Md made elsewhere. I remain, - 

Pederico Lajiiiajia«a. 
Consul General of Peru In Panama. 




LEG ABOVE KNEE- 

FitUdfiinn JttatUTemeafi. 

Tratuiated from the Spanish. 

Mineral de la Encuniaclon, Estado db Hioaloo, Mexico. 
Nov. 2», 1887, 
A. A. Mahks, Esq.. New York r 

Dear Sir : — In complianee wilh your request I would beg lo say the leg you 
made me U much more satlsfaclory than ilie one I used before. I can walk 
perfeclly willi II, although Ihe ground is very uneven here. I feci very gralc- 
lul to you, us all should be who have l>een relieved by you as I liave been, aller 
so much suflerlng. You are at perfect liberty to publfsh this If ilesired. 
Bespecttully, 

Adoi.fo Perez. 



LEG ABOVE ENEE. 

Perez & PARRAr.A, 
Bas Salvauob, Centrai. America. Jan. 24. 1883 
Mr. a. A- Marks, New York : 

MOBT Ehtbehud Sib :— I have been for a long lime desirous of writing 3 
and eipre.'wing mv continued suiisfaciion with the artificiiil leg you made 
me. and now avail myself of the opportunity. 

It is M\ years since I obtiiincd on artificial leg from you ; dtiring this period 
I have not had an opportunity to find the least fault wilh it. 1 walk very much 
and without a cane or support, I suffer no pain or uneasiness from it. 

Since I have returned to Central Amcricii 1 find it necesiury lo make long 
journeys on horseback. In this the leg has aaaisled me very much. I pride my- 



for 
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self OD my easy and graceful movements and the facilUy with wbicb I mouu 
uiid dismount. 

The iDdiB-rubber foot which is on the artillctal leg is a must excellent inven- 
tion ; without it I questioD niy ability to walk with sufety in this country, the 
Btreeu are bo very roueh and autny. 

My leg is my l>eat frfend ; it is what I iove the most, and without it wy lift! 
would be miserable. 1 shall always fe«l grateful to the c«teemud iuvenior, aiid. 
wishing him abundant business snd a happy new year, 1 am, 
Your attentive friend, 

M.UlUEt. A. PAASABit. 



fittvd frotn Meatiiremenlt. 
DrantiiUed from the Spanith. 



Lima. Pebit. South Amkeica, Nov. 26, 1885. 
Mb. a, a. Mabkb. New York Ciiy : 

Mt Dear Sir : — I lake great pleasure in assurine you that Uie artificial leg 
whieh I ordertii of you. to replace the one I losl in tlie engagement of August 
27. 1W<4, has proved to my entire Mdsfaction, 

It is jual Ihat I should recommend your work, since I have been enabled to 
Hvall myself of it to such advantage. 



LEO ABOVE KNEE. 

Fitted frvni JfeammwiiU. 
Trannlatfil from, the SpanUh. 

Lima. Pebu, 8. A., Nov. M, 1887. 
A. A. Makkb, Emj. : 

riBAB 8m :— Words fail to express the gratitude I feel towards rou (or 
the great invention ^vou have achieved in your " Patent Artificial Legs" ; 
it would be impossible U> conceive of greater perfection iu tlie imilation 
of nature. The nnturalness of movement, simplicity of mechanism, weight, 
and in fact, everv thing render it possible to manage them with the ulmuet 
ease. I at Hrst cWpaired of managiiiB; my leg. as has been done in some 
liisttuiris cited in your pamplet, but by dint of untiring perseverance I am 
convinced now that all you claim for them In true. And tcMlay no one not iu 
the secret, eaufd tell that I wear an artificial leg, the short time that I have bad 
it nolwitbstADding. I should like this letter brought before the notice of all 
those peiBons who like myself have been unfortunate enough to lose a limb, 
and for which you are the only person competent to supply a aubalantial and 
perfect substitute. 

Kenewing my expressions of gratitude, I take pleasure in subscribing myself 
Youra very respectfully, Miovel P. ^avo. 



WEARING KNEE-BEARING ARTIFICIAL LEGS. 

KNEEBEARINO AMPUTATION. 

Fittedfi-um Meamirementi. 

2057 1>elgany8t., Dkntbr, Colo., Nov. 3, 1887. 
K. A. Makkb, 701 Broadway, N. Y, : 

r>EAR Sir : — Your note of inquiry as lo the condition of my leg made by you 
□ April. 1!^. at hand. In reply will say the limb in in perfect condition. L 



tou long, but nbcD 1 betm 



I nm n builder (carpenter by trade) and have as man; as Iweutr-faur nu?n in 
my eiuplaj at oDo time, and cau clearly say the men wito cua do as much work 
Its I fan at the bench, or putting wort up, are very scarce. Very few people 
know [ have an artiftcial limb. I can throw my full weight on the limb and 
lift nil I un able to without ptun or inconTeDiencc^. thanks to the doctor who 
suggested the point of aminiiation enabling me to wear the knee-bearing leg. 
Very respectfully yours, 

M. L, BsLL. 



KNEE-BEARING AMPUTATION. 



Oct. i 



A. A. Makks, New York ; 

ItKAR Sim: — 1 am writing to express mj; thoughts about your artificial limbs, 

I have wtirn one of them deven years cunlinuouHlv. and tutvc not hadit Repaired 

1! during that time. 1 cannot express my ilefight in having found so great 



1 ttcnsiurc. 1 have worked newly all the time during the at 



n years, i 



oget ag 



d one, and that at the plaee 1 got this 



Weptport, Fatrfield Co., Cosk. 



WlLLI-VM HlCKERSOK. 



KNEE-BEARENG AMPUTATION. 

berviileen yean on a " Batamander" leg. 

P. 0. Depanment, Washington, D, C. Oct, 87, 1887. 
Mr. a. a. Marks ; 

EsTF.BMED Friend : — Your favor of tht- 86th {jesierdny) received and read 
with exireme pleasure, and any thing I can say in rcgnnl to your Salamauder 
leg will be said iu a few words. 

You niade one for me in September, 1870. and I have worn it with the excep- 
tion of niwut five mouths up to the present time. 

It has cost me about |3.7,^ for repairs, and I Intend tj> near It three years 
longer. The rubber foot is a grand success, and I do not wont any better leg 
(except the natural one). 

I wore one of legs for five years, and it coet me flftv dollars for tlie grand 

iniproeemrnt, Had it cost me in theiive years nearly sixty dollars for repairs, and 
I would not wear one of them for a gift. I am a clerk in Uie post olUce de- 
partment. 

My leg is o£t 1^ inches below tbe knee, and the leg is knee-bearing. 
Sincerely yours, 

WBUilNOTON Glemn. 



KNEE JOINT AMPUTATION, 

Wears No. 115 leg. 

Sathrook, McLain Co., 111., Not. B, 1887. 
Mr a. a. Markka 
Dear Sir -. — I have worn your arlfdeial leg for about seventeen years. 
I am a shoemaker by trade. Knoe ompulittion. 
Repairs amounted in the whole to about four dollars. 
I think that the rubber foot ia belter than any other kind. 
It Is more pliable. 

Yours respectfully, 

R. C. CoAinRT. 
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KNEE BEARING AMPUTATION- 



1 using an artificial leg will eay I 



Oakley, Looah Co.. Kaxsas. Nov, IB. 188". 
A. A, Marsb, Ehj. : 

DUAR 8|R :— In regard lo my eJcpericDce 
that I liave worn an artificial leg 22 years. 

Two of — , one , and one o( A. A. Harks' rubbpr twi. , 

Tile rubber foot I have worn for Iweive years. Repnirs and oil, Sfi cents. , 
It cannot be any more and be artificial. It gives a siift-llke, iafe step. 1 ant 
a alone mason and builder. My work Is on rough ground, with Bpoll, frag- 
menCB, and rubbish tn usually seen about Blone buiidinga while under conslnic- 
Uon. This ia Iho plac« to test an artificial leg. Ho other leg ever did so mui-b \ 
good until I tried ihi? rubber fool, I will give a few rough ideas of ihi? octm- 
mon sense of it. lat, It has a stiff ankle joint which, though apparently a Jis- 
advantage, is re«HT its ehann. i 

1 can stand on tnc heel or toe at will ; this gives me great advantage in turn- 
Ing ubout and getting around lively. The joint will Sap on all olher legs as ' 
soon as a little weight is applied to them. They will then be Hat on the ground. 
and it will be Impoesible to turn until the weight is relieved. 

If on a stdehilt, roof, or hidder the Joint is not safe, but the rubber foot la 
always safe. I got my leg on Oovernmont order. 1 lisve twice drawn com- 

mutalion money, $TG each time : total. (ISO. Mr. 'b limbs cost me ^SS lo 

150 every five vearB in repairs. I mi^hc say much more in favor of your limbs, 
but space fortHds, Any person wantinglo know about your limb i will cheer- 
fully answer all communieations if a P. 0. stamp is eni-lnscd. Las! year I 
accepted the foremanship on the Kansas division of U. P. K. R. I hod from 
forty to flfW men. This year 1 aecfpted the foremanship of the Pioi«?CT 
Town Site Co., doing businewt at RusseA Spring, Ijogon Co.. Kansas. I built 
the court house. It is a fine alone structure, one ot the finest buildings in 
Kansas. I directed all the building for the company, perhaps $11X1.000 
worth. I now have the superintendence of 150 men. 

Any thing I win do for you in the loyal State full of old vets will be only a 
pleasure. 

Respectfully yours, 

Qbu. E. Kbbks. 



KNEE-BEARING AMPUTATION. 

95 Madison Streel, Oraud Rai'idb. Mich.. Oct. 31. 188T. 
A. A. Marks. Emj.i 

Dkab Sib : — Your leg made for me fourteen years ago I am wearing yet : It 
has given the best satisfaction. 

I have worn it continually and It is in good order yet. 
if I sliould want another leg I would Bend to you and get i(, 
J am on the rond continually and have given my leg some pretty hard trials. 
Yours very respectfully. 

Hem AN Blodobtt. 



KNEE BEARING AMPUTATION. 

East On.EAO, Branch Co.. Mien,. Ocl, 31. 18S7. 
A. A. Marks, Esq.. New Youk : 

I have worn arliUclal legs for twenty-two years, have during that time 
worn out two, and have had the third one now three years, Ihis last one btiug 
of your make. X regard the one I am wearing now as being far superior in 
many ways to the other two. I wear what Is termed a knee-bearing leg. It 
being so constructed that the superincumbent weight is borne by the bent uiee 
in a socket fixed to receive it in that shape. 

Your make of leg gives me a belter gait In walking than the others. I have J 
had a great many people ask me why it Is that I am not near so lame as I iis<k1 
to be. This leg does not give me near Ihe trouble lo keep in repair, as IhB 
Others. Uie rubber fool doing away wilh need of machinerj- below the knee. 

1 would state that I regard the rubber fool as being one of ihe greatest im- 
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RrovpmenlB in artifii'iu] I[mbs. In poiul of durabllily, from what I can see. dow. 
. spems Lbat lliis leg will oiitwpftr the orhem, I aiii b couutry mcrchout, ntid 
actively engaged in Lhe deioiU of my bui^iucss. 

CuABLEs Carroll. 



KNEE-BEARING AMPUTATION, 

Fitted from MeasuremeaU. 

Not. I, 188T. 
A. A. Masks : 

Dkau Sfb : — In 1874 1 heard of your making rubber feet. I took my measure 
and sent it lo you for ooe of your knef-btaring limb*. I have worn il every 
day now (or 13 ycara without any repaira. and I think it vrill laBt 3 or 4 years 
yet. I have examined all iuaki» of artlBuinl limba lx>tU in this country and 
Europe during the laxt twenty-live years that 1 have been wearing an arlificial 
limb, and will say that for practicability, durability, and conitnrt Ihcy sur- 
pass any artiticiol limb made In the worlil. 

Tours truly, T. N. WEBBS. 

BnTE CiTT, Silver Bow Co., Mont. 



KNEE-BEARING AMPUTATION. 

BaiGHTON. Polk Co., Mo., Nov. 2, 1887. 
Mr. a. a. Marks : 

Dear Sir : — After wearing one of your artificial limbs for six months and 
over. I am well satisfied wilh it and more than pleased with liie rubber fool. 
It works like a charm, far .superior to the old-fashioDed wooden fool. I wore 
one of them for five years prior to yours. As to the durability of your le^ I 
think It will last a lifetime. Hy leg wns amputated at the knee joint and is a 
hard Htump lo fit, but your artiflclal leg fits superbly, 

I can now walk with ease and enjoy lite. 

C. W, 8kbrua». 



KNEE BEARING AMPUTATION, 

W. W. Ebulibh. 
The Celebrated Door Check. 
LiscoLN, Neb., Nov. 1, 1887. 
Ub. a. A. Marks : 
Dear Sib ;— I have worn artifldal limbs for Iweniy-three years. During Ihat 



time I have liad three different kinds. The leg that you made for melBjJie 
boss ; I have worn it now for one year, and I like it Iwller every day. 
nibberfoot cannot be excelled. There is no clanfi or clatter In the nibbe 



I walk two or throe milex every day, going to and from my office, wilh perfect 
esse. My limb is amputated bi'low the knee, and I use a Enei>-bearing limb. 

It fits me splendidly ; 1 do not have to wear straps or suspenders lo keep it 
on. A ladv met me on the street to-day and said : " Why, Mr. English, you 
walk so well no person would hardlv know that you wear ao artificial limb," 
I heartily recommend your limbs made with rubber feet to eveiy person in need. 
«Dd especially to my old comrades in tlie Isle unpleasantness. 

Respectfully yours, 

W. W. EHOLIBB. 



KNEE-BEARINO AMPUTATION. 

Pitted from Meanurementii. 

OUAKA, DoUftLABB Co.. Nbb.. OcI. 30, 1887. 
A. A. Marks, Esq. : 

Dear Sir : — 1 bt'g lo add mv testimony to the merits and superior qualities nf 
your excellent artiSdal legs. Huviog worn one of them long enough lo be iiblu 
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Himpte and o 

I desire espcdallj to speak for the rubber fool, whicb U truly a great dis- 
coveiy and a blesBiac' to the wearer. Ttie wry tavl uf its being rubber, whji^ti 
is Bofl, ought lo Icna to its adoption by everv one hearing of it or requiring ii, 
approachfug nature as it does more clueely than a nooden foot evercan. I alxo 
desire to eipress lo you my admiration for you as a akiilCularliflan. bavJDji; mnde 
a leg for me from measurements only, wliich flte perfectly, is veiy comfortable, 
and enables me to walk about with an easy, uaturai step, notwithslaading tluu 
my ease differs somcwhHt from most olheis, being iin omputAtioD in the Itnee 
Joint and requiring n knee-bearing leg of special construMlon. 

1 slinll always take pleasure in reeomrociiding your house, and wilb best 
wishes for your prosperity, I am. 

Very truly yours, 

H. G. J, Lkhman, 
leiB Uowunl St. 



KNEE.BEAB1NG AMPXTTATION. 

Lakevikw, Passaic Co., K. J.. Oct. 27. 1887. 
Ur. a. a. Makkb : 

Dear Sih : — In complying with your request ot tlie 36th, I hasten to say t 
will give with pleasure my recommendation of your limbs. I mill say inal 
I bare worn your legs for the last 3Q yeats. and in that time [lut thuu lo 
the severest lest. Having worked at my trade, thai of a maehinisl. tip lo n few 
years back, I have tAken my part in haridlini^ the henvieat machinery In nil con- 
ceivable posilionB both in marine enj^nu building, locomotive work, and la 
pedestrianlsm. 

I have acted as a sewing tnactaine agent in this and other dlics, and would 
carry a machine on my back two and more flights of slAirs and think nothinK 
of It. The lasting qualities of your leg without rejMur, in my expericnM, whiS 
I judge to be tougher Ibnn most other people's, la on an average seven yeat«. 
The elastic rubber foot is one of the most charming features of your nrtlficiBt 
limbs, doing away with the disagreeable clicking noise which ankle joints rive 
to raoat legH, also giving a ftrmer xtep and more natural tread to the walking, 
so that you are not in constant dread of breaking down and becoinlng help- 
less on some lonely road, as I have been with some of the old-faMiloned 
Joint legs, So far as my judgment goes, your legs will lust longer, give 
Letter satisfaction, and cost as little m any ot the legs Umt are now made or 
before the public for the use of the unfortunatee. 

Respectfully yours. 

James Rawsok. 



KNEE-BEARISG AMPUTATION. 

Nov. 4, 1887. 
Mr. a. a. Marks : 

Dbah Sir :— Having worn on artificial limb of your make, I would say Oiat 
for comfort, ease, and durability they are far superior to any unificial foot I 
have ever used ; this is the second one I have had of yours, and it is in Ihe 
neighborhood of 18 years that il has been in constant use, and it is much better 
than Dr. — — 'sto^lay. I have done all kindH of fanniuiu; work, and all kinds of 
lumbering work, hauling logs, etc. , and also a great deal of hunting, which Is 
hard on a wooden leg ; it is a very honest, upright leg. anc] as long u time as I 
have worn it there has been no rattling whatever. 1 do mont heartily recom- 
mend them to all. or any one who may be in need of an artificial limb. I ex- 
pect to take the third one soon, if I am spand to need its use, as I do not Intend 
to wear any other parties' make. 

ItespectfuUy yours. 



Wabhihoton, W-u 



K Co., N. J. 



BUItBELl., 



KNIS-BEARING AMPUTATION. 

847 Wwt Ifiih St., Nkw York City. Oct. 39. 1887. 

Dear Sm : I haveneKlecud lo kcH.'!) thu pruiniM! Imodeitjenriigo ki luforra 
you of my esperieace wflli your nrllflriBi \ea. 

Tht; result ut our deal wtM bdli crudilable loyou and Mlisfaclory to mv. 
While the Arlidcial limb has been found to be all ;ou promised Tor it. it haa al«o 
been Ihe means of ciinljliog me to resume my ordinary work, consequently I 
may look upon you in an especial nmnncr an my benefactor. The socket of 
the leg uoul<I out be better adapted to my stump ; it Sta the parts adminiblv, 
<«UM» me no diaeomfort. and stltl is quite snug. The entire limb apparently 
remains hi as good condition as when first applied, although since then It lias 
been employed without odc day's interruption. As far as duiabUlt^ Is coo- 
cenied. the leg shows no wear and bidfl fair to have as much longevity as the 
famous " one-hotse shay," while the only expense il has entailed for a year 
has been the price of a couple of Btuinp sockn. 

You know that " he lliat is well hath no need of a physician." This may 
be tJie reason of my tardiness in making known my appreciation for what you 
liave done for me. I am not ungrateful for favors, although often careless iu 
returning thauk-t : but bad I not been perfectly satisBed with lbi> leg I would 
Itave been troubling you long before now. I am employed in the Oas Works 
at 18th St. . North River, and to any person seeking such information 1 will be 
pleased to recommend your artificial limbs. In giving this adrlce I am not 
prompted by any motive exrept a wish to render a substantial service. The 
robber fool is an invaluable and indispensable part of the leg. I cannot speak 
too highly of ita many advantages. It Inspires a certain confidence, a reliabil- 
ity whidi dispels all fear of falling, and like Davy Crockett one feels that, his 
meltlon being safe and "all right," he has notliing to do "but go ahead." 
The application of motion at the ankle, which is at the mercy of a weak pivot 
of a screw, is only of advantage while the MTew lasts. But I feel assutwl from 
observation that a movable ankle joint is really an Impediment to good locomo- 
tion, Ilacts like BCODBtant menace. A friend of mine hought one of 'alimbs 



e lime ago, and he says that ever since his perambulations might well be 
compared with those practiced by a raw recruit of the army who walks by 
count; that is to say, he goes along muttering inaudibly two words — one, two : 
one, two. With bis foot bobbing up and down, how can a person feel sure of 
his foothold or expect to walk naturally ? 

Besides, the fear of a misstep keeps his mind under a great strain, similar to 
that of the recruit who stands In fear of rebuke for bis awkwardness. There 
was a fox once that lost his tail and then persuaded all the other foxes to have 
their tails cut off in order that they might appeikr to be In the fashion. But 1 
do not want any one to forfeit a natural limb in order that tbey might enjoy 
with me the advantages of wearing one of your artificials. A lifelong reaidf^nce 
in New York, with a soiourn of several months a couple of years since in Belte- 
vue, the largest hospital on this continent, would seem to qualify me to express 
an opinion and to use some judgment in the clioict' of artincial limbs. In con- 
clusion, I beg to state that after careful comparison of artificial limbs offered 
by four different makers in this city my preference must be awarded totheappll- 
tkDces patented and brought to such perfection by you. 

Dear sir, with assurance of my highest respect and esteem, 

T am, very tnily yours, 

UE^Me U'Kebfb. 



KNEB-BBARING AMPUTATION. 

Oct. 28, 1887. 
A. A. Uarss : 

DSAit Sir ; — Having worn one of your patent artificial limbs for the past 
twenty years, I have no he.'filiilion in saying that with Ihe improvements made 
in my last limb, which I procured n iihcirt lime since, Ihe rubber fool far sur. 
passes any liiat I havo ever uwd, one of which was Iliat of the best of other 
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makers, Uiu ccet uf keepioj; your leg iu rvpair being but wry uitliDg, as ihere 
U uotbiog ubout Ihem to require much expense io so doinjr. 

HesiiectfiiUy yours. 

Mrs. Alfred Robebtb, 
508 HudBon St., Nbw York City. 
P. S. You are at liberty to refer aay of my nex in need of suuh aid as you 
can give, to mc, and I will give Ihem ocular proof of what 1 say. 



KNEE-JOINT AJIPUTATION. 

Nov. 14. 1887. 

Dear Hr. Hakkb : I liavc worn the leu you mode fur me nearlv lii years 
and I have no fault to flnd with it. Mv limb Is amjiutaled In the kneo joint. 
1 UL-ver used any thing to belp mc to walk, a cane nor any thiae elae. My 
occupation was a dressmaker, but now I am housekeeping for my»elf. 

My address is 670 9th'Ave., New York City. 

M Alio IB DCFFY- 



KMEE-BEARING AJIPUTATION, 

PitUd from Meaiurejiuint*. 

PLATTSBttnoii, Clistos Co., N. Y., Oct. 28. 1887. 
A. A. Marks, Eaq.: 

Dear BtH :— In 1864 my right 1^ was amputated near and below the knee. 
I procured one of your loi(*-licnring rubbor-tooi llmba, one of which 1 uaed 
nearly fourteen ye-ars without repair and it is a pretty good limb yet. I walk 
mnaiderable, and I think, judging from seeing others walk who use a different 
make of limb, I get around as well if not oetler than they, I would not 
exchange for any other that I have seen in use, 

Youra reapectfully. 

J, PAUaieBTER. 



KNEE-BEARINO AMPUTATION. 

Cazehotia Skminaby, Cabknovia, MADiaoH Co,, N. Y., Not. 3, 1687. 
Mn. A. A. Mahkh^ 
Dkaa Sui : — I have worn an iiriiticial limb of your make for about flfleen 

fean>. PreviotLsly I hail worn one of n dillerent manufacture, but I did not 
ike if. Since wearing one of your make I have walked more easily and with 
mui'li U'8B noiae. The expense of keeping the leg in repair has bi?en very little 
induid, and 1 am conHdent that no other could have been more Kalisfactory. 
Very truly youra. 

I. N, Ci,B»iBMT8, Principal. 



ENEEJOINT AMPUTATION, 



Oci. : 



Dear 9in : — I have been wearing your make of artificial limb with rubber 
foot for about nine yean, and I must aay that I connider theni the t>eat that arc 
made for durability, elegance, Bt, and moventi^ntH. The expenses for repairs 
have been trifling. My limb was amputated in the knee, and the artificial limb 
assists mc in doing my housework. I can do all my work as well as though I 
had my own natural limb. I can recommead your make of arttScial limbs 
with rubber feel to be the best manufactured. 

Mkh. Ella E, Mii.i.br. 

2113 E. TiooA St., Philadeij'ht.v, P.v, 
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KNEE-JOINT AMPUTATION. 

Wallts up finil down Slwrs Three Storits High. 

StTBLiJHTr. Marion Co., On&aos, Nov. 18, 1887. 
Mr. a. a, MATiKe: 

Dkar StK : — I have worn j'our artiflcial Uoiba alicteeii years, and I muHl say 
that I am entirely satiafled ; it is the most durable leg thnl I have ever hud : 
my leg is ampulauid at the knee joint, and must say thai I have walked lui fur 
lU fourteen miles in a rough country. I have worked at baying and hoeing. 
and worked with a threshing machme. I have also been nieht watclimun nt 
the Oregon Sliile Insane Asylum for one year, going up and down stairs in the 
huilding. which was three stories high. 

I have bad three legs from other makers before I tried yours, cacJi one bdng 
of a different consirut^iion : they were all unsatiafarlory, I use u cane very 
seldom, becftuse I leave it stand or forget when I go about. I rvcommcnd your 
limbfl to nil who are in need of iliem. 

Yours truly, 

EitNiiT Baker, 



KNEE-BEARING AMPUTATION. 

Mt. Pleasant Mill, Snyder Co., Pa., Ncv. 3, 1S8T, 
HavinfT had the misfortune to lose one of my legs [he 27lli of Septciuher. 
ItiKfl, unipuialed at knee Joint with the patella retained, I can now wear one of 
A. A. Marks' aniBcial legs, and must say it gives me perfect satiafactlon, I 
consider the india-rubber foot a great improvement. Dispeusing witli Ihc 
tnachineiy of the ankle joint, it also Eivea as much lateral motion on uneven 
KTOund as is necessary, and I am delisted to say that he has arcomplished the 
diSluult problem of enabling me to get support during progression on the end 
of the slump in.slead of entirely on the sides, 

IBs plain and simple mode of constructing artificial limha is to my mind 

iin questionably the best, and when asked by poor legless persona as to whose 

make of artlQcial limbti would be the best to secure for comfort and ulltlty, I 

muRt decidedly say, without any hesitation. A, A. Marks'. 

Yours with respect. 

Masasd Kotsrock. M.D, 



KNEE BEARrNG AMPUTATION, 

Fitted from MfamtTementt. , 

Blacks. York Co.. ». C, Not. 33. 1887. 
A. A. Mahkb, Ewj., 701 Broaitwav. N. Y. : i 

Dear Sir:— Yours of the 26th to hand. 'I would say that I am very 
glad to recommend your artWcial limbs to any one. as I have been wearing one 
i>f your knee-bearing legs for over twelve months with much eaee and no ex- 

Cense to me at all. lam a clerk In a retail store, and do a great deal of natkiug, 
Ut I find your rubber fool the vcrv thing for walking all day on the floor, 1 
<^aii also say that my limb was fitted from measurements and is a perfect fit. I 
am willing to auswer any letter of inquiry that may be sent to me. I am, 
Yours truly. 

W. B. Akthost. 

KNEE-BEARING AMPUTATION. 

MARTiNBarno, Berkblev Co., W. Va., Dec. 15, 1887. 
A. A. Marks: 

Dear Sir ; — Now hk Io the merits of your rubber fool I will say they can 
not be escelled. The leg you made for me in 1870 was in conataiit use for 
fifteen years, and I know it did not cost me over one dollar tor repaita, I 
neiilier \uv<\ shoulder strnja or front strap on it. The leg you made for me in 
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1875 I only commenced to wear in 1885. I don't retract any thing! wrote 
jou in 1875, which you will find in your pamphlet of 1884, page 52. When the 
time comes for me to receive another, I shall call on you to make it. 

Yours respectfully, 

William Dean Smith. 



KNEEBEARING AMPUTATION. 

TransUUed from the Spanish. 

Santiago de Cuba, Dec. 12, 1885. 
Mr. a. a. Marks : 

Gratitude is one of the noblest sentiments of the human heart. My duty is 
not only to express my gratitude to you, but to pay a tribute of justice to merit. 
While at sea 1 was thrown from the walkiug-beum of an engine and lost my 
leg. During the period of convalescence I learned of your celebrity and pro- 
cured one of your legs. Thus I find myself with my left leg replaced by your 
skill to such remarkable perfection that'll am actually restor^ to my usefulness. 

Your obedient servant, 

Joaquin Ricalo Muquercla. 



KNEE-BEARING AMPUTATION. 

Fitted from Measurements. 

Translation from the SpaniHh. 

Arroyo, Porto Rico, Nov. 17, 1885. 
Mr. a. a. Marks : 

Dear Sir : — I take great pleasure in stating that the artificial leg you made 
and sent to me I have worn constantly. It gives me complete satisfaction. 
Pour times daily I walk from one town to another, a distance of four miles, 
without fatigue. 

Jose Marie Lebron. 



WEARING BELOW-KNEE LEGS. 



BELOW KNEE AMPUTATION. 

Louisville & Nashville Railroad Company, Transportation Department, 

Montgomery, Ala., Jan. 9, 1888. 
A. A. Marks, Esq., New York : 

Dear Sir : — It affords me great pleasure to add my endorsement to your 
already large list of testimonials. While employea as conductor on the 
L. & N. R. K., in Oct., 1886, I had my foot so badlv mashed as to necessitate 
amputation about five inches above the ankle. !^our months afterwards I 
called on you in your city, and was fitted up for duty again with one of your 
rubber feet, and after wearing it as I have I would have no other. 

I have now worn it for about one year, and have never lost a single minute on 
account of it. Two weeks after I left your office I could walk all day without 
the use of a cane. I have met several persons wearing other makes, and they 
pronounce my walking the best they have ever seen, and I have never seen any 
one who could equal it. Persons who have worn legs for years say I can walk 
better than they can. I meet people every day and associate with them in 
business for weeks before they find out I wear an artificial. I can keep a good 
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■Illy, 
W. K. 



BELOW KNEE AMPUTATION. 

Fitted from Measurementt. 

Thot, PncK Co.. Ala.. Nov. 8, 1887. 
Hb. Maueb : 

Dear 8ib : — I am well pleased with your foot. I have been we&ring j-our 
leg fourt««a mouLbf. 1 have beengomg to school and preparing for huainess, 
Mr. Murks. I walked twelve miles WMtnesday night, aeTeuBillug, all&routid the 
neigliborbood. 

Yours truly, 

M. V. THOAaHBB. 



BELOWKNEE AMPUTATION. 

Fittrd from Mraturvmenti' 

PLAHO. Tvi^utE Co,, Cal.. Nov. 15, 1887. 
A. A. Hakrh : 

Dear Sir :— The leg and fool that you 8«Dt for my bod In 1870 liiBUd remark- 
ably well for sucli an energeliu fellow, hardly mHU a moment, and when he goes 
he will get iJierc na mmiu as the best of Ihoni, The limb performed to satlsfnc- 
tlon in every respect imd has lasted ten yuirs. 

Respectfully. 

Wm. Thoubok. 

BELOW-KNEE AMPUTATION. 

Fitttd from Mtaturtmentt. 

Tehama. Tebaha Co., Cal., Dec. 86, 1887. 
A, A. Markb : 

Dear Sir : — My leg was amputated about three inches above the ankle joint. 
I have worn an artificial leg made by you for more than three years. It has 

S'ven me entire satiafactiou, inasmuch as I am enabled to attend lo all my 
rmer duli(^s wilboui iatemipiion. 1 frequently follow a plow all day. ofien 
twenty miles, run a header, and do other such arauoun work. 

The cost of repairs during that time has not exceeded three dollars I can 
cousdeotiounly recommend youi work lo all persons in need of artiBdal limbs. 
J. T. Still WELL. 



BELOW-KNEE AMPUTATION. 
FitUdfrom MMt'iiv/iieiiti. 

Dec. 2, 1887. 
Mr. a. a. Mares : 

Dear Sib : — The le^ you made for me four years ago from measurements 
which I sent you has given entire iialisf action. 

I have seen a great number of people wearing artificial liinbM, but I have not 
met with any one who ean get around as well as I can. Have been in rough 
places in the mountains where any one would rhink it woa Imposaible for n 
man wearing an artificial limb lo climb around. Con ride horseback or walk 
Itmg distances almost as good as any man who has two good legs. 

Therefon? I cun recommend it (o any person as the best artificial Umb made, 
W I have seen nearly all that are in the market. 

I am by occupation uii engineer, and my leg has had pretty rough usage at 



.. MARKS, ABTIFICIAI. LEUBS, NEW YORK CITY. 

1 repairs for the four year« I Mve bcfii 

J trulj*, Wif. WrLLoroHuv. 

GiUBB Vallbt, Nbvad* Co., Cal. 

BELOW-KNEE AMPUTATION. 

Nov. 8, 1B87. 
Hk. a. A- Harks : 

Dear Hm : — Altut using one of jour artificial lugs for ten jenTs I am ^lad ti> 
Eive It li^tiiuauT Ui ila merits — a ^x>d fit, perfectly eaev. and for durnbiliEy il 
has no equal. The cost of repuira is not worth luenlioning, anA the value ot il 
for one who has lost a. leg where I liuve, wliicli i* about ci^hl incheH from (lie 
foot, caD not be eetimaied. Thousands of dollars could not give tne the nimforl 
that my artificial leg has. My occupation since I have had Ihe artificial Hmb is 
keeping a clothing store. 

Yours very truly, JoHS FaRBEL. 

Or.^ss Valley, Nevada Co., " 



BELOW-KNEE AMPUTATION, 

ftttfd from Meaiurementt. 

Nov. 9, 1887. 
Mr. a. a. Mabkh, New York fltv : 

Dkab 8tB : — I have worn one of your artificial legs with a rubber foot (below 
the knee) for over seven ycora, for which I sent the measurement from this cily. 
It proved a perfect fit, and never gave me any trouble during this time, I have 
given it a Ihorouj^h trial, having worked in a hay and gram store and wood 
und coal yard, where ttiero is heavy lifting, and it has onlv cost n triSi' 

lo repair the shoulder-stnip once. I biid worn the artificial leg for sevcml 

ywn, and the springs and cords were continually breaking and neoaing repairs. 

I consider your leg wilb rubber foot far superior, more durable, easier, and 
more comfortable to walk with than any artificial leg made at the present time. 

I sliall certainly recommend your legs In preference to any other as tbe bcsi. 
Wishing you success in your business, t remain. 

Yours respectful ly. Dantel W. IloLMEa. 

890 Francisco St., Ban Fbakcibco. Cal. 



BELOW-KNEE AMPUTATION. 

Santa Rosa, Sonoma Co, Cal., Dec. II. 1887. 
To all those wbo are so unfortunate aa lo have to veni artificial limbs : 

I have been wearing A. A. tlarks' tegs for seventeen years. 

They have always given good satisfaction ; for durability Ibey can not be 
excelled. I have been roughing on them for years, climbing mountains where 
neither horse or mule couldlravel, and Intend, to continue lo wear them while I 
live. I can recommend them to any one that is so unfortunate as to need an 
artificial leg. 

I have been mining and prospecting in (lie Slia«la Mountains, and it tries the 
metal of artiflclal legs, 

Yinirtt, Bgkj. Speelman. 

BELOW-CNEE AMPUTATION. 
Fitted frimt Meanurementi. 
" Run, jump, climb, and skate." 
Nkrdi.es, San Bermakuino Co.. Cal., Nov. 10, 1887- 
A. A. Marks, New York : 

Dkak SiK ; — My sou John Jerome BiKith, aged ten yeare, who had Uie iniii- 
fortune to lose a foot about five years ago. has used one of vour artifieial limbs 



A. A. MAKKS, ABTIFIOIAL I 



I, NEW YOBK CITY. 



for (lie ))aat four vears with complete MtlsfBclion. Bood after procuring Uie 

HarkH litnb I concluded totrj- . aiidforihal purpose ordered one wiiiiloieral 

niuliun. Here, then, I had a fair opponunitj for uompclitivu trial. Ae ii 
result, Ibe leg was returned tor repairs in six montlis, wliile the Marks is at 
prcM'iit in use. hiiving been relumed but once during Che entire time, and that 



a loss to determine whicli <a 



observers, when informed of Lis misfortune, e 
ttie real ftnd wliich llie arliflcial limb. 

I would be ongnvWful. too, if I did not refer to the universally prompl. poIiU', 
anil obligiuK manner which has charoelerized your dcallngii with me. Heurlily 
recommendtng llie Marlis artiUcial limbs to lie maimed, I am. 

Your obedient aervaul, 

■Tames P. Booth, M.D.. 
Surgwm A. &, P. R. R. Co, 



BELOW KNEE AMPUTATION. 

Nov. 1, 1887. 
A, A. Markb ; 

Pkar Sir : — I am now weurluf,* the leg thai was made for me in September, 
and i( ilia me very well, Aa you perhaps remember. Ipurcba-sedaloKfromjouiii 
t«B3, before you used the rubber foot, and since then I have worn the - — — leg. 

ami llie leg, and, as yuu know, I have used the rubbor fool a great deal of 

III'' lime. Kiuee you ititrodiiccd It la tliemarket. and I think ft is farah^idofany 
leur Mint I have worn, for diirabltity and economy, and 1 always feel safe when 
wearing the rubber foot, as there are no springs or cords to break, no squcokini; 
or clattering itound to aitrtu't the aoxia; of peopl<' aa I pain by, and tticrc n 
nothing to oil, except the knee jotnls, which can be done in a few moments, and 
then my mind la easy, so far as Ibe leg Is c-oncemod. for the next two or tliree 
days. As for repairs, I would »lale that 1 have worn the rubber foot for a straight 
tcven yearn without spending a nickel, except for oil for the knee joints, and 
aA cents will cover that Item. My leg is amputated nlioul fourlnches Itelow the 
knee, and my occupation is a clerk. 

' "■ -'->—■-■ "-log every day. My weight is a 

Resoet _, _,_, 

Tu'oM-^s Gibson, 

Ml Mission St.. San Francisco, Cal, 

N. B. You will perliaps remember tliat the leg I got from you in 18da wa 
11 present from my eomradcs of Co. B. 5th New Jei'sey Vol. Infantry. 



BELOMT-KNEE AMPUTATION, 

lilted from MeatureoitnU. 

Office of County Coroner. 
MiNiTon Spuisos. El Paso Co., Colo., Jau U. 18B8. 
Mji a. A. Makks: 

Dkaii Sir :— I wish lo stale to 3-0U tliat the last leg ordered from you fo 
W. C.Allen, islnevery waysaiisfu'ctoir. He can work on his ranch, plow, tu 
timber, or any other work. Few would know he had an artillcial limb. 
Very reepcctfully, 

Ipaac Davis. 



BELOWKNEE AMPUTATION. 

]!«B nth St.. Dbnvek, Colo., Nov. la, 1887. 
A. A. Marks: 

Dear Sib: — It nSardsme great pleasure lo express my views regardlngyour 
most excellent artiflcial limbs with rubber hands and feet. I liad the miiidirtunc 
fo lose my left leg wliilc engage<l in action in tliebte war of the ri'tiellion, and 

received ray flrwl nrtitidal limb of Mr. iu N. Y. City in the full of 1865, 

At that lime I knew nothing alioul the different linibsi. their jfnod or I'iid 
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(jualUiut, but look \hv dial out! ulfcred to ini; ; allliougb it was a gnat improve- 
ment on crutches, il ilij notjcive satisfiiclioii. and 1 »iii)n throw it away. After 
exaniiniDg the difFereut kinds uf limbs 1 could sun or hear of in the Uailod 
l:)U>Ie«, and some Trom £iirope, 1 securtd one of your legs, aud have continued 
Ic use yours ever sfnce. 

DurlDg tlie past 22 ycani, I have truvelijd arouud coiisidtnible, and met 
pt^rsoiis wearlpgall kinds o[ legs, but 1 have yet la see Ihi- colors of the banner 
or tlio!)« tliHt can walk bviLL-r than I can. if Ihcy um- any other limb than yours. 
Your ]iml» huve^veo me perfect satisfaction, combining, as they do. eafiy. com- 
fortable, gracefiirund natural niotionand durability. Twore one for ten yi'ars 
coDBiantly, aud was cDgagMl In rough outdoor work all the time In ihh 
mouulJiin country. Several of my a<'quainlanFes who have lost their legs, and 
haviug seen mr leg, sent in their onlers and measurements, uad havu nlwaya 
been highly pleased with the result, Wlsliin«; you all the success you can 

J[>ss[bly desire, and thiLl vour efforts to iKuetll tlie disabled may cuutiiiue tu be 
uly appreciated, I reinaiu. 

Tours very truly, 

RtCttARD McCt.OT. 

Formerly Private Co. A., lOlh Begi., N. Y. t'avalrj. 



BELOW-ENEE AMPUTATION. 

Mttcd from MauurciaenU. 

Pl.ATTKTH.LE. Weld Co., Colo., Nov. 1, 1H87. 
Mu. A- A- SIarks: 

Dear Sir :— 1 have used artificial legs for over twenty years, and I think I 
ought to be a good judge. Tho first two or three weeks 1 thought I woutti not 
like the leg, but since I have got used to it I like It first rate, I can walk easier 
with your leg and rubber foot attachment than with any oilier leg I liave ei-er 
tried.' and I nave tried four different kinds. 

H plasterer by trade, and work with your leg on tho scaffold every day 



now. Kod can safely recommend yuur leg to anyone who is so unfortunate n» In 
ne«l one in preference to any other maie I have ever tried. Il tils me belter 
than any leg 1 have ever tricil, and it was made from mniBuremcnia. Any one 
wislung (o ask any questions can write to me at Plutlevllle, Weld Co., Colo. 
Very truly yours, Jiuse DnuciCK. 

BELOW-KNEE AMPUTATION. 

Nov. 8. 1887. 
A. A. Marks. New Y'ork : 

Dear Sir : — Your favor of the 28 ult, is received. 

In August 38. 1684. 1 lost my right foot, which was amputated ten Inchei be- 
low the knee. Having a large coasting vessel under construction at the Unie, I 
wanted to apply the best limb, one ttiat would be the most suttablc tor my busi- 
ness. I therefore msdeacarefulstudy of ortlflciailimbsof different makes, and 
with advice of my doctor selccled yours. I applied one of yours on the first of 
Deccniber, thirteen weeks after amputation, and in a short time I was able to 
walk so well that hardly any one knew I had lost my foot. I have not had any 
repairs mode eicept what you liavedone free of coat. 

I work and do all my business now with all ease possible far any one with a 
false limb, and feel as well as ever. 

I think your artificial limb with the rubber foot is the best one that is made. 
There are no cords or joints to break down, and the rubber foot soon gives ono 
all the movement in omcr to walk, and then one always knows there is no turn- 
ing-over motion of the fool. 1 like it lit^lter than any other I have ever seen. 
1 have used this one nearly three years, and like it more and more. I always 
know where to find it. 

Hoping you will live many yeai^ to bless the afflicted wilh stilt other improve- 
ments, I am. 

Very truly yours, 

Lrars J, Strvks( 

Clintos, MtDDi-Esex Co,, COKK. 



A. A. HAltKB, ABTIFICUL UUBS, NEW YORK CITY. 



BELOW KNEE AMPUTATION. 

E, A, Nellia. 

WiNBTKD. LiTCSFIBLD t'O., CONK,, NOV. t 

A. A. Marks. Ebci. : 

De*u StR :— In answer 

tijet my leg by ampulatior. ^^ 

line i>f the best urtlficfsl legs in use. Uie wearing of which gave me much 
piuD, and I was oficn obliged to go back on crutches until tbe irritated and 
swollen stump was again in i-uudilion to wear the teg. It also annoyed me verj 
much by freqnenl rattling of Ibe niikle joint, Re[)air hills were from |0 to fS 
A ywr. I was obli^ to use a cam- when talking, and walk only when obliged 
to do so. I wore [his leg uboul two years. 1 met a great many wearing nrti. 
flcial legs made by various flmia, all of whom were laboring under difficulties 
similar to mv own. the same citafed stumps, Che same rattle of ankle Joints, and 
henvy thud in walking which distinguished any one wearing an arliflclal leg 
■with wooden foot and ankle joint. I think it was in 1887 or 1868, while in 
Waterlown, N. Y.. I met a Eetitlemau wearing one of tout artificial legs with 
rubber foot. I was surprised to see this man go up and down stairs actually on 
a run. Ho alao moved about among the guesu at tlie hotel noiselessly aud 
iguietly, with the giaco and ease of natural motion. I have forgotten the name 
of this gentlecaau who advised me lo gel one of A. A. Marks' arliSrJal legs with 
nibber foot. 1 at oni^ wrote lo you, requesting you lo send me iimtruutioua 
and blanks for taking measurements. 

1 received a prompt reply, followed instructions, sent in measurements and 
onler for a leg. I soon receired notice from you that the leg wu« ready to be 
fltlud. I went OD to New York, and when the leg was fitted and finished 1 put 
It on at your office and walked dowu to Fulton St., after eating supper walked 
down to Peck Slip, took boat for New Haven, feeling like a new man. I am 
nnw wearing the Uiird leg made by you. I nave worn your legs constantly 
from the time I fltst received one, never having lost an hour's time from its use. 

I go up and down staira, up and down hill, through the brush, hunting und 
Sshi^g. In fact. I go when and where I please with ease and comfort. 1 think 
my repair bills for the last two yeora amount to about (2.50. I con only say, 
AS the gentleman in Watertown said to me, try one. 

Very respectfully. 

E. A. Nelus. 



BBLOWKNEB AMPUTATION. 
Fitted frnm MeiuuTemeata 

Talcottville, ToLi-ASD Co.. Coira,, Oct Bl. 1887. 

Drab Sin : In response to your inquiry as u> how I am satkBed with my leg. 
I would eay that it has more than met my expectations. 

I am now wearing it my third year and hare not had lo have it repaired yel. 

I can plav l»se-taill and other outdoor games, run, jump, climb tn.-es, and 
akaie as well and with as little fatigue as other 14-vear-old boys. I spend most 
of my Hpare Lime In the woods hunlint: and trapping. My leg was amputated 
below tlic knee. As soon as I received the leg from the express agent I put It 
on and walkol home. I can heartily recommend your legs to any one needing 
an arUfldal leg. 

Yours truly, George G. Griswold. 



BELOW-KNEE AMPUTATION. 

Nov. 5, 1887. 
Mr. A. A. Marks, Esq. : 

Dkak Sir ; — It is with pleasure I give my (estiniony as to the merits of your 
artificial limbs. Having had an experience of nine yean with them I am cuni- 
petent to say that, for durabilitv, easv movement, and excellent workniauship, 
nothing better could be desirea. Atthough my oise is rather a difficult one. 



A. A. MARES, ARTIFICIAL UUBS, NEW YORK CITY. 



trom the fact that tlie point of amputation is only \l\ree iaclits bt'low the lume. 
jet, being of a rather feetless nature, I walk on an average about four miles per 
day, and often a good deal more, without the slightest exertion or paia. In ail 
these uiiiG vears I had only one occafiiou for repaira, and Ihia being necceailalcd 
hy an accidental fall. 1 have not the slightest hesilalion In recommeiiding the 
Marks arliflciol limb to any of my f Hcuoa who may have to take recoiireo U> a 
substiluto for nature, aud shall be pluuiKid to answer queatlona in detail. 
Yours respeetfully. 

NoKRie B. Rdthbr. 
24 Hill St., New Haten, Conn. 



BELOW-KNEE AMPUTATION. 

Pkople's Like to Briduepnrt — Steamer Rotedale. 
Dec. 18, 1887. 
A. A, MARKit : 

Dkab Sir : — On Feb, S, 1B87. 1 purchased an urtiflcial leg from you. In four 
days after I commenced work on Steamer BasedaU. I am on my feet from 
6.30 A.M. to 7.30 F.H., daily. I have lost do time, neither have I experienced 
any inconvenience In the use of It. I have not spent any thing for repairs, and it 
remains the sarae as when purcliased. Hy leg was araputAtw one and one-half 
(nches below the knee. I would be pleaHed to recommend tliem lo any person who 
may be in need of one, I can be found on Steamer Bimdalr, Pier 24, East River, 
N. v., between the bourR ofllA.K.and 3p,>i.,rirtn Bridgeport any evening 
or Sunday. 

1 will only be loo happy to give any information to any who will call and 



Yours truly, 



C:oSRAD PbL'TTIKB. 



BELOW-KNEE AMPUTATION. 

So. NoRWALK. Paibfikld Co,, Coxn,. Nov. S, 1997, 
A- A- Hakks, Esq. : 

Dear StR :— The artificial limb that I have from you Ibave worn continually 
for five yean, working in the children's carriage business at Five Mile River, 
Conn. I think that the rubber foot is a ^reat improvement. The cost iu that 
time has b<!«n nothing, no repairs being neednl. Point of amputation, 
four and one-half inches below the knee. My work is rather liiborious. 
Respectfully yours, 

pRKDSaiCK A, SCOPIELD. 



BELOW-K>rEE AMPUTATION. 

"Most subetantial leg made." 

Nov.. 1887. 
Mr. a. a. Marks : 

Dkar Sir :— Ills fourteen years since I bought my artiflelal leg of you. I did 
not think I should ever walk as well as I do with it. I have done all the liard 
work that i» to be done on a small farm, even lo building a stone wall, nf which 
there was nearly one hundred rods, and fame of my neighbors said it was done 
better than they could have done it for themselves. I am walking nnd c'diig 
somewhere all the time, driving the cowa and going after them, a mfle or 
more every day. 

I think your aniflcial log with the rubber foot is the most subtnantial leg 



Wilton, Faibtield Co,, Coss. 



Chakleb E. O 



A. A. MARKS, AUTIFIC-IAL LIMBS, NEW YOBK CITS. 



BELOW KNEE AMPfTATION. 



. A. A. Marks: 



iff \vgB Tor nboui five yeuis wiUiuul anv repairs whatever, except u new ahniitder 
stmp, niu) Uiuat! I Hweat oul. The limb bids fair to sUdiI me ten or fiftevn 

KMrs longer ; il BtiiwarH to be as good now as wlieo you made il. I am a 
boring man, anil nave to walk one mile to and from niy work, and walk tn 
well th»t most folks don't know that I wear one. It U a smart walker with two 
legM that can get away from me. I Ihiak there is no artificial foot that comes 
ao nenr the natural one an the rubber foot, for this reason ; Il gives either w 
and with a »liue or )ioot on it h bard to detect from the natural one. ' 
boot don't look as if It had a last iiuide, as one does made of wood. I am 
old soldieT, and would recommend your artificial legs to all comrades in 
condition. 

HespectfuUy youre, 

L. C. Beckwitl 

TllOMABTOWS, LlTCHKIEU) Co., CONK. 



BELOW.KMEE AMPUTATION. 

BK.INTORU, New Hatsk Co., Cons., Dec. li, 1887. 
Hr. a. a Markr ; 
Pear Sir : — It is with a willing band that I write you these few lines in 

SmUe of your arliQdal le^ witli rubber foot. Niou years ago I \ 
ifterent flnimin the United Slates, asking tor calaloifues fori 

all responded. 

I compared l . „ , --- 

fldentially any that vour artificial leg with rubber fool is the best made in the 



mpared them all. and lliought yours would be the best, and I can con- 
_ _ Ally any that vour artificial leg with rubber fool is the best made in the 
uvrld. Ilukvc worn tlie leg fornine years, and it has not cost me one cent to repair, 
it, My work In of a laborious character, standing all dayand lifting heavy work. 
NineVean sum I went to your place of business and left my measurements. 
> weel^, and have been wearing it ever since. By my 
le leg. I have sent five men tu you, and they all speak 

y leg is tour inches below the knee. 
Dear rif. if I live long enough to wear out Ibis one, I will surely have 
another. This is the first letter that you have had from me since I bougbl 
the leg, and I am pleased II is not a letter of regret. I know of oUiers 
whose artificial legs are breaking down all the time, which have cost them 
more than the first coat of the li'g. If there is anv one who (llaputes or does 

not believe tjie foregoing, please write tt ' " '"- " — '"""* ' 

and all letters will be kinilly answered. 



BELOW-KNEE ASIPUTATION. 
Fitted fn/in MeamiretaenU. 

Dec. U. 1887. 
A, A. Maiirb : 

Sir :— In regard to my artificial limb. I got it ten weeks after the amputation 
nnd have worn it ever since. My Ihnb was amputated rin inches below the 
knee. I was five weeks in Hartford Hospital : in eight weeks Dr. Parker of 
South Manchester took my measures for llie limb I got from you, I had it in 
" ' ' ■" '■ — ■ — wiilli twenty miles a day. 



thole' 



rid 



n New Britain, Conn. 



s very respectfully, 



M Cleveland St., New Bkitain, Corn, 
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BELOWKNEE AMPUTATION. 

Oct, 26, 188T- 
u for Ihe Insl sevea jcara. und it has 

__. __ _ _. __ _ i5ot itn liourfrom my work, wliidi 

is laborious, having to lift coils of copper wire weighing as liigh ns one 
hundred and Ihiny pounds. I coasider the rubber foot by tar su|ierior lo all 
others (h&viag had expi-rieDce with otbi^r nMnufacturers' logs) for durability 
and advantage to the wearer, I never dared do any thing outside of liglil 
eoiplovmeut while wearing the other style of legs. 

My leg was amputated four inches below the liDce. 1 will be pleaded to 
correspond with any body In this matter, and will consider that I have doncn 
deed tiey should be thankful for lo the end of their days for putHug bpfore 
them an article lliat in my experience ranks next lo the human foot. I would 
not wear one of the previously worn legs if presented to me free, if Ihere was 
one of A. A. Marks' in market selling for twice its present priee, 
1 am, in gratitude, 

A. A. BniDOESAM. 
84 Cential St., Anbonia, New IIavkn Co . Conn. 



BELOW-ENEE AMPUTATION. 

4 Franklin Block, Bbidobport, Cokk., Nov. 8, 1887. 
A. A. Marks : 

DeAH Sir : — I have been wearing your patent artifldol lee for the past fifteen 
years ; I had previously worn others ; but they were not sanstnclory to ine. In 
my opinion, your leg is far superior to uiiy other arlilldal lee mode First, 
because of its ease, elasticity, and stillness ; these are obtainea by Ihe use of 
the rubber foot, and I think it is the only sensible thing lo use for this pur- 
pose, aa it is free from all complicBtions of cords and bolls, such as are UMcd in 
other legs, and which cause a continual rattling, and U veir disagreeable. 
Second, becaune of their durability, which is no small item. I have used the 
one I am now wearing about seven years, and it is good for a long lime yet. 

I am in the insurance and real estate business, and am continually on the gu. 
There are few wlio walk as much as I do. My teg is amputated four and a 
half inches below tile knee. The cost of renairs during the fifteen years will 
not enceed two dollars per year. During this time I have recommended them 
as the veiy betit leg Uiat could be obtainra, and a large number of these parties 
to whom I have recommended have purchased, and are still wearing Iheni. 
and in every Instance to their entire satisfaction. 

Vours very truly, 

A." E. Bartr.^u, 



BELOW-ENEE AMPUTATION. 

East Haves. New Haven Co.. Cons., Nov, 18. 1887. 
A. A, Marks : 

Pbar Sir ; — The undersigned parents of the child. Habel. lo whom some 
three or more years ago. when but a litite more than one year old. you flihd a 
lower limb after an amputation, are not only willing but anxious to testify to 
its merits. 

The child uses the artifleial limb without the least inconvenience, and we 
would also sincerely thank you for your attention to her needs. 

Mr. & Mrs. E. 8. Tboucson, 



BHLOW-KNEE AMPUTATION. 
Pitted from MtatitretMiiU. 

Wessinoton. Beadle Co.. Dak,, Oct. 80. JSST' 
Hn. A. A. Hares : 

Dear Sir :— I was unfortunate enough, nearly two years ago, to lose my leg, 
about five inches lictow the knee. As soon as il was thoroughly healed I recef v«l 



an artUlHnl leg from juu. lakeo from mPBSuremeotB, and I have vmn il every liny 
8iD<v. without tbe use uf cmic or crutch. M; occupation is butcberiDg. I du 
all klndn of shop work, itnd run carry a quarter of beef, without llie lenitl 
trouble. As for repairs, the coul haa beeo Ultle or ootblDg, as I have only paid 
fifty (vnis in ninetMm monitis, I would not be without the leg for twice t.liu 
amount it ctMl me. I («u liparlily recommend It to any one in want of such an 
article. 

I icmaiu, aaevi-r, yours truly, 

Wakren UtrtwT. 



BELOWKNEB AMPUTATION. 

Nov. 8, 1887. 
Mr. a. a. Marks . 

Dear Sir ; — Hearing that you nre about lo publish a new pamphlet, I will 
cheerfully write a brief sketch of my experience, regarding the durability and 
advantage respecting case, comfort, wear, and natural movement of your artilt' 
cial lim&. My leg was amputated six inches above theaalcle, on the twelfth of 
June. 1884. aoU on the twenty-fourth of September, the aame year, you fltt«l 
an artificUl limb, otid I have worn it constantly ever since, scarcely missing the 
loss of my own memtter ; not even Uie pleasure of skating and danung is denied 
me. And, what is better still, the leg in prectiod luo diirs not get tired or out 
of order. My occupation is a rough, laborious one, and I nrwr favor the am- 

rilaled limb in the Icaet : in fact, when lifting bags of grain, or heavy boxes, 
always place Uie strain of the load on llio artincianimh. 

I run and jump as freely as before Injury, and I can testify, for a certainty. 
Uiat your limbs are very durable. 

Yours respectfully. 

Al,VAH E. YOCSQ. 

1007 C St., 8. W.. Washinotos, D. C. 



BELOW-KNEE AMPUTATION. 

U. S. Soldiera' Home, WAsatNOTOs. D, C, Nov. 16. 1887, 
Mr. a. a. Harks: 

Dear Sir : — In reply to your favor of the 2ath idt. I can state that I have 
woni an artificial le£ ever since tlie war. 

I knew nothing of your leg tmlll ainut 1888. I bod then used two legs of 
different makes. One did not answer at all. 

The other I took to you. and hail a rubber foot put nu, and was so well 

tk'««efl with the change that I liave ever since used your kg. Mv experience 
idicates that your foot is superior in durability, at least to those t have tried. 
In my judgment, its great merits are its timplieitg, durahility. and Its dattieity. 
The material and workmanship have always been good. 

Tours truly. 

R. CATLtK. 

Deputy Gov. Soldiers' Home, late Capt, 5th V. S. Art. 



BELUW-KNEE AMPUTATION. 

Fitted from Meaturemtntt. 

Nasdta, Putnam Co., Fla.. Nov. 4, 1887 
A. A. Marks : 

Dbar Silt: — My lea is all right. I have been wearing it since June 
about five months. It nas cost me nothing as yet for repdrs. and I work w 
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BELOW-KNEE AMPUTATION. 

Fitted from Meagufementi. 

Bahtow, Poi,k Co., Pla., Nov. 10, 1887. 

urtiflcinl leea froin jou. The flrat, in 
1881, while living in Albmjuerque, N. M.. which l«ttL>d iup five yeare; the 
other, which I am uow weftring, I purchasal from jou last year. I urn hixlilv 

C leased Id eveir respett with your work. I citn altead lo nij- biisineae, which 
Htore and office work, nearly as well ax I could htfore 1 became diaibled. 
Verv reapectfuHy, 

D. QriNK, 
Clerk and Treusurer. 



BELOW KNEE AMPUTATION. 

Tau^hasseg, Leon Co., Fla,, Oct, 29, 1887. 
DoCTOB A. A. Hahks : 

Dear 8ib :— Your favor of the 26th to hand. 

In July, 1868, I lo«t a foot at the battle of Oetlysburg, Pa., anipulalioD just 
above the ankle. In 1884 I purchased an artificiaf limb made at Chariot tavtlli^, 

Va.. used this limb until 1866. then made purchase of a of PhilsdelphiB. 

which I wore until 18TD, and then purcha^ a limb. In 1876 I purcJuwcd 

one of your limbs with a rubber foot. I therefore claim lo be iu a position to 
judge as lo who ifi the best maker of artillcial Hmbe. 

I unhe^tatingly pronoimce your urtiticial limbs the b(>et I have ever seun, 
and had I the ear of every person needinr an artificial limb I would advise Ihcm 
OS strongly as possible to purchase one of the Marks limbs. Having worn your 
limb for over ten years I find the rublier fool as good now as the day when llie 
purchase for the tuub was made. During the paat ten years I have had occasion 
to send for only knee bolls and shoulder straps. 

About two years ago, you will remember. 1 sent you an order for an artificial 
limb for a colored man at litis place. His measurements were taken according 
to directions sent out by vou. When the limb was received it was found that 
juu had made a perfect fit, and tlic party has time and again thanked me for 



told by acquaintances of ten years' standing that they had known-m 
time and had only lately discovered that I was the wearer of an artificial limb, 
and then had to be told first of the fact. Nothing artificial can be made per- 
fect, but your limb, in my opinion. Is the b««t that can be made. During the 
war 1 was captain of Co. M, 2d Fla. Reft. With my best wishes, 1 remain. 
Very truly, 

John Uat Pebktns. 



[Prom the Hon. T. W. Qetzkn.] 

BELOW-KNEE AJtPUTATION. 

FitteA from MtiummraenU. 

Port Writb, Columbla Co., Pla., Nov. 5, 1887. 
Mr. a. a. Harks : 

Dear Sir ;— I have hcon wearing an artificial leg of different make for over 
twenty years, and I prefer yours to any I liave ever worn. 1 especially like the 
ritblicr foot, as there is no rattllne and squeaking, so disagreeable to sensitive 
ears, and there is plenty of elasticity. I have been wearing one of yours now 
for the last four years, and liavc paid out nothing for repnirs. It was fill«d 
from measurements taken by myti'lf with inntrucliuns furnished on blank form 
from you. The leg when received had only to be cut in a few places where 
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there was loii much pnissure. Of ciiurse I thinli 
fltting, but that is not alwnjrs conveDii^nt. 

M; li^g is ampuIuIiHl two iliche»i below patella ( 
1^ OCCUpEUJon is general farming, which I sup 



rill tend luid direct myself, 
RestX'ClfuIlv. 

T. W- Getzen. 



BELOW-KNEE AMPUTATION. 

Hknr¥ L. Wn.BOS, Real Eslale Agent. 
28 Peachlree St., Ati-akta, Qa.. Jan. S, 1888. 
Mr. A. A Marks: 
Mt Dkar Sir :— I am so much pleased with my artlfldal limb that I feel like 
^ every one bo unfortunate as to loee a leg to try one of yours. It is li^ht 



w getting oj 



urging «■ 

anil siinple. 

it liasnevcr^ .._ „ .., _, _. 

I went to niilltan' sdiool one yeuT and tieat the dnim, marching in front of 
the company one bour every day. Coniiug home, I went into the InuuraDM 
busiaets, and was an baurance solicitor for over a vear, beeping me on the gu 
all dsv long in rain, anow. and »leel. and I never ueea a stick. After that 1 went 
into the real estate business with my father, nud on one occasion walked sixteen 
and one-balf miles on a railroad track, in the rain, to transact some business. In 
this walk I crossed two trewicU over fifty feet high, and over a new road that 
was verv muddy, it having rained for lliree or four days. 1 regard the rubber 
foot as die Erestest invention of this century, it being noiseless and filling the 
Khoc so penectly it in almost ImpOHsible lo say whicb Is the artificlul foot. I 
have cone with new friends tor months, and they never once tliought I had an 
ardflt^ Umh. I liave been asked by people if ray shoe hurt my foot, and when 
I would tell them I had on an arlincial limb they would laugb at me, and I 
wotild have to let them feel for themselves before they would b^cvc It. 

1 can daoL'e, act on the bar, skate on rollers, and even run. 

Yours, etc,. 

W. T. Wilson. 



w 



BELOW-KNEE AMPUTATION. 
Fitted /hmi AleatiiTtmeiiU. 



Ahericob, StiMTKHC'o., Ga., Nov, 4. 1887. 
Mr. A. A Marks. New York City : 

Dear Sim -. — I am happy to have an opportunity of contributing for publica- 
tion mv experience with your patent artificial limbs. I have worn your patent. 
miide /rom measurements for amputation Ik-1ow knee, for two yeora with great 
eue, and without any repairs excepting one suspender, which cost the small 
mim of 91.60. I consider tlje rubber foot the greatest wonder of the limb, 
giving as it does a life-like motion, and rendering tlie wearer capable of walldng 
on tmeven surface with chgc and ilispait^b. 

1 work on a farm, my occupntiim being a planter, 

I cheerfully commend vour make of limbs lor their durability, simplicity, and 
comfort : In fad, I am so nighly pleased that I cannofentertaln the remotest Idek 
of ever purcha&lng any other uian the Marks. 

Most respectfully yours. 

Jesse J, Weavbb. 



BELOW-KNEE AMPUTATION, 



K. A. Markb. Esq.. Munuf, or Anifirial Lin 
Dkar Bm ;— It is with pleasure that I writ 
which yon applied lo my leg. 



- A. MARKS, ABTIFICIAL LIMBS, NEW lOBK CITS. 



1 '|unlitie«, lieing ft traveling paas- 



T. P. A. M. & L. R. R.. Atlanta. FrLTOw Co., Ga. 



R. A. WlU-IAMS. 



BELOW-IDTEE AMPUTATION. 

Fitted from ISca*arenxenU. 



A. A Marks. New York City : 

Dear Sir : — In answer to jour letter in regard lo arliflcial legs of your nun 
facture. I would say that I regard them au the bmt, bolli in construction h.. _ 
durability, I am wearing the same one that I purchased from you four years . 
ago, and I am pleased to say that it has always given perfect aauafoction. My 
occupation is that of a stationary engineer. While my duties are not laborious, 
I think 1 give your leg as severe a lest as could be made, as I do a great deal of 
walking, having charge of eight engines. 14 pumps, four ISB H. P. boilers and 
iwo 40 H. P. boilers, all scattered over Ave atrei ot ground, 

■Tours truly. 

SAHfrKL E. BixBv. 
Atlanta, Qa. 
Care of Allaula Cotton Mill. 



BELOW KNEE AMPfTATION. 
Firu,tf,-'«> .¥*.«» w/«r«f«. 

Dec. T, 1887. 
Dr. A. A. Markr : 

Deaii 8m : — I take pleasure in recommending your rubber foot. The rubber 
comes nearer imparting the natural elastic motion to the step than any device 
yet invented. 

Yours with respect, 

Matthkw RtCK, 
632 Broad St. ArocsTA, Oa. 



BELOW-KNEB AMPUTATION. 
Fitted from Meajniremtiit: 

pALACB Farm, AvorsTA, Ga.. Nov. fl, ISST. 
Db. a. a. Mabsb : 

Dear Sis : — Ten years ago my leg was ampululed below knee. I at once 
had a leg made and paid a large pri<« for it. I was at the shop where it was 
made every da,v to try it. After it was made I could not wear it any lenj^ of 
lime for reason ot its paining me. I abandoned it in less than three months. 

In conversation with a friend he advised me tn order a leg from you. I 
took the measure In AugusiA, Oa,, wut It on lo you In July, nine years ago. 
One month after I received the leg with rubber foot. I put It on niUiout any- 
thing being done lo it in the way of adjustment. 1 liuve worn It ever sinM, 
and have not paid a cent for repairs, and have nol done any thing on It myself. 

I was in the grocery and butcher business tbree years, and have been fanning 
ever since, and beiii^a fleshy man, working hard, you know the test I put the 
leg lo. I believe with my present esperience in taking care of an artificial leg 
I could have worn one of your make fifteen years. I have recommended yotir 
rubber foot and hand lo several. Without exception lliey have given perfect 
satiafaction. I ordered an arm with rubber hand lor Miss Emma Beaver, who 
works In Augusta Cotton Factory, and she uses It for any work she lias todo. I 
know one genllemou who wore (or tried lo wc«r)flve different make of legs and 
could not wear any of them. I recommended him lo send to you for one. He 
ilid so. and now he says he wears It wilh perfect case. It was a cood day for 
llie maimed whuu you put the rubber fool into use. You are al liberty lo it ~ 
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this as information to oay une wlia might be in noc(l of artiScial limbs. Know- 
ing the value of them mj-Belf, it would be a «nir<* of («iiiforl (o mo to know 
that I had been abie U> give my experience for tbo beneUt of my siifferiog 
frienda. 

Very respectfully, 

Geo. R. Dohukv. 



BELOW-KNEE AMPUTATION. 

C01.U1IBUS, Mdbcoger Co., Oa.. Nov. 1. 1887. 
Hr. a. a. SIarks : 

Dkar Sir : — I purchased from you some lime ago an artificial foot, baviog 
had my foot cut off below the knee, I can without hesitation recommend it 
for durability and advantage compared to the old Btylc, and iu particular jour 
mode ot construction. It causes mc no paiu and gives eutire KtliBfactioD, 
wherein the old ntylc fool hurt me the whole time of five years I wore it. I 
am a holler-maker by trade. I do heavy Hanging for the firm. I work and 
do repairs on boilers throughout tbc country. A. tew dars ago I took a walk 
of tea miles acroM the country, something I never could ao witli the old alyle. 
Any p^noD desiring further inforniation I will kindly give, and recommend 
your artiScial limbs to idl persons desiirlng to ptirchiise Huch. 

Respectfully, 

J. S. McBbide. 



BELOWKSEE AMPUTATION. 

Pitted from Hcaturenienit. 

Nov, 8. 1887. 
Mr, a. a, Makkb: 

Okak Sin :— I will tell you something about my nrtlflcial leg. I wore a leK 
fifteen years and liked it well. Seven years ago I got one of yours and liked 
It a rreat deal better. If I knew I could not get another no money could buy 
my leg. My occupation 1b keeplne house, such as all country women have to. 
do. You can use my name if you desire. 

Respectfully yours, 

FiNHIE CaJTTENIiES. 

Elbkrton, Elbert Co,, Ga. 



BELOW-KNEE AMPUTATION. 
Fitted from MauurtTiifiiU. 

Exeter, Pierce Co., Ga.. Not. 5, 1887, 
A. A. Marsb, Esq., New York ; 

Dear Sir ; — The artificial leg received from you has given entire satlsfaclion. 
I have been using it for eight years, and con recommend to any one desiring the 
use of an artiflci^ limb. My limb was amputated above the ankle, and 1 Dad 
the superiority of the rubber fool above all others, and their durability sind 
advantage the same. 

Yours respectfully. 

Th06. SpiKKft, 

BELOW-KNEE AMPUTATION. 

Btai'ustos. Jefftibmin Co,. Ga., Nov. 19, 1887. 
Mr. a, a. MAHKe, New York : 

Deiaa Sir : — I wish to certify that I have worn orliflcial legs for twenty- 
three years, and never could wear one with any ease or comfort until I pur~ 
chased one of your make with india-rubber foot, which I have worn for eight 
Tears with only ten clollare for repairs. My leg was amputated sis inciiefl 
ni'low Ihe knee. 1 am a farmer ; do not labor, though walk a great deal, and 
my weight is two hundred and ten pounds. I walk so well as to cause pereous 



*i" A. A. HABES, ARTIFICIAL LIUI3S, NEW YORK CITY. 

U) afflnn that I have two good natural legs until Ww.y hud cxoniintM). There 
Ib □□ Doiae whatever unnatunU wliile Id moiion with one of your manufacture 
c[ lees, Hnd 1 take the greateat pleasure in recommenJing them to tlie public. 
as I lliink there is no olher rjiat will compare with yours ; Ihcrefure f never 
expect Iji v/aiT any other, aa 1 would not accept of any other aa a present. 

a. A. Hook. 

BELOWKNKE AMPUTATION, 

FStted from JUtatureinenC: 

" Eight years and not n cent for repairs." 

Jiri! Tavbbn. Walton Co.. Ga., Nov. 8, 1887. 
A. A. Makkb : 

Dkar Sir : — I beg leave to ulaio that I have been wearing your nibbcr fool 
for seven or eight year*, that previously I had worn three other difTcrent 
maki9i of artificial limbs, and Ihat yours escela them in every particular, (ind 
that I aliall never wear any other leg as long a«l can get Mnrlra' leg. I walked 
last Friday twelve miles on Morke' leg without inconvenience, 

II is now in good order. I have examined twenty different makes of legs 
and feet, and as for power, certainty at the ankle joint (agreat desideratum), and 
dumbility yours far surpasses them all. The old style ankle joint and cnt-gul 
occompunimenlH will linvu to take a back seat, Oura is nn age of progress ; 
Bcieutiflc development will always lay shoddyism in the shade. 
The two limbs I hove worn of your make, though made from meaaurciiienls. 

were perfeet flla '' '"' ""-^ ' ' " 

«eui for repuirs. 



perfeet (Its, Neither of the limbs purchased of you have ever cost me a 
for n ' 



A. Loms Barok. 



BELOW-KNEE AMPUTATION, 

Pitted from MeatiiTvmentii, 

MoNTioEi:LO. Jaspkr Co.. Ga., Nov, 2, 1887. 
I have used your artificial fool and leg continuously for three yiara, and it 
gives perfect satisfaction. The fit bv measuremrnts was perfect. 1 had no 
repairs done during the three years, although I was in active business, such hh 
salesman in retail dry-goods and grocery store, and have walked the old fifld 
liird -hunting, for one-half day al a rime. The rubber foot seems as good 
to-day as when Hntt bought. Hoping that the above will be of some service to 
«ome maimed, and vourwslf, I am, 

Yours truly, 

Thob, Ekbll. 

BELOW-KSEE AMPUTATION, 

Fitted from Meanurenients. 

Plajitkbsville, Gbohoetows Co.. Ga.. Nov. 10, 1887. 
A, A. Marks : 

Drar Sir : — I have been wearing limbs of your make for the last sixteen 
years, and 1 moat cheerfully slate tlial they have given great satisfaction. I 
prefer your make of leg to any other, for abiseleasness, durability, and perfect 
fit from measureraentii. 

The rubber fool surpasses all others, and wears well, I have had three of 
your limbs, and have given them severe tests, and recommend <hem to all who 
have been unfortunate in losing a limb, I have been wearing artlflcial limbs 
for Iwenty-two years ; I have worn one other make, but your make Is far 
ahead. I nave not paid one cent for repairs. My leg Is amputated nix inches 
below the knee, 

Vrry re^ijectfully yours, John Fimn, 



. HARES, ARTIFICUI. LlliliS, NEW YORK CmT. 



BELOWKNEE AMPUTATION. 

Fitted from Mimmrenient». 

Villa Rica. Carroll Co.. Ga., Oct. Sfi. 1687, 
Mb, a, a. Marks, New York : 

Dear Sir : — I wish to auj it word of (.'ncotimgnmcnt lo you, in regiini lo vour 
arilfli'ihl limb. I have been trying nni! of your rubber feifl, for nearly three 
years, and don't Ihiuk llial tlieru can be too much saM in their fBTOr. I think 
tJiat they tire as neur ti .aiK-Cf^x ux can be. I must cunfess that when I Ural got 
niy foot, I was very much diMheiLrli-ncd wilh It, I thought that it did nol fll. and 
Ihat I never would be iibk to weur it at all. hut after Iryine it for a while, 1 
found that 1 wtiK in fault, and nol Die foot. Now I can put it on in the morn- 
ing. I am in the mercantile biisinesB, and I have a good trade, and ran 
attend to my sales myself, almost as though I had two natural feet. My fool 
was ninputst«d juat above the ankle. 

As to durnbiliiy, I don't lUink it can be excrlltd. There is hardly any cause 
for it to wear out. There is no rattling or squeaking about it, and if 1 was 
Dot known to be a cripple, people would say that I had a corn on my font or 
something of the sort. So I hope that you may live n long life and be able lo 
relieve and comfort a great many in trouble and need your help. Wishing 
you all the succcw, I remain. 

Tours iruly. 

W, F. Stricklakd. 



BELOW-KNBB AMPUTATION. 

Fitted from Mfoaurfintnln. 

Dasa, La Sallk Co., III., Not, 18, 1887. 
Mr. Marks : 

Dkar 8ih :~I have worn your make of artiBcial limbs Ihrec years, and like 
Ihera very well, I am a farmer, and do a gri-at deal of work. My limb was 
taken off half-way between the knee aud ankle Joint. I haven't bad aur re- 
pain except a new suspender. 

Yours truly, 

\T, Henry Jones. 



BELOW-KNEE AJIPUTATION, 

Fitted fn»a Mtamreiiu-ntt. 

Nov, 18. 1I«T. 
Dear Sib ; — I am verv well pleased with the artlQcial leg you sent me. 
was five years old when I had the Urst one, and I am row thirteen years old 
and 1 thank you for it. 

Y'ours. very truly. 



Sibley, Fokd Co,. Ili 



R(wi& May 



BELOW-KNEE AMPVTATION. 

Fitted from Mfamirrmimt: 

Wenosa, Marshall Co., III., Oct. 29. 1987. 
My Dear Friesd :— 1 receivwl your letter ou the 28th, and am very glad to 
hear from tou. I am getting along very nicely with your arliScial limb, 
I walk a Wt a mile every daj- lo school. 
No matter how much I walk, it never hurts lue a bit. 
My leg is all right yel. 

Prom your friend, 

MlCHAEI. Mvlcahet. 



. MABK8, ARTIFICIiL LIUBS, NEW YORK CITY", 



BELOW-KNEE AMPUTATION. 

PitUd from Mtiuiireinejitt. 

AiMtOB, Marshall Co., Isd. OcL 81, 1887, 
A. A. Markb, Esq.: 

Dear Sm : — I purcbiued an HrtiAciiil leg of your manufacture, nilli the 
patent jointless rubber foot, about four years agi), and must say tbat !t far 
exceeds its represeDtatioas, 

I have not liad anv repairs done on my Bubalilute, but it ia a wonder 1 have 
not required a new leg, considering the wuy I have used it. My leg was am- 
putated just three inches below the knee-pan, and I went no lung on what is 
called a peg leg that my stump whs shaped badly, but I go just the same, re- 

Prdleas of these drawbacks ; can skate on ice or roller skates. My occunuliiin 
oot laborious, but I do a great deal. I think the rubber toot fur exceeds any 
thing of its kind. I close, wishing you great suceess. 

Tnura truly, 

Wm, n. ItOltEHT8L 



BELOW-KNEE AMPUTATION. 

Fitttd /iwn MamiiiinaenU. 

Rook & Dennis. Brooms and Brushes, 
JoNEBBORO, Qra»t Co., Isd., Oct. 30. 1887. 
Dear Sir : — I write you in regard to the artiScial lee you made for mo- 
nearly three years ago. 1 conalder It superior lo any otber leg I have ever 
worn : it has not been out of order since I got it. The lightneas, ettsincsa, and 
Njftness of the rubbor foot far excels tmj other leg I have ever seen. I am a 
broom maker and our factory is one milu friiin lown. I walk it twice n day 
and don't lire. I have worn urtiflcial legs for twenty years, My leg was am- 

tuiaUHl six inches below the knee. 1 can cheerfully recommend your Hrtiltcial 
■g. 






A. D&Ksm. 



BELOW KNEE AMPUTATION. 

Fitted from HieasurtrMntt. 

JoxKanoBO. Grabt Co.. Ind., Nov. M. 1987. 
Dear Sir :— My left limb was amputated March 10, 1384, four inches below 
the knee ; I was run over by Ibe train near Slarslutlllown. Iowa. I wore a 
wooden peg that I Qxed myself until March 10, I88T, when one of your artlji- 
cIqI llmlM with rubber fool was received, made by sending the measurementa 
lo you. I had worn the peg so long, and not using my knee Joint it became 
very weak, and I somewhat lost the use of it. 1 could not quite straighten the 
stump. For this rwison, I could not wear the limb only a part of the time, but 
after a while I could walk without the uije of a cane. I have been a fanner all 
my life until the past year. I am carinji for my afflicltil father ; he weighs 
over 170 pounds and is almost entirely helpless; he can walk when he ishdiwd. 
I can lift and care for him as well as any body. I would advise any one nnt 
to put off getting a new limb as long as 1 did, but advise Ihem to eo and ii 



e with a rublKr foot. 



YmirB truly, 



IIknkv W. Elliott, 



BELOW-KNEE AMPUTATION. 

Kewasna, Fcltos Co.. Inc.. Oct. 28, 1887. 



A. A. M.iBRa : 

Dkau HtK :— I have worn the artificial lej; 
months : have given it n Ihorougli trial, and think It is the best Brttflcial limb I 
have ever seen. I have had twenty-two years' experience wirh other putetit)^ 



of yon 

he beat 



and youre is superior lo all iif Iheiu. Your leg gives the wearer more of n lifi-- 
like appiiranre when walking. I ofUm walk five milcsut oue linit, Hud cnn liii 
H witb ease and comfort . 

YiiuFB rtw|>ettfully, 

T. W, Pattv. 

BELOW-KNEE AMPUTATION. 

fitted from MeiuurrmniU, 

La FoflTAiNE, Wabasu Co., Ikd.. Jan. 13, 1S88. 
A. A. Harks. New York City : 

Dear Siit ;— Mr. Albert Thomas, the drawing of whnBP limb I gent you last 
full u year ago, is well pleased with his limb, as it i.s a iXirfwl lit and'euahlea 
him 1o walk with but little inconvenienee. 1 have no hesitancy In rei'om- 
mendiug it as being Huperior to any with which I am acquainted. 

Yours truly. Jjjies L. Dickeh. M.D. 



HELOW-KNEE AMPUTATION. 
Fittrd from Meamirementt. 

Nov. 14, 1887. 
M«. A. A. Mares: 

Dear Sir :— 1 had an anificlBl ies made by measure, as yoti know. It His 
all rixht, and has never cont me a dollar in over three yeare. I am a farmer. 
and (Til va much work as my hired men. I never use a cane to walk with. I 
have n tjoy seven years old.' He often wants lo run me a foot-race, but I can 
beat him. I wanted h friend of mine in La Porte Mt buy his leg of you. He 
gfX a Chicago leg. and it is not of much service. 

Yours respectfully. 

£u, Ukws. 
La Porte, La Pohtb Co., Ind.. Box 868. 



BELOW KNEE AMPUTATION. 

Filted from Mearuremtati. 



Nov 



A. A. Marks : 

Dear Sir :— 1 tftke plea-sure in testifying to the satisfaction I have derived 
from the use of your artificial limb, 

T hiivt- worn it nearly fourteen months, and have not mlsst^i a day of bcIiooI 
on Hrcoiinl iif II. I have no hentallon in sayint! that a.s far as my knowliidgi' 
goes iljcy are the simplest and tlie moxt useful that are made. Others have 
eiprcsstil the fame opinion as myself. My limb was amputated below Ihi- 
knee January SO. 1886. and in about six months afterward 1 sent my measure- 
menl for a ifmb, whicli was made without my presence. I have had no repairs, 
I consider that your appiiancef fulfill all the eondilions called for in providing 
artificial support after amputation. 

Youre retipectfuUy. 

W. Albert Thomas. 

La Pontadje, Wababu Co., l\n. 



BELOW KNEE AMPUTATION. 

Not. 19, 1887. 
A. A. Harks : 

Dkar Sni : — The rubber foot you made me two years ago is perfectly salis- 
factory. I can use it jiisl as well as 1 could the , I have strongly recom- 
mended it to every one I have met who needed anything of the kind, and hope 
I have been inalrumcntal in sending you some customers. 
If I should civr tu^ed a new leg will hiivo nothing but the rubber foot. 

Your?! truly, -rt n , 

Tekre IIaitk, Vigo Co., Invj, 



H. fi. LAWRGNfFi. 
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BELOW-KNEE AMPITATION, 

In the U. S. Service aa Guiiie aud lutorpreler. 

Fort 9(jppi.¥. Isd. Teb., Nov. 16, 1887. 
A. A. Harks. New York City : 

Sir : — I lake pleasure in staling that the arliUdal leg with rubber foot vkk-li 
I received from you liH-s givexi entire satisfaction. I cutinider it neiir perfection, 
compared with otberti I Jiave worn. Itiv k-e was ampiitnted Just below the 
knee, and with your appliance I can wuAi aTmost aa welt aa J coutd with tlie 



natural limb. I am in Iho employ of the U. 8. Govemmi'nl. na guide anil 
lerpreler, and am In Ibe saddle a great portion of the lime, 
I have aa yel had no occasion to bive any repairs lo the leg. 

Yours u-iilv. 



BELOW-KNEE AMPUTATION. 

Fitteil from McmurnneuU. 

CnAscv, Clinton Co., Iowa, Nov. a. 1S87. 
Mr. A. A. 3[arks : 

Orar Sir : — I huvo worn two dlfTercnl make of limbs, but neither gave me 
ns good satisfaction as yours. I feel proud in rccomnieniling your iLnba, as 
tliey are the best in the world. I am a peat lover of sport, audi ua fishing and 
hunting, and can walk all day. Mv wrigbt is two hundmi pouudij, I have 
worn one of Marks' limbs for over eight years, and it has never needed repufis. 
I had the measurements taken where I live. Yours truly, 

J.uiEB Carter. 



BELOWKNEE AMPUTATION. 

Fitted from Meamirrmentt, 

MEmAPoi.ie, Deb Hoines Co., Iowa, Nov. 8t 1687. 
A. A Marks, Ee(( -. 

Drar Sir : — In complying with vour request I take pleasure in recommend- 
iug your artificial limbs. I have oeen wearing your paleni rubber foot, for 
flfieen years, having been fitted from a plaeter east for leg amputated five 
inches below the knee. 

During the above time I have lind two limbs ; (luring the preceding ten years 
I wore out four limbs made bv other parties. 

Am engaged in commercial business, und urn on my feet almost constantly. 
and perform all labor required and stand by my associates in business. 
Tours iTulv. 

8. "!» Ft I.MER. 



BBLOW-KNEE AMPUTATION. 

Eddtvillk, Wapello Co., Iowa, Nov. 28, 18(i7. 
Hr. A. A. Marks : 

Dear Hiii : — In reply to vour letter I will say I have worn your nrtifidal 
leg for seveuteen years, and I regard your |jatenl as flrsKlass in every respect. 
I wore one leg fifteen years and it never cost me five cents, 1 should iwom- 
mend A, A, Marks' legs above all others. My occupation is sewing-madiinc 
HCenI, and I not alwavs on my feet, and the leg is never idle. I have gained 
from one hundred anil thirty-ave to two hnudred and thirty pounds since I have 
Iwen wearing Ihe limb. 

Hundreds of r*op!e in Uii.s part of the country don't know that I wear oa 
artificial limb. They are no Sunday lea. like some maiiufacturpi>' ; tliev arc all 
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the w««k, Uie year around, t abould ndvbe all [ktsoiu requiriug bd artificial 
\cg or band to ti; Marks' patent above nil others. 

Yours with reapect, 

Jaiikb U. Welch. 

BELOW-KNEE AMPUTATION. 

FSttat from MeamranenU. 

(.'Bi>AR Falls, Black Hawk Co., Iowa, Nov, 9, 1887. 
A. A. Marks, New York : 

UUAiiSiR:— Thearliliciul leg wiili rubber foot furnlibed by you for me, now 
nearly fifteen years aloce. bns bivii in constant line during all thul lime, and Inui 
not at any lime failed to ^ve full luid perfect satlsfactiou. I have been wearing 
an artificial leg for Ihe past seven years, and had worn out and thrown away 
Iwa of other makes before procuring one of yours. Prom my experience and 
rlose olBervation of ottiers I am fully warranted in stating tbat your leg with 
rubber foot is in very mony esseniiul points superior to any other that bus (xhik? 
to my notice. On the score of economy, my experience is tbat, the first cost be- 
ine Ine sanie. the expense of repairs on other legs, for a term, say of ten years. 
will imimisc the cost of their legs to at least double that of youra. During the 
fifteen ynirs I tiiivc worn your leg I have expended in repairs not to exceed 
soven dollaiB, less than I often expended in a aingic year on the other legs. Tho 
abetince of springs, cortis, pulleys, and boltit in the foot is a great Improvement, 
enabling the wearer lo step softly without the jar and jerking movement »o 
ubaervuble in the more complicated feet. My teg was fitted by vou from meas- 
urements made by myself on blanks furnished by you. The lit was from [be 
firtit complete, and I nave never had occasion to make any cimnge. 

I have known of several others whose esperieuce In this respect is similar to 
ray own. I have recommended vour leg to a number of unfortuimles, and 
in no instance have tbey failed to be well satisfied, 

1 am, respectfully. 

3, H. Packahd. Atty. . elc. 

BELOW-KNEE AMPUTATION. 

Fittrd from XeararanenU. 

Indei>ekdgncb, Buckakan Co.. Iowa, Dec U. 1887, 
A. A. Marks : 

Dear Sir ; — I can very cbecrfuUy comply with j 
ttiat I obloined my first limb of you in the fall of IS' . „,_... 

ddng heavy farm labor thfl greater part of tbe time. It never cost mi! a cent for 

I have worn my second limb two years. Last year I farmed one hundred 
acres, fifty of wheat, forty of Box, and ten of com, and did not hire in all i>iib 
wwk's work. Tbe leg is' made of Itie best material, tbe weight is light, and It 
is always ready for business. 
Both lee:a were mrnlc from measurements and fit like gloves. 
Tbe point of amputation is three and one-half inches above ankle joint. 
I would advise any one in need of an artificlnl limb U> give Harks a trial. 
Very respectfully. 

W. A. RooKRB. 



BELOW-KNEE AMPUTATION. 

Spencer, Clav Co., Iowa, Nov. 7, 1887. 
Mb. a. a. Marks : 

Dbab Sir :— Tbe first artiUcial limb I bad was in 1864. made In Chicngu. I 
did not last over one year till I had to repair it, Blnce that lime I have won 
your limbs and have found them to be Ihe niost durable of any limbs I biivi 

My Ipg i'* off eight inches above the ankle. I am a carpenter, and can dim! 
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a ladder or go where any others can go ; as for me, I would not change it for any 
one I have ever seen. 

The one Phave now I have worn three jrears, and it is as good as ever ; if any 
one wants any reference to your limbs direct them to me. 

I am, yours respectfully, 

Scott Case. 



BELOW-KNEE AMPUTATION. 
Fitted from Measurements. 



Nov. 2, 1887. 



A. A. Marks, New York City : 

Dear Sir :—On the 26th day of February, 1886, you know I wrote you tell- 
ing }rou that my leg was amputated two inches below the knee joint, ana asking 
you if you thought you could make me a leg so that I could use the knee joint 
m walking. To this you promptly answered that you could, and sending me 
your formula for taking measure at home. This was done and returned to you 
with the order. In about ten days the leg arrived with instructions how to put on, 
etc., and I can say I have been wearing it with satisfaction every day since, not 
having required any repairs, as there is no machinery about it to become out of 
order, and no rattling noise to be heard when I walk, because the foot is made 
of rubber. This not only makes the step silent and natural but also saves wear- 
ing out the socks. 

Yours truly, 

Heloe Thompson, Postmaster. 

DuxBAR, Marshall Co., Iowa. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Randaix, Jewell Co., Kansas, Nov. 13, 1887. 
A. A. Marks : 

Dear Sir : — For the benefit of those who have been unfortunate like my- 
self, by the loss of a limb, I would say that I believe the limb with a rub- 
ber f(X)t, manufactured by you, to be superior to any limb that I have any 
knowledge of. I have worn limbs of three different kinds. The limb you 
made for me by measurements I have worn for over five years, and it has not 
cost me one cent for repairs during that time. There are no cords, bolts, or 
other machinery in the ankle, to get out of repair, or cause annoyance- Any 
one desiring information further, and will write mc, I will cheerfully answer. 

Respectfully yours, 

Manoah Stone. 



BELOW-KNEE AMPUTATION. 

Oct. 30, 1887. 

I had your feet applied to two of 's legs, which proved very satisfactory. 

I am standing or walking all the time. 

Respectfully yours, 

^T. H. McLaughlin. 
Arkansas Citt, Kansas. 



BELOW KNEE AMPUTATION. 

Mtted from Meastirements. 

Conway Springs, Sumner Co., Kansas, Nov. 2, 1887. 
A. A. Marks : 

Dear Sir : — I have worn the limb made by you from measurements sent you 
by mail one year, and am well pleased withit. My limb is amputated four 
inches below the knee. 

I work as an operator, and have no trouble in performing my duties, so far 
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w lilt limb is cocciTDed. I have been crippled It^n yesrn, and luj xreateat K 
grel ia tliat I wbh induced to wear u peg leg so long. I can cbeerrally recom 
meod your limb lo any one having baa ibi' mlnforlune to lose a limb. 
I will answer anj inquiries that ma; l>e made concerning tbe limb. 
I am, yours very truly, 

C. P. Hai,E. 



BELOW-KNEK AMPUTATION. 

Pitted from McanurtmmU. 

Santa Pe Tomi and liivenlment Company. J. A. GitAVeoK. P*reaident. 
HcTcmsBos, Rkno Co-. K-tK8Ae, Nov. 16, 1887. 
Friesd a. a. M.^iucb : 

1 feel like saying a few words for your most elegant nrtificial Ipg. It MVins 
to Dw there can te no better made. 1 have thoroiigblv lested iheni. lo my 
gre&t(«t Bslisfactiou, in all kinds of weather. Tlieir durability can no) l)e ques- 
tioned in my judgment, tmd your success in fitting and mtwiuring lias proven 
excellent. I can cheerfullv recommend them to one and all. 
The present is my third limb, and you have improved on each one. 
Hy occupation lua been, for a number of years, looking up good locations 
and buytng o town sites. I do » great deal of walking. 

Yours respeclfiilly. 

J. A. QaATSOK. 



BELOW-KNEE AMPUTATION. 

Fltled from Sftaturrmtnlt. 
Can italk and run with perfect f4im. 

HoRTANA, Labkttb Co., Kaksas. 

Id Fcbniary, 1886, my son, I»uiM S, Biiumun. received from A, A. Marks, 
ol New York City, ti paieat rubber foot, which up to dale has ^ven tbe best 
of satisfnelion. and promises lo continue lo du ko for ^ long time lo come. 
Csatial obaerverK never detect but what the boy bos liia natural limbs. He 
walks and ruuH with perfect ease. My whole family feel it a duty lo liiglily 
reeraninend lo all in need of artificial limbs A. A. Marks' rubtN-r let^l, and in 
ronneeiion with Uiui we feel it a duly to recommend tiie promptness with 
which Hr, Marks deals with his customers, 

Eld. W. J II. Baiman. 

Not, 3, 1887, 



BELOW-KNEE AMPUTAITON. 
Fitted, frmii Metuntrfiiientii. 

HaTASA, MONTOOMKRt Co,, KaN8AB. 

Btats of Eaitsab, ( 

County of Montgomery, \ 

J. C. Blair, being duly sworn upon his oalh, deposes anif says hr follows : 

I have worn artificial fimbs about twenty months. 

I wore one manufactured by of Independence, Kansas, about eleven 

months, which wns of but little oervice (o me. It wna loo heavy, did not fit, 
and was continually getting out of order at the ankle Joint, and wim a great 
discomfort lo me. I then sent measurements to A. A. Marks of New York 
City, and in a very short lime received one of their artificial legs with rubber 
foot, which was very light, fitted like a glove, I have worn it about nine 
roonlli«i. tia<l no repairs, and it bus given geiicnil sat isf action. 

I have no fault to find, and believe that the rubber foot Is the best in the 
world, and can be surpasECd by none. 

My leg in off four inches ann a half below the knee. 

I am in Ihe real estate business, at Havana, Kansas ; can take care of my 
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horses, lianie«8 and hiteh them to buggy. I have walked aa f ar as four a 
Oue-hall miles al one tune, wbile wearing Marks' artificial leg. 

Signed, J. C. Blaih. 
Witness, Capt. Qko. A. PKCK. J 
State of Eansab, ) 

County of Montgomery, j 

Butncribed and sworn before me. a notai; public, in and for said county a. 
Stale, lliiathe tblrty-flrat day of October, 1887. 



BELOW-KNEE AMPUTATION. 
Filled from Meaturrmtnlt. 



Work» v. 
EiswiK 



rt/«t 



. Phillips Co.. Kanbab. Oct. 31. 1867. 
Mb. a. a. Marks : 

Dear Sir :^I hod a foot amputated Ktareli IS. 1B8&. and hs soon aft«ir ai 
possible I began to wear a peg, aud continued to wear oni.> until January 1, ■ 
188T. Since then I linve worn one of your artificial legs with rubber fool fltled I 
to measurements, und I bnve hod do use for the peg, I have worn this leg tesft 
months, and notice that my health is a great deal better than when I wore tiutt'a 
strap around me, which belongs to a pcig, I can do almost as much on "" 
farm — for tliat is mv occupation — as an; one. 

The lug is asgnoil aa when 1 received it. and no money rould enticemc t 
without one. Aa I consider your leg perfect, why shimld 1 not teatify t< 
merits} II has put me on my feet again. People that do not know that I have | 
an artificial leg will hardly believe it when lold, 

Wlsiiingyou success, lam, 

Ellas R. Akdebson. 



BELOW-KNEE AMPUTATION, 

Garret, Ardersos Co., Eakbab, Oct. 81, 1887. 



wear it with any comfort, and 1 



n write you a few linra. In 1864 I 
3d to use it for years, but could dc _. 
aally laid it aside altogether and took to the 



1 then thought I would never try an ortiflcial leg again. But a friend thai' 
was wearing one of your legs wiili rubber fool persuaded me to try your leg. 
So two yeats ago I got you 1o make me a leg, and have worn it ever since, anif 
have had do trouble with it : it is the txxis. I would not take a leg with ankl* 
Joint as a gift, unless I wanted a leg and music box combined. 

My leg is off five inches below tne knee. 1 walk without a cane, and vetj 
few nottee my being Ume ; 1 think I do as much walking every day aa any 
m;m in our little city, and my leg never gets sore and has never bean out of re- 
pair since I got it. 

Very tnily yours. 

J. A. Bell, 
Co. I, 23d Regt, Ind, Vol. Inft, 



I 



BELOW-KNEE AMPUTATION. 

Paradibx, RussELi. Co., Kakbas. Nov, 1, Ifi 
A. A. Marks : 

Stn : — It it is with pleasure I recommend your artificial leg. knowing by long 4 
experience Ihat there is no other limb made that can give the satisfBCuon your f 
artificial limb given. I have been using voiir niake for the last fifteen years I 
and am well pleased wiih it. My occupation ia farming. My limb is off 
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OD(> and one-liulf indices below the kace joiDl. It lias never cost me ten cc-nts 
for repaira Eince I hkve been weariag your make of a limb, and llie rubber foot 
is just what makes your iimb the beat ; no Jarring wlien walking. 
Hoptug Tou aucceM, 1 rentaiu yours, 

S. B. AKDKEwa. 

BELOWKNBB AMPUTATION. 

CAI.DWGI.L, SuMNBH Co., Kansab, Nov. 23. I86T. 
Hn. A, A. MABKBt 

Dkar StR :— I have worn one of your artifleinl logs for one year and i-ighi 
monllis. 

My leg WHS broken nine inches below the knee by falling off a load of liny 
on August IT. \S8r>. It was broken so badly that it had to t)e amputated. T 
received one of your legii March B, 188S : put It on the next day. but could not 
make much headway with it ; but 1 kept tn-ing and conquered at last. I am 
a farmer and am on my feet all the lime ; Ibave attended forty-flTe acren of 
mm thin Hummer, twenty acres of oals, and two acres of potatoes, and have not 
had auy repairs done as yet. 

Yours truly, 



BELOW-KNEE AMPUTATION. 

FUUd/rom MeaturttiuiUs. 

C'ABETvii.LE, Union Co., Kv.. Nov, 0, 1887. 
Mk. A. A. Harks : 

KuTD Sir : — I sent my measurements to you for on artiflclal leg about llirt-c 
years ago ; it came in alvout two weeks after I ordcreil it. The 8t was perfect. 
It has not cost n cent for repairs, t am more than pleased with the rubber 
foot, which works with jwrfecl ease. Il is far superior to the old slyle foot that 
has joints »l the ankle and always rattling. My work ix not very laliorious, I 
have worn artificial timbfi for seven years, but have found none to cuit me half 
so well a« the one I have now. 

My leg was amputated jusi above the ankle. Any one needing an aniflcial 
leg will do well lo aeud measurements la A. A- Marks. 

Very rea|x«irully, 

Dick Brov. 

BELOW-KNEE AMPUTATION. 

Fitted from Mfatri-rrm^it*. 

CosooRD. Lewis Co.. Kt., Oct. 8. 1887. 
Mr. a. A. Marks : 

DsAB SiK [—Having worn one of your artificial limbs for three months I can 
Inform you that I am more than pleased with It. 

I am a farmer and can do almost any kind of light work. I would not do 
without one of your lees for twice the value of il. The niblicr foot is so 
natural ; there is no rattling noise and the slcp so soft and tight. I recommend 
it 10 nil in need of one as ^ing the bcsl. 

Yours truly, 

John Vascb. 

BELOW KNEE AMPUTATION. 

W/Irt* from MetuVTementa. 

Matbvilue, Mason Co,. Kt., Nov. 14, 1887. 
A. A. Markh'. 

8nt : — I have used your leg tor eight years, and it Ik the best T ever hod. I 
had three others, but yours is the best of all. Il cost mo nothing for repairs. 
Yours. Mahtin Grimes. 
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BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

WiNGO, Graves Co., Ky., Dec. 12, 1887. 
Dear Sir : — I am well pleased with your work, and am willing to testify to* 
the merits of your limbs. I would advise every one in need of artificialis to 

Furchase of you. Your rubber foot has no equal. It is more durable than any 
have ever tried. I have tried — 'a work, of Cincinnati ; he required me to 
come to Cincinnati to get a fit. I went, and his fit was nothing to compare 
with yours from measurements. I am a farmer ; I cultivated twenty-five acres 
of corn this year, and six acres of tobacco. I did my own plowing. I have 
been wearing an artificial leg for seven years. 

Yours truly, 

Geo. G. Carmbn. 



BELOWKNEE AMPUTATION. 

New Orleai^s. La., Nov. 10, 1887. 
Mr. a. a. Marks : 

Dear Sir : — As soon as my foot was amputated I began to make inquiries 
as to an artificial limb. I wanted one that was light, noiseless, durable, and not 
always needing repair. After examining four different patents, I concluded 
that A. A. Man»' patent artificial leg was the one that came up to my wishes ; 
and I can add that it has far exceeded my expectations. As for the ankle 
joint movement, I was delighted to have a leg without it. The lack of 
this movement causes no awkwardness in my gait. I have met acquaint- 
ances on the street who, not having heard of my accident, were aston- 
ished when I told them I was using an artificial leg. Any one wishing to 
make further inquiries of me concerning the A. A. Marks artificial leg can 
obtain my address from you. 

I most heartily recommend artificial limbs manufactured by you to any one 
in need of them, as I feel that it is to the one I am using that I am indebt^ for 
being almost as active as before I lost my own limb. 

I remain, with respect, 

Mrs. S. Easton. 



BELOW-KNEE AMPUTATION. 

Office of Hurricane Island Granite Co. , Davis Tillson, Proprietor. 

Rockland, Knox Co., Me., Oct. 29, 1888. 
A. A. Marks, Esq., New York City : 

Dear Sir : — I have worn an artificial leg for the past thirty-six years, and 
have had experience in using limbs made by the most celebrated manufacturers. 
For the past ten years I have worn constantly one of your rubber feet, which 
has given me entire satisfaction. It very far surpasses all others in durability, 
absence of disagreeable noise, and freedom from unpleasant concussion m 
walking. I am, 

Yours respectfully, 

Davis Tillson. 



BELOW-KNEE AMPUTATION. 

Orono, Penobscot Co., Mb., Nov. 9, 1887. 
Kr. Marks : 

I have to say in your favor that I have used your leg for twelve years and 
that it never cost me one cent for repairing. I am a laborer, and work 
hard all the time, and go up and down ladders, and it is in good shape yet. 
As soon as I want one again, I will have one of your make. I think it is the 
best leg made. I give you great credit for your work. I remain. 

Your friend, 

Thomas Kellt. 
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BELOW-KNEE AMPUTATION. 
Fitted from Measurements. 

Does all kinds of housework and writes poetry. 

Saco, York Co., Me., Oct. 81, 1887. 
Mr. Markb: 

Having worn one of your artificial legs for twelve years, I can truly say they 
are the best that I have ever seen. 

They are veir much better than those with ankle joints. 

The rubber foot is a marvel of neatness and durability, and I could not wear 
any other. I wear it with ease and comfort, and have paid but a very smidl 
sum for repairs. I do all my housework and go in ana out of doors without 
canes, Wnen I go any distance I take my canes, as my natural leg has broken 
in two places. People think that I get around remarkablv well ; when I was 
hurt I aid not think that I could ever walk again, and it is a ^reat pleasure to 
me to get about my work. I cheerfully recommend you to all in need of limbs. 

HOW I BECAME A CRIPPLE, AND WHY I USE ONE OF A. A. MARKS' ARTIFICIAIi 

LIMBS. 

As I was riding in town one day 
My horse got frightened and ran away ; 
Into the wneels my feet were caught. 
And now a poor cripple is my lot. 

For many rods I was dragged, they say. 
When a ^ood Samaritan passed that way ; 
He raised me up with grief to see 
Each limb broken below the knee. 

To Doctor Warren's he carried me ; 
Amputation must be done, said he, 
A carriage get without delay ; 
She must be taken home right away. 

One leg was taken below the knee, 
The o&er with splints bound up, you see ; 
The Doctor said, ** You will walk again. 
On a leg of cork, I think, without pain. 

** An Artist, Dr. Marks by name, 
Can fit from measure just the same 
As though you to him in person went." 
To New York, Broadway, I quickly sent. 

Twas made and sent without delay, 
By P's Express the seventh day. 
I tried it on ; it fitted neat. 
With rubber foot and straps complete. 

I now could walk around the room, 
Then o'er the house about my home ; 
Could cook and wash and iron too. 
And do all the work that others do. 

For twelve long years I've worn the leg 
With ease and comfort, and I beg 
That blessings fall from day to day 
On Dr. Marks of New York, Broadway, 

Yours very respectfully, 

Mrs. S. E. Sillbt. 
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BELOW-KNEE AMPUTATION. 

Congregational Parsonage, Waldoboro, Me., Nov. 8, 1887. 
Mr. a. a. Marks : 

Dear Sir : — It gives me great pleasure to assure you that the apparatus made 
by you in 1876 has answered my expectations, enabling me to walk in a natural 
manner and leave the crutch. 

My parish work calls for a great .deal of walking, which I can do with great 
ease. As to durability, stren^li, and simplicity, I could not compare the same 
with other manufactures, as f have never had to do with them, but will say I 
am sure nothing more suitable for the purpose can be found. Hoping many 
others may find as I have the value of vour great work, and that you may be 
spared many years to continue to benent others as you have me, I remain. 

Respectfully, 

Rupus P. Gardner, 
Pastor of First Congregational Church. 



BELOW-KNEE AMPUTATION. 

Eastport, Washington Co., Mb., Oct. 80, 1887. 
Mr. Marks : 

Dear Sir : — ^The leg you made for me over two years ago is just as good as 
the day I got it. It is the best leg that I ever wore. 

I have been wearing artificial limbs since 1864, and have had many different 
makes, but I must say your make is the best. 

Your legs do not get out of repair as the others did. It used to cost me a 
great deal to keep the other different makes in repair. Since I have worn your 
new patent leg I have not been laid up with chafing one day. Of the other 
makes I never had but one that would not chafe my stump and lay me up. 
I like your rubber foot very much and would have no other make. 
I have the best fit from you that I ever had. I am a sealer by trade. I work 
in a sardine factory, and I can make my rubber foot get around with the best of 
them. I advise all those that are in n^ of legs to get one of your make. The 
rubber foot will never play out. Point of amputation, two and one-half inches 
below the knee. 

Yours, 

Hugh Thompson, 
Co. E, 6th Maine Vols. 



BELOW-KNEE AMPUTATION, 

Fitted from Measurements. 

Oct. 29, 1887. 

A. A. Marks : 

Dear Sir :— I take pleasure in writing to you to inform you of the fact that 
your artificial limb with rubber foot has given me entire satisfaction. I can 
say for one that your leg is the best leg that is made. I have worn the ankle 
joint leg. Every little while I had to put in new cords. The noise it made 
was unbearable. But it isn't so with your rubber foot, which is firm and solid. 

I am a laborer, and I work on my leg every day. I have worn an artificial 
leg for 24 years. 

Mine has not cost mc a cent for repairs, or given pae a moment's trouble since 
I began wearing it. It is a very oecided improvement in artificial feet, and 
I heartily commend their use to all persons wearing artificial legs. Your 
fitting from measurements is good. I am, 

Yours respectfully, 

W. H. Thomas. 
Belfast, Waldo Co.. Me. 
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BELOW-KNEE AMPUTATION. 

Fitted from Meaturemtntt. 

Belfast, Waldo Co. Mk., Nov, 6, 1887. 
Dr. Hares ; 

Dkah Sir : — I am pleased ro apcuk in the highest praise of the foot you made 
for me, anil whli'L hoa beeu In conatsDt use for seven jears, nlihout repairs. I 
do my housework for four in Ihe family, have now one little babe, work hard 
sll the time, aud have oever used Ihe crutch for the whole seven years. 

I KO to dancen once in a while. I do wisli that those that have lost a foot 
wuld see me walk and dauce. Mv foot was amputated four inches above the 
sskte. I would lie pleased to write to any one that would like infonnBtioD 
GOQcemiug the foot. 

Yours truly, 

Mas. C. H. Bhier. 



BELOW-KNEE AMPUTATION. 

RouKD Pond, Lracoi.N Co., Me., Nov. 81, 1887. 
A. A. M-vEKs ; 

Dear Sir : — I have worn your rubber foot two years, and like it so well 1 
would wear no other. My business Is that of a stone cutter, and 1 am obliged 
to stand all day. I am very hard on an artificial leg, yet this one has cost mc 
nothing for repairs, and I walk very comfortably with ii. My leg is amputated 
three inches above the ankle joint, I can recommend your make lo any one iu 
ne«d of an arllflcial limb. 

Tnily yours, 



BELOW-KNEE AMPUTATION, 

Nov. 3. 1887, 
A. A. JUhks, Esq., New York City : 

Dear Sib ; — I have beeu wearing one of ^our legs for eighteen months wiih 
perfect satisfaction. I was one mouth learning lo walk ; smce that I have had 
no trouble. For the last six months I walk lo and from work (three miles 
each way), and often o-s far at night, without feeling tired. I have had no 
repairing nor any alterations done since purdioslng. 

Yours ever, 

R, E, Ward, 
Clerk B & O. Freight Office, Locust Point, Baltimobs, Md. 



BELOW-KNEE AMPUTATION. 
Fitted from Meaturemtntt. 



Dear Sib : — X am still wearing the leg you made me about nine years ago, 
and I can truly say that it has not been out of repair since 1 got it. I wear it 
every day and work at my trade — Bhoemaklny. I think your patent leg Is the 
moat durable leE that is made. My weight is 234 pounds, and I have curried 
three bushels of wheat on the leg. I think I have a right to Icnow the 
difference between artlBcial legs, for I have worn several kinds, 

Iworeoneof Mr. 's legs with ankle joint alwut one year, and then it was 
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played out. For my part I never want any other kind of a leg but one with, 
a rubber foot and solid ankle. 
I take much pleasure in recommending to my friends and comrades. 

Yours truly, 

Gyrus Ridenour. 
Hagerstown, Washington Co., Maryland. 



BELOWKNEE AMPUTATION. 
Fitted from Measurements. 



. Nov. 6, 1887. 
A. A. Marks : 

Dear Sir : — Yours of October 26 is at hand. In regard to your artificial 
limbs I can say that they are the most perfect I have ever seen. I have worn 
my leg three years and two months, and have not had to lay out a cent for 
repairs. I am now working on my farm, do all my mowing by hand. Cut the 
grass on five acres. Marks' leg is the one to have. You can use my name. 

Yours respectfully, 

A. N. Jameson. 
P. O. Box 1252, FiTCHBURG, Worcester Co., Mass. 



BELOWKNEE AMPUTATION. 

Nov. 1, 1887. 
Mr. a. a. Marks : 

Dear Sir : — ^I take great pleasure in writing to you, and informing you that 
I am well, and still continuing to wear your artificial limb. I am happy to 
state that I still wear the leg you made for me in 1880, and it is in gooa order 
yet. I am using it every day. The leg you made for me in 1884 is aJso good 
yet. 

I have only paid seven dollars in repairs, so far, in all. I have worn legs made 
by other manufacturers, with wooden feet, and ankle joints, but in all my 
years of experience I never found myself satisfied until I procured one of your 
artificial legs with the rubber foot. I walk more naturally and more com- 
fortably than I ever did on the other legs that I have worn with the wooden 
foot and ankle joints. As I wrote before, I flatter myself that I can walk 
farther and faster and endure more hard work on your rubber foot than any 
body can on a wooden foot that I have ever seen. The rubber foot does away 
with the clattering wooden foot and squeaking ankle joints with cords, bolts, 
and springs, that I have had the misfortune to wear before I had the chance to 
hear of your rubber foot, and since I have worn your legs I have had the 
pleasure of sending to you Messrs. Parker, Conway, Estevez, Kennealy, 
Frates, and others, and they all join in saying that you have made them lega 
far better than they expectea. I will say that my work is very laborious, as I 
have to stand on my feet sixteen hours a day, lifting barrels, and climbing up 
and down stairs constantly every day. I have worn artificial legs now fineen 
years. My left leg is amputatea four inches above the ankle. I nave walked a 
mile inside of ten minutes. In conclusion, I would say that I consider the leg 
made by you the best in the world. Particularly the elastic rubber foot. I 
cheerfully recommend your work, and shall be only too glad to reply to any 
one who may feel so disposed to write to me on the subject, by mail or in per- 
son. 

Hoping this may meet the eye of some poor unfortunate like myself, and help 
to put him on his feet (rubber), I remain. 

Respectfully yours, 

Joseph H. STLTSSTBa. 

120 Commercial St., Boston, Mass. 
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BELOW-ENEE AMPUTATION. 
Fitted from MeeuurerneiiU. 

9» Foster 81., WoRCESTEK, Mabb. 
A. A. Marks, 701 Broadway, N. Y. : 

Dbar Sir : — Iluving uow worn the arlillciul leg procured from voii fourteen 
montlu, 1 can guy that ufk'r on expcrieucv of over tweDty years with diSereDt 
mnkca yonre wiUi thu ruhbtr foot U tilt most comfortable I havo evur worn, 
and as it was fitted from mnunrea, and wlihoiiC any alteratJoD whatevrr, I 
tbuughl il plicnomenal. As to i\a durability, I csDuut say any thins of Uic 
future. I IiBvif mil expended a cent for repuir« yet, and it is as go<w as the 
lirst day I put it on. I urn on my fc(>t rou«t of the litne In the frou bUBiness, 
and can walk home at night (nearly a mile) as well as the best. As iny stump 
is quite short (three and one-half inches below the knee). I have reason to he 
thankful that 1 came to you, as I got along with so murh comfort. 
Tours resperlfiilly, 

Jamkb P, Crosbv. 



BELOWKNEE AMPUTATION. 

FitED E. Strob. bread, cake, and pastry baker, 
421 & 428 Hanover St., Bobtoh, Mass., Oct, 28, 1887. 
Mb. a. a. Marks: 

Dear Bih ;— I will cheerfully recommend your leg as being the best. My 
leg was nnipuialed about half way between the ankle and knee, stven years apt. 
1 wore Iwu legs of different make before getting yours. I have worn your leg 
fourteen months, and am perfectly salisued wftli it. I feel more secure upon 
it. It makes less noise Ilian a foot with the ankle joint. It in more elastic in 
walking. I am on my fpet a goo«l part of the day, I am a baker, by trade. 
and tAke charge of my shop frotn 4 o'clock a. m. until 1 o'clock p. m. Then 
often take a long walk among the bualnesi houses, buying my goods, and never 

I give the leg hard weiu*. and ho far have not paid any thing for repairs. I 
con truly say I am niudi plensod with your Urg. 

Tours respect fully, 

f; e. btkoh. 



BELOWKNEE AMPUTATION. 

HOLLISTON. MtDDLItaEX C'o., Mass.. Oct 27. 1887. 
Mr. A. A. Marks : 

Drar Sir : — The leg 1 Itonght of you two years ago this foil has proved more 
thnn sHrisfartotT : I cannot speak too bigldy of it. I would advise any one in 
need of an artlHclal foot to get the rubber fool. 

In two years I have not laid out any (hing for repsJrs. 

My leg was taken oil three inches' below the knee. With the aid of your 
leg with rublxrr fool, I have been able to do quite a bUHiness selling goods. 
Yours respectfully, 

A. Appleton Asaub. 

BELOWKNEE AMPUTATION. 

Rbadino, Middlbbbx Co., Mass., Not, 25. 1887. 
A. A. Marks. Esq. : 

Dear Sib : — I have worn one of your ruhlier feel for the last ten years ard 
like It veiT much. There is not thiit disagreeable noise inseparable from tlie 
Other kinds I have worn. 

My foot was amputated just iibove llie aiikie. I work at luy trade (niachtnisl) 
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BELOW-ENEE AMPUTATION. 

113 Slain Bt., North Adamb, Bbbksqire Co., Mass.. Xov. 4, 188". 
Mr. A, A. Makk* : 

Dbar 8ir : — I ara glad to have an opportunity to tuslif y lo the merits ot your 
nrtlliciiLl limbs with rubber feet, 

1 have worn au artiflcial limb for twenty-two yeara. The flnt five yeara I 
wore one with a wooden foot and ankle joint. 

I have worn yours seventeen vears with very little repairs. 

When I laid aside the one with the wooden foot unii put on one of yours I 
fi-lt that t waa nearly a sound man again. I am in the furniture nud tindenok- 
ing business, and have been since before 1 lost my linih, I perform all the 
parts of business capable of being performed 1^ a man witli two natural limbs. 

I consider your leg far superior to any other artiflcial limb made. The rub- 
ber foot gives an easy and natural motion to the step. 

Tours Inily, 

J, n. Adauh. 



BBLOW-KNEE AMPUTATION. 

Fitted from MfiiauretneHt*. 

Can run and play ball. 

Spekckb, Wokcebtek Co., Mass., Nov. 7, 1887. 
A. A. Maoeb : 

Dear Sik : — My foot was amputated at the ankle joint, about eighteen 
months ago. About eleven months ago 1 received a rubber foot from you 0tled 
by roeasuremenifl and a plaster cast of the slump made by a dentist. It fit« 
perfectly, so that I have not used my crutches for montlis. During term times 
1 go to school, and vacations 1 work in the woolen mill. I can run, play lull, 
and do as other boys do. My age is fourteen. I am perfectly satisfiM. 
Tours truly. 

Alb SANDER Allen. 



BELOWKNEE AMPUTATION. 

Chablton. WorcestbbCo,. Mass., Oct, 28, 1887. 
Mr. Marks: 

I received yours of the 26th and was glad to hear from you. I have soine 
land lo work on, and I make bootn. 1 can walk one mile or two with case on 
the leg you made me last year. It is all right, and I am well pleased with it. 
It ia off below the knee. 

Em CLUB n.vKwooD. 



BELOWKNEE AMPUTATION. 

SOTTTH WllLIAMSTOWN. BERKSHIRE CO., MASS., NOV. 11, 1887. 

Mr. A. A. Marks ; 

Dear 8ir : — Tou ask me to say a word for your artificial limbs, I can say 
that I have worn one eight years and il has given me perfect salinftirdoa. The 
niliber foot gives more ot^ a natural step — elastic. I can walk farther and 
easier than with any other kind. I can go on the fioor and danco with lite 
beet of them wttb good limbs, 

W M, Field. 
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BELOWKNEE AMPUTATION. 

Nov. 1, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I take great pleasure in writing you a recommendation. I have 
worn the artificial leg you made for me for over ten years, during which time I 
have worn no other. 

I am now twentv-two years old. I went to school until I was eighteen. 
Running, playing ball, skating, and dancing were the sports I frequently 
indulged in. Your rubber-foot leg enabled me to do this and keep every one 
in ignorance as to my condition. 

I nave been working in a shoe shop in Brockton for four years and stand on 
my leg ten hours a day. I have not been obliged to pay a cent for repairs yet. 

Yours truly, 

Victor Beauregard. 
36 Huntington St., Brockton, Mass. 



BELOWKNEE AMPUTATION. 

Nov. 28, 1887. 
Mr. a. a. Marks : 

Dear Sir : — After five years' experience with three artificial legs with ankle 
joints from well-known makers, and seventeen years' constant use of the rubber 
foot, I can honestly recommend the rubber foot as the be«t, being simple in coh- 
struction, firm, natural and easy in motion. I have worn the leg you made 
me nine years ago every day in that time and without any repairs whatever. I 
will cheerfully answer all letters from comrades and others in regard to the leg. 

Respectfully yours, 

J. W. Farnsworth, 
Late 3d R. I. Vols, and 57th Mass. Vet. Vols. 
5 Orange St., Waltham, Middlesex Co., Mass. 



BELOW-KNEE AMPUTATION. 

" You have done more for cripples than any one else in the land.** 

Nov. 2, 1887. 
Mr. a. a. Marks : 

Dear Sir : — Accept my thanks for the rubber-foot leg you made for me. I have 
used two artificial legs with ankle joints and have had no comfort with them. 
But since I got your rubber foot October, 1886, I am able to run and walk. 
I weigh two nundred and thirty-five pounds, and I have had a great deal of 
walking to do. I consider you have done more for cripples than any one else 
in the land. 

Yours with respect, 

Rorbrt Eennealy. 
Business place, No. 65 Atlantic Ave. 
Residence No. 22 Sawyer St., Boston, Mass. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements, 

Nov. 4, 1887. 
Mr. a. a. Marks : 

Dear Sir :— I have worn one of your artificial legs for the last three years, 
and my work is of such a nature that it necessitates my standing or walking 
nearly all day, so I am competent to judge of its efficacy and dun3)ility, and 1 
can cheerfully recommend it to any person who may need one, and I am 
especially pleased with the rubber foot. I would say that it has not cost me a 
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cent for repairs since I purchased it, and it is likely to last a number of years 
yet. 

Daniel Murphy. 
57 Furnace St., No. Adams, Mass. 



BELOW-KNEE AMPUTATION. 

Nov. 24. 1887. 
Mr. Marks : 

Dear Sir : — I received my leg, and feeling so much pleased with it that I 
wish to say it is a great deal better than I ever expected. I can do very nearly 
as well with it as I could with my own leg, and would be pleased to recommend 
them to all in the need of artificial limbs of any kind. 

Yours respectfully, 

Willis A. Tapt. 

NORTHBRIDOB CENTRE, WORCESTER Co., MaSS. 



BELOW-KNEE AMP UT ATION . 

WiLLiMANSETT, Hampdex Co., Mass., Nov. 14, 1887. 
Mr. a. a. Marks : 
Dear Sir : — Your favor of the 26th ult. duly received. 
I have worn one of vour artificial legs with rubber foot for ten years, and it 
is still giving satisfaction. 

During the ten years it has cost me nothing for repairs, except one or two 
suspender bands. 

Yours respectfully, 

J. G. Spitzli. 



BELOW-KNEE AMPUTATION. 

Mazeppa, Wabasha Co., Minn., Jan. 16. 1888. 
I go to school. I have worn your artificial leg three years, and it gives me 
entire satisfaction. 

Yours truly, 

Emma Auoustien. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Nov. 13, 1887. 
Mr. Marks : 

Dear Sir : — I have been wearing vour patent artificial leg nearly three 
years, with the utmost satisfaction. My occupation is farming. I have been 
to no expense since purchasing. 

I would not part with your leg on any account if I could not get another of 
the same make. I can heartily recommend it to any one in ne«i of artificial 
limbs. 

Yours tnily, 

James E. Johnson. 
Dorr, Allegan Co., Mich. 



BELOW-KNEE AMPUTATION. 

White Lake. Oakland Co., Mich, Nov. 7. 1887. 

Mr. a. a. Marks : 

Dear Sir : — I have been wearing your artificial leg for nearly seventeen 
years. I have no occasion to find fault with it. The rubber foot in my judg- 
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meat is the best in the market. I especially recommend it for its simplicity 
and durability, compared with the old style. I have worked at my old business, 
as a farmer ever since I got your leg. I feel grateful to you for the service 
rendered me. 

Yours very respectfully, 

Charles Hibner, 
Co. K 5th Regt. Michigan Infantry. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 
Nineteen years in use and good yet. 



Dec. 12, 1887. 



A. A. Marks : 

Dear Sir : — I wish to inform the public of the superiority of your patent 
limbs. My limb was taken off below tlie knee. I took my own measure- 
ments and sent for your patent limb ; got it all satisfactory in February, 1869, 
and have worn in ever since. I never liad any repairs on it only what I could 
do myself. 

It is good yet and nineteen years old next February. My work is all kinds 
of farm worK. If I thought 1 could not get another limb, money could not 
buy the old one. I feel confident no other patent limb couldP do any more 
than this has done for me. If this is of any use to you you are at liberty to 
publish it. 

Yours with respect, 

L. H. Norris. 

Elm Hall, Gratiot Co., Mich. 



BELOW-KNEE AMPUTATION 

Fitted from Measurements. 

South Bay City. Mich., Nov. 4, 1887. 
A. A. Marks : 

Dear Sir : — I take pleasure in assuring you that the artificial leg you made 
for me from measurements now nine years in use is in every way satisfactory 
to me. It is far superior to any I have ever seen. I work in a saw-mill filing. 
I wear it from morning till night, week in and out. I think the rubber foot 
far superior to any I have ever seen, for there is no machinery to oil and keep 
in repair. I have never paid any thing to have my limb repaired. I would 
recommend you to every one in need of artificial limbs. 

Yours respectfully, 

John Stewart, 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Marlette, Sanilac Co., Mich., Oct. 26, 1887. 
Mr. A. A. Marks : 

Sir : — I hear that you are about to publish a new pamphlet of your legs and 
arms with rubber hands and feet. 

Seeing I have a leg of your make myself, I will tell you in as few lines as 
possible how useful mine has been to me. I have worn my leg for about six 
months and it is as good as when I got it. Some people t^y that the rubber 
foot will not last long, but I think it will, for I have worked on the farm, and 
bound wheat after the reaper, and bound as much as any of the other men. 

I got $1.50 per day, ana I only had worn the leg two months. 

I have worked with men for weeks and they would not know that I had an 
artificial limb on. I can walk about as good as before. The rubber foot is a 
great thing ; it gives such a natural step. I have an uncle that has one of the 
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Detroit legs and he cannot walk nearly as well as I can. Mine is more firm and 
natural. I am going to school now, but I work Saturdays. ' 

I tell you for a fact my leg is better than my uncle's. 

I can step as auietly as any one. I danced on the Fourth of July a long time. 
I can get around about as good as ever. 

Well, I can't think of any more to say to benefit the public, so I will close, 
feeling pleased to render them all the help I can. I remain. 

Yours truly, 

Theo. Welch. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Sault 8te. Marie, Chippewa Co., Mich., Oct. 80, 1887. 
Mr. a. a. Marks, New York City : 

Dear Sir : — I had the misfortune to lose my leg some three years ago ; as 
soon as I could I began to look around for a good substitute. I applied to a 
good many manufacturers of limbs, but none satisfied me until I got hold of 
one of your catalogues. As soon as I had read it I at once made up my mind 
to order one |f your patent legs with rubber foot. 

I sent fpr instructions how to measure ; as soon as the blanks were received 
I had my'leg measured and I ordered one. I can assure you that I am more 
than pleased with the leg. My leg is cut off about six inches above the ankle. 
I am an engineer on a steamboat by occupation, but this season I haye been 
foreman of public works, where I had to oe constantly on my feet, and I am 
sure had I not had your rubber foot I could not have stood the fatigue. I can 
lift, jump, run, and walk as fast as most any ordinary man. I am fifty years 
old. I have worn your leg constantly since last April. You are at liberty to 
use my name at any and at all times. 

Yours, 

J. R. Cook. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 



Nov. 8, 1887. 
Mr. a. a. Marks : 
The leg I got from you I am well pleased with. 

It was a first-class fit. I have worn it two years and a half, and it is in good 
condition yet. I can recommend that your limb with the rubber foot is much 
easier than a wooden one. WTien I get another leg I shall get one of yours. 

Yours truly, 

Hiram Gibson. 
Greenville, Montcalm Co. , Mich. 



BELOW-KNEE AJVIPUTATION. 

Fitted from Measurements. 

Nov. 18, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I am very well pleased with my leg, as I have had it about 
seven years or more, and it has given perfect satisfaction in every resiject. I 
am a farmer, and can do all the work required of a man on a farm with ease 
for one that has had the misfortune to lose a limb. 

Yours with respect, 

Adam Hemstead. 
Indian Lake, Osceola Co., Mich. 
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BELOW-KNEE AMPUTATION. 1 

Fitted from MfuuremettCt. 

Nov. 4. 1887, 
Mn, A, A. Harks : 

Deah Sir : — lii complkncc wlih your wtah I can aay this for the leg : The 
ortiflclftl leg you made for me two years ago I have used every day since. Mv 
oceupstionlfiihatofa waichmuii. whicli requires aereHtamotmtof waiklng. uu^ 
I have never esperienced any inconvenience wEBtever. It is giving entire 
satistactiaD, 

OLE Labsom. 
OcLL Hn-ER, Cass Co., MnnK. 

BELOW-ENEE A1IPI:TATI0N. 

Mtlcd from Jfeiuiiremelttii. 

HA8TIS8B. Dakota Co., Mmil., Nov, 33, 1887. 
A. A. Maskb. Esq.: 

Dear Sir : — I have worn an arUfltlal leg made by you for nearh- two 
years. Mylex i» amputated about six incbea below tne knee.* Our family 
pbvsicfan, A. H. Steen, look my metmure. 

" y nicely, and has not cost me any tiling for repairs 

y well pleased wltli it. My occupatl 
arly as mucfi work as hefore lodu^ my leg, 

■offers. 



I am very well pleased wltli it. My occupation beiug (arming, I can do 
TCTy nearly as mucfi work as hefore loduB my leg, 
_I always do and will speak a good word tor your work when an opportunity 



Yours truly, 

B. J. Obr. 



BELOW-KNEE AMPUTATION. 
fitted from Mfoturfment: 

Fhazee City. Beckeu Co.. Minn., Nov, 3. 1887. 
Mr. a A. Marks ; 

Dkar Sib ; — Sixteen years ago you first started me out wltli one of vour 
AftlHcial limbs fitted to my leg amputated just above Ibe ankle. My experience 
baa always been satisfactory, and Bluce coming West and putting It to severe 
test I have been especially pleased, I have worn my present limb over four 
years, and not once during that time has it needed repairs. 1 actually forEel 
at Umes thai I am lame. The rubber foot, which nutkea your limb supenur 
toothers, meets all the requirements. BtayH longer in the race than any competitor, 
and doca not make any noise about it. Your limbs cannot be loo highly recom- 
mended for their comfort, durability, and naturalness. And certainlv the 
avoidiiuce ot the coat and trouhtc of repairs mfdies them the economical limbs. 
Tours sincerely, 

JOHS F. BC&BNK. 

BELOW-KNEE AMPUTATION. 

Fitted from Mnwarfmenta. 

WABsnsBTON. Franklin Co., Mo., Nov. 10, 1887. 
Ma. A. A. Marks : 

Dear Sir :— With pleasure I will say that I am satisfied with your arliflcinl 
leg. I have been using iin arllflcial leg for 14 yt'ars, and have nad one from 
several faclories. but none so well plense<l nie a.a yours. It was made by 
mcaBurenicnt. which proved sat is facte ry. I have used yours three years, and no 
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repairing. I use it every day. The rubber foot is more durable than any 
other. My occupation is President of Washington Clay Manufacturing Com- 
pany. 

Respectfully, 

RoBBRT H. Hoffmann. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements, 

Missouri City, Clay Co., Mo., Oct. 27, 1887. 
Dr. a. a. Marks, New York City : 

Dear Sir : — In answer to your favor of the 26th, I will say I have been 
using one of your artificial limbs with rubber foot for nine years, and it has 
given entire satisfaction in every particular. For the last three years I have been 
superintending a farm of 500 acres, and it is the wonder of every one how I get 
around on the faim, and more especially when you take into consideration Uie 
fact that I weigh 225 pounds. 

I have used two other makes, and consider the rubber foot far superior to any 
I have used. There is one point I wish to call your attention to ; that is, I waa 
fitted exactly from measurements the first trial, and have not had any trouble 
since. Yours respectfully, 

A. M. Griffith. 



BELOW-KNEE AMPUTATION. 
Fitted from Measurements. 



Kahoka, Clark Co., Mo., Nov. 2, 1887. 
Mr. A. A. Marks, New York City : 

Dear Sir : — I hope you will pardon me for not letting you know sooner 
that I received my artificial leg in good shape some time ago. I have changed 
my address since I ordered it, but it came to me all right at this place. To say 
that I am well pleased with it is just putting it mildly, as every thing fits so 
well and measurements were so accurate. Would advise those wishing com- 
fort, ease, and gracefulness to get one of you. I have not used it more than a 
month, and therefore cannot say any thing as to its durability, but thus far it 
works to perfection. 

Yours respectfully, 

R. B. Jenkins. 



BELOW-KNEE AMPUTATION. 
Fitted f7vm Measurements, 

'• Taken for his brother." 

Humphreys, Sullivan Co., Mo., Nov. 18, 1887. 
Mr. A. A. Marks: 

Dear Sir : — It has been about two and one-half years since I received one of 
your artificial limbs. It has proved exactly as represented, a perfect fit. and 
has given entire satisfaction. Those who need limbs need not fear that you 
can give a perfect fit by sending measures as you direct. 

My leg IS amputated just below the knee, and I walk without crutch or 
cane. I have attended school with students who knew of my misfortune in 
losing my limb, who, when they saw me walking with my artificial limb, often 
mistook me for my brother. 

I have .several times walked four or five miles at a time. 

I know nothing about the old style of limbs, but the new india-rubber foot is 
a great success. My limb has needed no repairs. This recommendation is 
given cheerfully. 

Respectfully, 

B. F. Donoho. 
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BELOW KNEE AMPUTATION. 

SvHAcuBB, MoKOAK Co., Mo., Oct. 28, 1887. 
Mr. a. a. Majiks, New York Cilj : 

Uear Sir -. — I uni s iiierehunl. I have bew wi-uring your artificial limb for 
four moDths. M)* Itg is ampuiatni dIdv indies below ilje kuee. I am well 
pleased with my leg. I think it quite an improvemeui over Ihe old slyle, 
RwjpeclfuUy yours, 

David Crowb- 



BELOW-KNEE AMPUTATION. 



Mr. a. A. Marks: 

I have been a constant wearer of yoi 
worked at various kinds of work, at non 
limb proved to be one of the best. 

JSy ampulAlJon was my right leg, t 



e-tuUf inches below knee joint, 



which serves mc well, and I can work with any one and walk easy and well. 
Seven years ago I thought I would go West, J have traveled a greul deul 
through the wealem lerntoriea. I started from Washington Tcrrilory acnus 
the mountains, on horseback moat of the time. I could get ofl and on alone os 
easy as ever. I have hod men watch me to see me spring into my saddle, and 
say, "' You beat any thing I ever saw, von will beat some of our old ridere." 
My journey lastM from the fourth of August until the flmt of November. I 
slopped and visited the natural eurioeities of the West. When I reachi>d the 
easleru part of Montana in Custer County I went to herding. I hei'ded for 
two years everv day. In the winter I went on foot. 1 am certain that I made 
from ^ to ei^t miles a day. through the winl«r. In the summer I used a 
horse all the time. There whs a young man there ; ne used to ride and hunt 
together a great deal last spring. I went and staid with him, and Uial ruvealed 
to him what he never thought. 

He said I used to go a little lame at times. He wanted to know who made 
that limb. I said Jlr. A. A. Marks of New York. 

" Well, that beats any tiling I ever how. I can't hardly believe my own 
eyea." He asked a hundred questions or more about bow I got along for re- 
rairs. I said I have none, only what I do myself. It does not cost me more than 
fl a year outside of what I can do myself. They are so simple and easy 
and comfortable. 

I Imve seen men that had limbs fitted in Chicago, and got a botch lob, 

I have just had a new leg fitted, one of your natural cork legs. 1 think it 
■will be a complete success. I would like to say lo those that are beginning lo 
wear a limb I« do as I did. After wearing my limb all day. at night sonic 
place would be chafed and sore. I used to wash it in cold water out of a well ; 
then in the morning I would put a piece of paper around the tender part, and 
tlie result was, I was ob good na new. Cold water Is the best remedy for 
toughening my limb of any thing lever tried. "' Where there Is a will Umtcis 
a way." to get along, not sit down and say I t^n't. I should like to say a 
great deal more. A letter addressed as below will reach me, 

JoHH Q. NiciiOLa 

FOWD&BVILLE, CCBTBR Co,, MOST, 



BELOWKNEE AMPUTATION. 

FitUd from MeoMuremente. 

Otto Foster, IJepuly County Treasurer and Notary Public. 
Central City, Merrick Co,, Neb., Oct. 39, 1887, 
A. A. Marks, Esq. : 

Dear Sir : — Having been a wearer, for the last six years, of ono of your 
artificial limbs with rubber f(x>t attached, I wish to say that in lightness and 
AiTobilils your limbs arc unjuinilleled. 

My own, I am using yet, will last me for a good lime lo come. 
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MjpoaitloDas Deputy County TreaaurecrequiresBtftDdingonniy feet tbe mo* J 
of the time, and very much WBlking from desk to desk. 

I have used oitiflclaJ limbs for wfrlren ytnrs, but your mtike is Uic best k 
regard to lightness and durability. My slump holds ten and one-half indiesi 
below the knee, nnd If any one of^our suffering community requires an artificial | 
limb I will and Etiall recommend your llmtH highly. 

Very truly yourB, 

OTTOrOBTKH. 



BELOW-KNEE AMPUTATION, 

I'^itlfd from MeafuremenU. 

Ben.i. Sakdehs, AitomcT at Law, 
EtJREKA, EuREKji Co., Nevada, "Dec. 30, 181 
A. A. Marbs, Esq.: 

Dbar 8m : — I have had some experience with artificial legs. I huve worn . 
one for llijrtet-n years, and there are people living with me in the same town who 
<lo not know that I hare loat a leg. 

I can walk as fast and ns well as any of them. 

I think your leg ia the beet that is made. I can walk about the office and 

. — ^ j^gj aaatQl aaany one. I can walk down the street us fast, and nc 

aiiu,f fmm €i».Tr nn,^ tliftt T^Y Icg mokcs tiiat 1 have one on, nnd 1 am 

Yours respccl fully, 

Bex J. Sakdehs. 



BELOW-KNEE AKPUTATION. 

Fittfd from MeiuurffrusaU. 

Ci_utEsioNT, BuLLivAK Co., N. H.. Oct. 8], 1897, 
A. A. Marks; 

Dear Sir :— I have worn the rubber foot you made for me nearly two yean 
nnd 1 Dm very much pleased with it. My foot was taken off about Ave inches 
above the ankle, and my weight is two hundred and forty pounds. I am u ma- 
chinist by trade, and can stand on my leg at the vise or laUie all day with case. 
I was surprised to get it so soon after I sent my order. I think the workman- 
ship superior lo any other make. I can recommead your rubber foot to all in | 
newl of a false limb as lieing the best fitting. I was surprised to have aucll & I 
good fit bv measure, as you never saw me, but you made the leg by measure I 
just as well as it could be if 1 had been at your place. I thank you very much I 
for your promptness in flUiog my order. I liave never seen any other make I 
that I would awap mine for, and if I ever want another I shall come (o you for it. J 
Very respeclfully yours, 

F. A. Wathebb. 

BELOW-KNEE AMPUTATION. 

MtUd from MeamiremerUt. 

SlAKLBoRoreu Depot. Coesiure Co., N. H.. Oct. 29, 1887. 
A. A. Marks, Se<i. : 
Dear Sir :— I lost my foot by the cars the 27th of May. 1B86, 
My limb was ampululed atx>ut six inches above the ankle joint. 
I oegan wearing an arliflclnl limb of Mr. Marks' make. August 19, 1887, 
which waa fitted by measurements, and have worn It every ilay sUicg with «ati»- 
factory results. It is a great beoefll to the hmuau race that ih'cre is such au in- 
vention for those that are unfortunate lo lose a limb, I am persuaded that 
Marks' leg is the beat, as there is no ankle joint to get out of older, and the rub- 
ber foot, being clastic, relieves the slump from the far in walking. Having n< 
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19V om limbs of other makes, cannot sav as much as others, but would advise 
those who are unfortunate to lose a limb to get an artificial of Marks. 

Yours respectfully, 

E. A. PULLEB. 



BELOWKNEE AMPUTATION. 

Oct. 28, 1887. 
A. A. Marks : 

Dear Sir : — I have worn one of your artificial limbs for more than four 
years. I am well satisfied with it and can recommend it, to all in want of the 
same. I have never worn any other. 

I walk three-fourths of a mile to my work and go over the road four times a 
day. I think your rubber feet are the best, from what I can learn from my 
own observation. 

Yours truly, 

Charles W. Wallinoforo. 
Station Agent, Somsrsworth Station, Great Falls, Strafford Co., N. H. 



BELOWKNEE AMPUTATION. 

Fitted from MeasurrnnenU. 

' East Wolfbboro, Carroll Co., N. H., Jan. 10, 1888. 

A. A. Marks : 

Dear Sir : — I cannot see how you made such a good fit for me from measure- 
ments. The fit is so perfect the leg does not even feel strange to my stump. 
The leg enables me to walk so naturally my most intimate friends can hardly 
tell which is the artificial. I cannot find words in the English language ex- 
pressive enough to convey my feelings of satisfaction and gratitude. The leg 
is worth its wlight in gold. 

Respectfully yours, 

Mrs. Cora B. Adjutant. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Pittsburg, Coos Co., N. H., Oct. 81, 1887. 
Mr. a. a. Marks : 

Dear Sir : — The artificial leg which I received of you some three months 
ago is giving good satisfaction. I wear it all the time. It is a good fit and 
works well m every way. 

I work on a farm ana do a great deal of trayeling and go hunting and trap- 
ping as though I had two natural feet. I have never worn a patent limb until 
yours was received. Although I have seen a number of persons that have 
worn them with ankle joints, I think the rubber foot is for sdhead of any I 
have ever seen. 

There are three men in my place that wear legs with ankle joints, and I can 
walk with the most natural step and greatest ease of any of them. The ampu- 
tation was about four inches above ankle joint. 

Very truly yours, 

Edwin S. Eeach. 



BELOWKNEE A31PUTATI0N. 

Locomotive Engineer. 

Nov. 1, 1887. 
Mr. a. A. Marks : 

Dear Sir : — I have worn your artificial leg for the past sixteen years, and 
have found it entirely satisfactory. 
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I have been employed as locomotive fireman, and at present am locomotive 
engineer, and have never found any difficulty in performing my duties. 

Yours respectfully, 



178 Pavonia Ave., Jersey City, N. J. 



James Qood. 



BELOW-KNEE AMPUTATION. 



Nov. 17, 1887. 



A. A. Marks : 

Dear Sir: — Having had your style of artificial limb in use for twenty years 
I find, after using it all these years, that I would not under any circumstances 
use any other make. I find it durable, easy, soft, and comfortable to wear. I 
have to put your limb to a very severe test, and it stands it nobly and satisfacr 
torily. 

I am employed as gate tender at street crossing, rolling up two heavy gates, 
up and down every few minutes in the day, with perfect ease to mjr amputated 
limb, which I consider a verj severe strain andf test to your artificial limb. 
This I do from day to day, ram or shine. My amputation is five inches below 
the knee. 

I find the comparative cost of limb to be very slight. I would highly 
recommend to those unfortunates like myself to use the same as I am usmg. 
They will never regret it, and use no other. Hoping this may be of some use 
to you, I remain. 

Yours, 

William Wick. 

182 R. R. Ave., Jersey City, N. J. 



BELOW-KNEE AMPUTATION. 

93 Harrison Ave., Jersey City, N. J., Nov. 27, 1887. 
Mr. Marks : 

I can cheerfully say that I have had the use of patented artificial legs for six 
years, next Februarj- 14, and I can say that your artificial leg lias given me the 
highest satisfaction. 

I lost my rieht leg about fourteen years ago ; it was amputated three or four 
inches above the ankle joint, and ever since I have had your artificial leg I have 
followed Uie kalsomining trade for more than five years. I put my le^ on every 
morning, and continue my daily trade, going up and down my ladder from 
morning until night, both winter and summer. 

Yours truly, 

J. B. Cole. 



BELOW-KNEE AMPUTATION. 

Beroen Point, Hudson Co., N. J.. Nov. 8. 1887. 
Mr. a. a. Marks : 

Dear Sir : — It being several years now since I have had to call on vou even 
for the slightest repairs on my leg, I beg to say that I travel several miles every 
day and do it with comparative ease. 1 have now worn your leg over eighteen 
years, and am thoroughly convinced that it is the best leg that is made. 
Knowing this to be a positive fact, I take great pleasure in congratulating 
you in your great success. 

Yours truly, 

W. Danforth. 



BELOW-KNEE AMPUTATION. 

Oct. 18, 1887. 
A. A. Marks, Esq.: 

Dear Sir : — After wearing my artificial leg which you made for me over 
three years ago, I wish to tell my story for the good of those who are in need 
of a substitute. 
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I have lieen lo Europe this Buramtr, and I tell yim ll wus surprising lo »* 
how lunaKefl people neni on board tbealuuner both' waysnhen I tolil them that 
I hod oDlf one leg. lK.-c«ii!ie tbU artiflelal leg is so lifelike Ihat uobodf ever 
tnkca notice of it wheo I am walking. 

In Oennanf I met & couple oC invalids of the FrHtii-i>G«niiiui nar who loat 
their legs. Tliey hud ariiScial legs, but they eould not walk vcrj well 
wiUi ibem. After sliowing tbem my leg they acknowledged It toDe Ihe 
best. It is BO much Itghler ; it docs not make any noise, and there U no trouble- 
some machinery to ii. Who made the leg ? was generally the (question. I 
aiiHwered it witn the greatest of pleasure. You ought to haTC seen my fatlier 
and friends, how full of joy Ihcy were to see me walk so nalural and easy, and 
nut only walk, but climl) liilUi and niuunlainH also. To make ii slioft, ihis 
leg gives the beat of MatiHractiun, and speaks for Itself, 1 only wish I could 
tell this to every one who ts in need of a substitute. 

Verj' respectfully youra, 

Oeorgk C. Or ait, 
I,utp private of Co. E. Ttli Regt. L". 8. Infaulij. 

106 Sprin^old Ave., Newark, N. J. 



BELOW-KNEE AMPUTATION. 



Charles Van Bru 

Write any thing yi 
leg Tou made for me in 1885 and I 
nibber foot. 



LoNo Brahch CiTV. N- J., says: 
wish in Icstimouy of my s»ii«faetiou with the artificial 
' ' will endorse it. I am delighted with the 



BELOW-KNEE AMPUTATION. 

RoBELLB, Usios Co., N, J., Nov. 8, 1887. 

Dear Sir : — I take pleasure in writing to Inform you that your artlfldal 
limb has more than Blled my expectations jo the time I have been wearing it, 
now almost two years. I can wear it with comfort and walk milta without 
feeling tired. I can also run quite readily, and often plav ball with the bovs. 
1 had my foot taken ofF a little abore the ankle joint, and have worn your leg 
now almost two years. I am employed bv the Central Railroad of New Jersey, 
as delivery clerk on Ihejr docks at New \ ork, and I am constantly on my feet. 
When I flrst went to work there I left home at 5: 48 in the morning and gene- 
rally got borne 10 : 32 al night ; I was on my feet four-flflhs of that time, and 
mj limb is as sound as a dollar to-day. and I have not bad a cent's worth of 
fixing done lo It sinee I had it. There is a friend of mine who has got a new 
leg since I have gotten niinet. I don't remember tlie name of it. but it is going 
lo pieces, and makes a rattling noise when he walks. If you want a leg that 
will slanil by you, or rather under you, go to Marks. 

Tour til is as perfect as if it had grown there, and I wili with pleasure give 
alletition to all you may refer to me. I remain. 

Yours truly, 

M. H. Campbell. 



BELOW-KNEE AMPUTATION. 

Nov. ], 1 887, 
A. A. Marbb : 

I wish to say that I am very much pleased with your artlflclal limb, I can 
walk without a cane around tlic bouse and out to churcli. quite a distance. 

I live in PhitUpsburg at present. I am seventv-four veais old and live with 
my youngpst wm, I had the beat doctor in the Cniled Stales and the beat ci 
I have worn my limb one year and one-half. With due n 



le year and o 
PmLLIPSBtiRO. Warrkk Co., N. J. 



^^l^w 



iGn: 
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BELOW-KNEE AMPUTATION. 

Fitted from MeasuremetUs. 

RocK6BUBG» Warben Co., N. J., Nov. 5, 1887. 
Mr. Marks : 

Sir : — I am highly delighted with your leg. I have used an artificial limb 
since 1865, and about three years ago I got your patent, and I have more com- 
fort than I ever had before. I can get around better, hunt the mountains, and 
feel at ease. 
I would not give it for all the limbs I ever saw. 

Yours with respect, 

S. B. DANJ.ET. 



BELOW-KNEE AMPUTATION. 

Elizabethport, N. J., Nov. 1, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have worn one of your artificial limbs for three years, and it 
has proved to be what you recommended. 

My business requires me to be walking around all dav from half-past six 
A. M. to five p. M., and during that time I have not had a single repair. 

I remain, yours truly, 

H. Jekkinsok. 



BELOW-KNEE AMPUTATION. 

Oct. 28, 1887. 
Dear Sir : — Having worn one of your artificial limbs for over ei^ht years, I 
would recommend it above all others for its strength and durability. I have 
worn my first limb for over seven years, and in that time it has cost me Just 
$1.50 for repairs. 

I have not a bit of trouble with my new limb, which I have four months. I 
can use your limb and do nearly as well with it as if it were my natural one. 

Yours, etc., 

JoHT? J. Keilt. 
435 Court St., Elizabethport, N. J. 



BELOW-ENEE A3IPUTATI0N. 

Trenton, N. J., Oct. 31, 1887. 
Mr. a. A. Marks : 

The artificial foot you made me last May, I am more than pleased with, 
liaving worn it everyday since, from six a. m. until nine and ten p. m., with 
much ease. My work is that of a mill machinist and engineer. I can do as much 
work now as ever before. 

Yours, etc., 

Edward Kubtz. 



BELOW-KNEE AMPUTATION. 

R.vBiTAN, Somerset Co., N. J., Nov. 14, 1887. 
Mr. a. a. !Mark8 : 

Dear Sir : — I have worn one of your artificial legs for fourteen years with 
very little repair. It has given me good satisfaction. Stump seven inches. I 
like the rubber foot very much. 

Yours, 

J. A. Van Nest. 
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BELOWKNEE AMPUTATION. 

Long Branch City, N. J., Dec. 14, 1887. 
Dear Sir : — I have been walking on one of your limbs two years, and I like it 
very much, especially the rubber foot. It is the best, and I would recommend 
it. M^ limb is off two inches below the knee, and I can walk all day without 
any pain. 

Yours, etc., 

D. C. Wood. 



BELOWKNEE AMPUTATION. 

Long Branch Citt, N. J., Nov. 19, 1887. 
A. A. Marks : 

I am a carpenter by occupation and work steadily. I procured my limb in 
1864 ; point of amputation six inches below the knee ; the cost of limb on an 
average has not exceeded $2 per year ; the rubber foot is the best I have yet 
seen, and can recommend your make of limb as the most durable and easiest to 
wear. 

Yours respectfully, 

Jos. 8. Van Dyke. 



BELOWKNEE AMPUTATION. 

Oct. 28, 1887. 
Mr. a. a. Marks : 

Deab Sir : — I take great pleasure in addressing these few lines, in order to 
express the satisfaction which I have had with your make of artificial leg. 
This is the second of your make I have worn, and very few can tell I have an 
artificial leg. 

At present I am attending to the Laurel House Bowling Alley, and can bowl 
as well as the most of them. I have done farm work, running express, and 
inoet kind of hard work, since I have had this leg. I do heartily recommend 
your patent foot to any and all that are in need of same. 

Respectfully, 

Thos. J. Sprowl. 
Lakewood, Ocean Co. , N. J. 



BELOWKNEE AMPUTATION. 

70 Mechanic St., Paterson, N. J., Oct. 27, 1887. 
Mr. a. a. Marks, Manufacturer Artificial Limbs : 

Deab Sir : — I have used legs of other makes and am at present wearing one 
of yours, and will say that it gives as good satisfaction as any other that has 
been presented to my notice, probably more. There are several things which 
recommend it. 

Of course the rubber foot is the principal* point of difference between your leg 
and that of other manufacturers. This foot combines to make the leg much 
simpler, consequently rendering it of less trouble to the wearer, and to keep 
the shoe always neater in appearance, preventing it from becoming bent and 
ugly looking. 

It is also cleaner than the other foot, and of course there is no danger of any 
noise or rattling, etc. , occasioned by its use. 

But aside from the question of superiority of your make as compared with 
others, I would like to record the fact that treatment at your office is, as far as 
my knowledge extends, exceptionally courteous and even kind. Patients, 
whether male or female, need not be afraid that when dealing with your establish- 
ment they will be treated otherwise than in a gentlemanly and considerate 
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manner. I have always found it so, receiving the kindest attentions on every 
occasion of my visits. 

Yours very truly, 

John Pabk. 



BELOW-KNEE AMPUTATION. 
Warn oiie leg seventeen years. 



Oct. 29. 1887. 
Mr. a. a. Marks : 

Deab Sib : — I would just say I am still wearing the leg I got from you in 
March, 1870, and I want to know if any other soldier has hao one in use over 
seventeen years. 

I would recommend your work to any one wanting an artificial leg, for they 
are the best leg made, and I would not do without one of them for a hundred 
•dollars of any man's money. 

Franklin 8. Moncrief, 
Co. D, 10th Regt. New Jersey Volunteers. 

Box 856, ViNELAND, CUMBERLAND Cc, N. J. 



BELOW-KNEE AMPUTATION. 

Elizabeth, N. J., Oct. 29, 1887. 
Mr. A. A. Marks : 

Dear Sir : — I have had eight years' experience with one of your artificial 
limbs. I am veir well pleased with your work, and am only too willing to 
testify to the merits of the same. 

Furthermore, I can cheerfully recommend them to those whom necessity 
lequires to make use of them. 

Yours respectfully, 

Fred. V. Meeker. 



BELOW-KNEE AMPUTATION. 

Enqlewood, Beroen Co., N. J., Nov. 2, 1887. 
Mr a. a. Marks : 

Sir : — I am well pleased with the limb and willing to testify to its merits. 
My work is felling and hewing timber, which is very laborious. The point of 
amputation is about seven inches below the knee. The cost of repairs has 
been comparatively nothing. So far I have had it two years this month. 

Yours respectfully, 

Jonathan A. Baser. 



BELOW-KNEE AMPUTATION. 

Franklin Park, Middlesex Co.. N. J., Nov. 12, 1887. 
A. A. Marks: 

Dear Sir : — In reply to vour letter of Oct. 26. will say that I had my first 
artificial leg and foot when I was eight years of age. and have had three in all. 
The present one I got in 1876 ; I think that vour artificial limbs could be 
made to last with proper care from twenty to thirty years. I never have seen 
any better. 

Yours truly, 

John H. Bbekman 
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BELOW-KNEE AMPUTATION. 

New York City, Nov. 17, 1887. 
To all who are unfortunate to have lost a limb, I, John G. Collins, liave had 
twenty-four years' experience in wearing limbs. 

I have worn Dr. 's limb, and have seen the legs of many makers, but 

believe that none are to be compared with the Marks. 

As to ease in walking or standing, I cannot ask for any thing better. There 
are many people who. have known me for years and don't think that I wear an 
artificial limb- If there are any one-leg gentlemen that would like to have a 
w^k with me call around at 565 West 37th Street ; let me know two days 
ahead of time, and I will be ready to give him a tramp. 

Yours truly, 

John G. Collins. 



BELOW-KNEE AMPUTATION. 

One Ug in use over twenty years and still in order. 

Society of the Army of the Potomac. 

Nov. 14, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have been wearing one of your artificial legs with patent 
rubber foot (amputated below the knee) over twenty years. I have never worn 
any other make of artificial leg and cannot therefore say from personal experi- 
ence that your artificial limbs are better than those of other makes, but I can 
say from observation and inquiry with those who are wearing artificial legs, 
and I know many, that the one I wear (your patent) is in every respect superior, 
more durable, less liable to get out of order than any artificial leg I have seen 
or have any knowledge of. 

Truly yours, 

G AWT Truesdet t 

18 Broadway, N. Y. Brvt. Lt. & Col. 65th N. Y. Vols. 



BELOW-KNEE AMPUTATION. 

Washington Avenue, near 167th St., 
New York City, December 5, 1881. 
Mr. a. a. Marks : f 

Dear Sir : — After an experience of over eight years in the use of your 
patent artificial leg with rubber foot, I desire to siay that it has given me 
first-rate satisfaction. About four years ago I was induced to purchase a leg of 

Mr. 's make, with his wooden foot and ankle joint. After using it for nearly 

two years with constant repairs, I abandoned it, and am now using yours again. 
That trial was enough for me ; I want no more ankle- jointed wooden feet for 
me on an artificial Teg, so long as yours are to be had, as my own experience 
proves their superionty. I cheerfully recommend yours above any and all 
other makes. 

Chas. Libenau, M.D. 



BELOW-KNEE AMPUTATION. 

211 West 31st St., New York City, Oct., 1887. 
I hereby certify that I have used one of the Marks artificial legs for several 
years past, and I know of no other that I prize so highly, and I cheerfully 
recommend it. It has caused me no trouble or expense since I have worn it. 

Respectfully, 

P. R. Palermo. 
P.S. I have worked in a machine shop, and the leg has had no need for 
repairs. 
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BELOW-KXEE AMPITATION. 



&. A. Marsb: 
Dear Sir :— In e 

I bat I have worn oi 
satisfaction aud at t 



nswer to your circular in regard to rubber limbs, would say 
e nf your rubber limbs for alxmt flf[*eu years with entire 
nominal cost for rt^jiBirs, My occupation U tliat of a iruck- 




num for the New York BelilnK and Packing Compaiiv I help in londing tny 
ORt) truck aod frequently lift boles of «everal hiindre<l'weight, 
Tbe limb lioa bwu lu constant use. Leg amputaied tieluw tlie knee. 
ReapecifuUy yoiira, 

C. n. Bhewstbr. 
15 Park Row, N. T. City. 



BELOW-ENEE AMPUTATION, 

448 W. ]9ih St.. New Yobk Cmr. Oct. «, 1887. 
Mb. a. a. Markh: 

Dear Sir :— Having worn one of your patent ariiflcial legs for newly five 
years, and will make application for a new one from the government ju«l as 
soon sa tbe time comes, smius tliai I am satisfied with it. I have only about 
three inches below the knee. I liavu tieen working as night watchman on the 
Erie Railroad dotk for tbe last two yearx, and am on my leg twelve hourseverjr 
nlg^t. knd It does not trouble me at nil. I liave seen severnl iilber kiuds, ana 
recommend yours above nil others. 

1 vriah to say a few wnrds for two of my friends lliiil I sent lo you for 
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» leg : oDe has got a stump above the knee ; lie is workluE; for the Manbattati 
tias Company at pretiy bard work, and gets oloug splendidly on his leg, which 
lie baa had about four montlis. 

llie uthet one has got a slump below Ihe knee, He k od Ilia Teet all day 
loDgoa brakeniuu cm ilte elevatm railroad. He has lieen weariug bis artlflclul 
leg about bixteeD months. 

Youre truly, 

John J. WitsON, 
Company G. Sd lufantiy U.B.A. 



BELOW.ENEE AMPUTATION. 

Fitted from Meit&iiTtvtfitlii. 

afll W. 44th St., New York Citv, Not. 3, 1887. 
Dr. Marks : 

Dear Sib ; — In reply to your questioiM concerning my leg. I would say that In 
the six years I buve uaed your legs in no ca«c havu they failed lo give satlsfaC' 
liun. I find the leg extremely light and durable, atid a leg that a person is not 
iifmid of breaking by hard usage, ao advantage of importance lo nie. fur I am 
very hard on a leg. Last winter I worketl in a prinliug otHce, and was Ihe 
boy 9f all work, baviog to run a number of eri'ands and lo be on my feet a 

Seat deal ; in every case I could depend on the leg as well us my good one. 
boa been said thit long and conlinued standing i» more tiresome ifian wolk- 
ing. It may be »o, but white out huuting last faU I hud to stand up all dav in 
a rather tipply bunting boat, where balancing added to the fatigue of slnndlng. 
This was due I believe to Uie rubber fool, which accommodates iiself so well to 
uneven and unlevel surfaces. 
1 found I could stand as long as the rest of the hunters. 
Hy leg is amputated two and one-half ioohe:^ below the knee. 
I have worn your legs for six years and sliail always continue lo wear them. 
I am, sir, yours very truly, 

Geo. W. Sheridan, 
xkale both ou Ice and rollers, and enjoy 



BELOW-KNEE ASIPUTATION. 

120 W. 38d St. , New Yohk Cnr, Jan. 19. 1898. 
I leg for at>oul four years, and can recommend it highly. 
T. W. Cahboll. 



BELOW-KNEE AMPUTATION. 

Barrett. NepbewbA Co., 5 John St., N. Y., Oct, 81. 1PH7. 
Sir : — I have used the Slarks leg for twenty-six years. 
It cannot be escelled ; I have us^d one continuously for ten years without 
Iiavlng any repairing. Your lep* have given me the greatesl satisfactiou ; as 
for durability, they nave no equal. 
There is no foot 'in my opinion that can compare n'ith tlie rubber foot. 
Respectfully yours, 

Jobs 8. Bowke, 
Care of the above address. 

BELOW-KNEE AMPUTATION 
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I ani perftcl.ly satiBflpd with it, but will soon have to Imve twoilicr. Wish- 
ing you much success. I am, 

Youra truly. F- NlcnoLa. 

18 WiUiam 8t., Naw York City. 

BELOW-KNEE AilPUTATION. 

2T Joue« St.. New York Citt. Jau. 2, 1888. 



. ._^_ ^ _ __ . il foru sliort time, and thought I 

liked it, but when I had ouc of your rubber feet appliefl to ll I at cinre discov- 
ered that I had bettered mj condition, and that the ankle joint in an artiflcial 
leg was ss useless as " wings oh a pig." I have worn your rubber foot now 




I have been bo thoroughly rcBtored by your palunt that really I cuinul. e 
Teel that I am riiflerent t« persoiu in possession of their natural Itnibs. 1 do no 
lake a second place to any txidy, cither on the witik or ni the bencli. 

WlLUAM DiETZE. 

BELOW-KSEE AMPUTATION, 

Nov. a. 1887. 
Mr. A, A, Marks: 

Dear Sir ; — The six years' experiei 
liave found If miiBl salisfaclory in ev 
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rrfwlion. I have done hard, laborious work for about four or five yenn wJih 
witliout any repairs. I caunot recommend it too highly for the p'eat service 
it lias done me, oud lc»n say without conlradictiou thai it is inipossible to make 
A belter. Hoping, air, thai you may liave long life and success to succesafully 
fit up maay an unfortunate man, as yuu have nie, 

Yours, with gralitudc', 

Peteb Neesas. 
IMth St. and inth Ave., New Yohk Citv. 



BELOW-KNEE AMPUTATION. 

75 West St., Nkw York L'itv, Nov. 111. 1887. 
A. A. Harks, Esq. : 

Dkab Sir : — I am pleased to report thai with jour patent rubber-foot leg 1 
have beon especiully pleased. I ajn not only able to attend to my business, lint 
canindulfceinagoodlongwalkonmsiouKlly. und enjoy myself in other reH>ecis. 
I can walk better and further on your legs than on any of the old styles 1 have 
worn, the action of the foot be'ine nalural and noiseless, sufQclenlly so lo 
deceive the closest observers. 1 seldom use a cane, and feel no actual need for 
one. I have never met any one wearing your make of legs thai has not spoken 
hiKhly of it. 

Mr. F. V. Meeker long ago advised me to buy your leg, as well ns 
Mr. J. P. Kenny. Both these gentlemen were known lo me. and were operat- 
ing satisfactorily on your leg. I yielded tti tlieir advice, and have never sini^e 
r^retled it. 1 can nalk on smootli and rough walk wilii perfect safely, uo- 
atteoded by disagreeable noise or danger of breaking or tripping. 

KcHpectfully youra, 

J. J. Eaoan, 



BELOW-KNEE AMPITATION. 

Nov. Ifl, 1887, 
A. A. Markb, Eaq. : 

Dear Kiki— I have taken crreal pleasure in recommending your ariiUciul 
legs to parlies needing them, wliom I have met Intliis city and abroad. I have 
bMn wearing your make for twenty years, and if the good One spares me I will 
aay t will keep on for twenty years more. My stump is one Inch below ihe 
knee. I have marehed ina parade In this city from Gttlh Street to the Batter}-, 
and return, when the streets were in a bad condition for men to walk in with 
both le^. Phil. Kearny post, to which I belong, in lliis ctly, cau vouch fur 
the above. 

I remain, yours truly, 

A. llACSIiLCK. 

V Si, Luke's Plate. New York Crrv. 



BELOW-KNEE AMPUTATION. 

24th Ward, Woodlawk, New York City, Nov. 8, 1887. 
Mh. a. A. Marks : 

Drab Sib : — Iwlsh to say through your pamphlet that I have been wearing 
one of your patent artificial legs for over nineteen years, and it gives mc niucli 

Eleasure to record my lestimouy in favor of it. I nave worn It in all kinds of 
iboring work, and it has proved to be every thing yon cloinied it to be, durable 
and lasting, tt has no enual. I shall always wear your patent leg. and at all 
times recommend il to others. 

Yours rwpeclfully, 

MiCBABI. DOOLET. 



. MARKS, ARTIFICIAL LIMBS, NEW YORK CTTY. 



BELOW-KNEE AMPUTATION. 

Tmnty-Uro yean on the nM)er foot — Ezperienee it tftabrat iraffur. 

A. A. Mahk^ Esq,: 

Deas Sir :— Ou the 27th day or April, 1865, I had the misfortune to lose my , 
riglit fool, and all the to<?s of the left foot, up close lo the Imll of the foot, by m. 
railroad accident oQ the Hark'm Railroad, and after lying io the hoapiud three , 
months or more, iu the month of September of the same year, I got one of 

iour artificial legs willi the rubber fool, and to saj It has given me entire MtiH- 
action is not saying half enough for it ; io fact, I don't know n-hat I could 
have done without it, being a poor man and having a large family 



e for support. I only had my trade to fall Imck on, which & 

^ Ja work, ship-caullting, which keeps me on my feel the most 

of my thne. I weigh 304 pounds. This I think very trying on perfect Umb», let 



depending upon 
heavy and lalKii 



alone false limbs. As to the durability of your limbs, I have bad the one I use 
now in constant use the last seven or eight years, and you have got the first 
dollar lo get yet for repairs, in my 82 years of experience with your nitifldal 
legs, I can safely say that I have seen a couple of hundred persons with 
artificial limbs of other makers, and from my own experience will say wiihntit 
fear of contradiction that none of them are as perfect as yours with the rubber 
foot. " Experience Is the best te«chcr." Hoping this will meet the eye of 
some poor unfortunate like myself, 1 remain, 

Yours respectfully. 

JoBEPH Batev. 
S58 E. 148 St,, New York Crrv. 



BELOW-KNEE AMPUTATION. 

Oct. 80, 1S87- 
Mr. Mares : 

Dbar Sir : — 1 recommend every person who has lost a limb to ^et one of 
your patented limbs with the rubber liand or foot, or both if required. My 
wife iost her left toot about three years ago, which was amputated about Ove 
Inches below the knee, and ia three months after the accident I got one of 
vour limbs with the rublter foot attached. It has had constant wear In all 
Kinds of housework, us well as for walking long distances, ever since, and It is 
just as good to-day as it was the da^ I received it. 

The ntllng is perfect , never causing . any soreness or lameness of the stump 
wlial«ver. My wife says she scarcely realizes that uhe ever lost a limb, uid 
strangers, even experienced dociors, seeing her walking, or at work, can nerw 
detect that she Is wearing a false limb, ana some when told do not believe until 

tliey see tor themselves. A friend of my wife, a Mrs. K .knows of adoctor 

in Slorrisania who has lost one of hia limbs, and got one of some other make, 
and can not wear it wltlioul causing soreness and "lameness, and if possible we 
will direct him to you or get some of his friends or acquaintances to do so. 
Very respectfully yours, 

WtLBUK 8. SrtTDWSlX. 

721 East I89th St., New York City. 



BELOW-KNEE AMPUTATION. 

78 Taylor St.. Williamsbitbg, Kings Co., N. T., Oct. 28, 1887, 
Mr. a, a. Marks : 
Dear 8ia :— As you are to publish a new pamphlet, I wish to add my name 

ir list of patients who use your rubber feet. 
>r using one of yours for several years I was induced by Mr. to pur- 
chase one of his make with ankle Joint and wooden foot. It was not satb- 
fuctorv. and after a thorough trial I lind to condemn ii and came to you aedn. 
The limb I am wearing at^preaenl time 1 have )>ef^^ wearing for the Inst eight 
years constantly without one cent of expense, and I think Uieri' arc very tew 



"ffi 
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who use an artificial leg as much as I do. For three years I was messenger for 
the New York and Brooklyn Ferry Co. I had a great deal of walking to do. 
I often hear friends and acquaintances express great surprise upon leammg that 
I am wearing an artificial limb. You are at liberty to use my name as occasion 
requires for reference. 

Yours truly, 

"Wm. C. Ditmar, 
Ferrymaster New York and Brooklyn Ferry Co. 



BELOW-KNEE AMPUTATION. 

Oct. 26, 1887. 
"Mn. A. A. Marks : • 

Dear Sir : — I learn that you are going to print a new pamphlet ; if so, I 
would like to express my thanks for your wonderful leg. About 12 years ago 
I was run over by an 8th Avenue horse-car and had my right leg so mutilated 
that it had to be amputated five inches below the knee, and just as soon as mv 
leg got well I got one of your artificial legs, and have used it for ten years with 
but a very little expense. Now I can walk so well, strangers do not believe I 
have an artificial leg. 

My weight is 225 pounds. I stand at my work (a marble turner) all day, and 
often for weeks I work fifteen hours a day. 

I do not know what I would do without your leg. I always recommend 
your limbs to those I meet who are compelled by misfortune to use an arti- 
ficial leg. I am, 

Yours most respectfully, 

Theodore W. Scx)tt. 
835 Graham Ave., Brooklyn, E. D., N. Y. 



BELOW-KNEE AMPUTATION. 

Oct. 27, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have been wearing artificial limbs for thirty-eight years. I 
have been wearing one of your limbs with rubber foot about one year, and for 

Fmeral comfort and ease in walking I can cheerfully say it is superior to any 
have ever worn. Point of amputation above ankle. 

Yours respectfully, 

Thomas McCaulay. 
292 Flatbush Ave., Brooklyn, N. Y. 



BELOW-KNEE AMPUTATION. 

Dec. 29, 1887. 
Dear Sir : — I have been wearing one of your artificial legs for three or four 
months and find it a great comfort to me. 

I can play ball and run like the others. I can poney down the hill like the 
other boys. I think your leg the best in use, and no mistake. 

Yours respectfully, 

Henry Oetjen. 
565 Third Ave., Brooklyn, N. Y. 



BELOW-KNEE AMPUTATION. 

Worn one leg ticenty years, night and day. 

614 Bergen St., Brooklyn, N. Y., Nov. 17, 1887. 
Mr. a. a. Markb : 

Dear Sir : — This is to certify that I have been using one of your improved 
artificial legs for over twenty years with the greatest satisfaction. As to its 
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durability and ease over others I have no doubt. I had seven years* experience 
with ankle-joint legs, and thev were almost useless to uie, as my business has 
always been laborious. I follow the occupation of contractor and builder. 
The improved rubber foot is, I believe from my experience, the best made. I 
have worn the one you made me over 20 years night and day. The cost of 
repairs in all that time is for an occasional pair of knee-joint bolts, and an 
occasional back strap, that I always put in myself. I am still wearing the same 
leg, and now with a little repair would be as good as new. I remain. 

Respectfully yours, 

P.VTRicK McCarty. 



BELOWKNEE AlVIPUTATION. 

177 Flatbush Ave., Brooklyn. N. Y., Nov. 14, 1887. 
Dear Sir : — In reierence to your artificial limb, I can simply say that I do 
not think its equal exists. I am a bartender by occupation, have worked 
eighteen hours out of the twenty-four, and have never had any cause to 
remove the limb for ailings, or lost time or money for repairing ; it is not quite 
two years since I lost my limb, the amputation being made above the ankle. 
I am' now wearing one of your artificial limbs one year, and can honestly say 
that my stump has always been healthy. It has never troubled me in the 
least. As I am personally acquainted with such people who are compelled to 
wear artificial limbs, I have nad a good opportunity to see the difference in 
them, and I should truly say that I would never recommend any other, as I am 
fully convinced that yours are the best and most durable. For further infor- 
mation I can be seen personally at my residence. 

Yours sincerely, 

Louis F. Behnke. 



BELOWKNEE AMPUTATION 



Oct. 27, 1887. 

I have now been wearing Marks' artificial limbs for over twenty-one years, 
and proclaim their superiority over all others. 

Previous to using his I tried those of three other makers, but from none of 
them have I derive! the comfort and satisfaction which I have from those of 
Marks. In my opinion they are the nearest approach to the natural limb of 
any that has yet been invented. I consider his rubber foot far ahead of any 
other contrivance to replace the natural foot. They are noiseless, reliable, and 
lasting. I have put them to the severest test, for during fifteen years of the 
time I have worn one of them my occupation was of a very laborious char- 
acter, and taken in connection with my weight, which always averaged two 
hundred pounds, was such as to try the merits of any limb. It has stood the 
test beyond my expectations, and 1 confidently give the Marks limbs the pref- 
■erence before all others. 

James Boyle. 

271 Berry St., Brookltn. E. D., N. Y, 



BELOW-KNEE AMPUTATION. 

69 6th Ave., Mottnt Vernon, Westchester Co., N. Y. 
Mr. Marks : 

Dear Sir : — Having used one of your legs for a number of years, I am glad 
to say that I must rive you credit for making the best and most durable leg 
that 1 have seen. I work at most every thing that gives it a hard trial, such as 
working on a thirty-foot ladder at painting in the warmest of weather. Last 
winter I drove a wagon and was out all kinds of weather, but it still holds 
well. I would be pleased to talk and give all the information I can about 
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your leg. I could not say too much for you. I can be seen at any time at 
my residence, Mount Vernon, and I defy any one not knowing me to tell that 
I have one of your limbs. My limb is on six inches below the knee. I remain. 

Respectfully yours, 

Joseph Puomire. 



BELOW-KNEE AMPUTATION. 

Fifteen years in constant tue. 

W. Pepper, Miller and Dealer in Grain, Feed, Coal, etc.. 

Feed Mill, Saw Mill, and Cider Mill, 
TowNERs, Putnam Co., N.Y., Oct. 27, 1887. 
Mr. A. A. Marks : 

Dear Sir : — The leg you made for me in 1872 has been in every-day use 
from that time till now, and is a good leg yet. 
The expense for repairs has been less than a dollar per year. 
I think as it stands my business no one need fear to put your rubber foot to 
the severest tests. 

Yours, etc., 

W. Pepper. 



BELOWKNEE AMPUTATION. 

Chemuno County Ci.erk'8 Office, 
Elmira, Chemuno Co., N. Y., Nov. 7, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I desire to say in the fewest words possible that after wearing 
three different legs I am prepared to certify tliat for ease, comfort, and dura- 
bility your legs with rubber feet are and of right ought to be placed at the 
head of the list. 
One matter that should never be lost sight of is its durability. 
I have worn your leg over nine years, and have paid out just twenty-five 
cents for repairs, and the old thing seems to be good for another nine years. 
My experience, covering a period of twenty-four years, is that, with other legs, 
the item of repairs is from $5 to $10 per year, to say nothing of the incon- 
venience of waiting for repairs. 

Theo. G. Smith, Deputy. 



BELOW-KNEE AMPUTATION. 

Nov. 1, 1887. 
Mr. a. a. Marks, New York : 

Dear Sir : — It is with pleasure that I can endorse your artificial leg after 
seven years' use constantly m my occupation, railroading, where I have an oppor- 
tunity of testing thoroughly its durability and efficiency, particularly your 
rubber foot. 

It never deceived me. Being heavy upon my feet, weighing 220 pounds, 
jumping on and off moving trains about the same as before losing my leg, and 
have had no occasion to lay out a cent for repairs. My leg bein^ amputated 
below the knee brinp a first-class foot into prominence and hard to counter- 
feit, which my experience proves to me you have succeeded in doing. I am. 

Yours truly, 

Henry N. Smith. 
1808 Hall St., Elmira. Chemuno Co., N. Y. 
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BELOW-KNEE AMPUTATION. 

N. Reynolds, Undertaker. 
Delphi, Okondaga Co., N. Y., Dec. 4, 1887. 
A. A. Marks : 

Deab Sir : — Yours of October 26th is at hand. I have worn your legs 
nearly twenty years and have worked at nearly all kinds of work. I think they 
are the best leg made. I am by occupation an undertaker. The leg I am 
wrearing at present I have worn over eight years. 

Kespectfully yours, 

N. Reynolds. 



BELOW-KNEE AMPUTATION. 

Matteawan, Dutchess Co., N. Y., Nov. 16, 1887. 
Hr. a. a. Marks : 

Dear Sir :-^I wish to give my testimony in recommending your patent 
artificial legs with rubber feet. I have used four of your legs and find them 
satisfactory in every respect. 

I want no ankle joints. The rubber foot is the best improvement yet. As 
for repairs, it has not cost me over $3 for all. 

I am standing all day at my work. I have used patent artificial legs since 
1864 and yours give the best satisfaction of any. 

Amputation below the knee. 

Yours truly, 

RUPUS TiLBE. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Van Ettenville, Chemung Co.,N. Y., Nov. 1, 1887. 
Mr. a. a. Marks : 

Dear Sir : — It gives me great pleasure to state that after having used one of 
your patent artificial legs for over three years I find it to be superior to the lees 
of other makers that I have used before. It is safe to stand or waJk on. It 
<loes not produce the creaking and rattline noise which greatly annoyed 




I commenced wearing it. I particularly recommend your success in fitting 
from measurements. My leg is amputated below the knee. My stump is 
eight inches long. I cheerfully recommend all who inquire about artificial 
limbs to you as the place to get the best 

Respectfully, 

Geo. W. Harvey, 
Co. I, 14th N. Y. H. A. 



BELOW-KNEE AMPUTATION. 

Oct. 27, 1887. 
Hr. a. a. 3L\bk8 : 

Dear Sir : — I have used one of your patent limbs for eighteen months, and 
have found it perfectly satisfactory, and would recommend it to any one who 
wants one. 

Yours truly, 

John M. Milspauoh. 
Walden, Orange Co., N. Y. 
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BELOW-KN'EE AJIPUTATION. 

Oct. 28. 1887. 
Mr. a, a. Marrs : 

Dear but :— Id answering your request 1 \rill Biatc ns [oUowh : Od the 
!3d of Murch. 1887, I had my foot eo badlj crushed tbnt aropulnllon ni[» 
necesmry. The accident happenetl at eleven o'clock In the forenoon : at three 
o'clock ui the afternoon my fool was gone forever. I fell that my affliction 
was great, but when I was recovering my doctor told me about your artlfiriul 
legs and how I could use one, I then nit encouraged, I was only nineteen 
days jQ bed with my leg, when it was all right, so as to atluw me to go all 
around the room, with the use of two chairs. 

Id four months I hod one of your aitiflclal legs with rubber foot, which 
I can recommend to anybody. 1 can work at anything almost and con walk 
with oaee and comfort. Any 'one desiring to communicate with mc In regard 
to your foot I will cheerfully answer. I owe my recovery to Dr. John T. 
Howell, who attended me and recommended your leg. I remain. 
Yours truly, 

Patrick C. Casey. 

Cor. ot Vcness and Carpenter Aves., Newbcroh, N. Y. 



BELOW-KNEE AMPUTATION, 

71 South St., NawBURKH, N. y„ Oct, 28. 1S87, 
A. A. Marks: 

Dear Hin : — Raving had con<<ldemble experience with your urtlQcIa] limbs 
I talte pleasure In testifying lo tlieir merits. 

On April d, 1805, I fust my right legal SumtervlUe. S. C. and have used 
artificial legs for iw-euly.lwojearB. 

In Septemlier or October. 18(!5, I was furnished with an artificial leg made by 

Dr. : the leg fitted and was well made, but the condnual squeaking of tht- 

snkle joint, requiring it to be oiled very often, and the heavy thud of the fool in 
walking annoyed me so much that I concluded to have one of your rubber- 
foot legs. 

I was so well pleased with it that 1 had a rubber foot applied to the old 
ankle-joint leg, and In 1882 had you make me a new leg with rubber foot, 

I hare seen about all the different kinds of legs made and must say that I con- 
dder yours the best. My amputation Is two and oiie-quarter inches below the 
knee, and my buslne:^ requires me to be on my feel from 5 a. m. to 10 p. m, 
daily. I use a cane only when I am on the street, and walk so well that many 
have no Idea that I have en artificial leg. 

Duringthe twenty-two years that I have used Brtificial legs it has cost me 
about fTS for. all repalts and supplies, an average of Icm than fS.QO |>er annum. 
I am well pleased with the legs you have made for me. and take pleasure- In 
testif^iig that yours with patent rubber foot is the best and most duralile 
artlficialleg made. 

Very respectfully, 

JOHEPH LOUAS. 

Late 8ergt. Co. B, 56th N. Y. 8. V. Vols., Ex-PoBimasler, 
ex-Collector and cx-mcmber of Asiiembly, 



BELOW-KNEE AMPUTATION. 

_ Ellesville, Ulbtkr Co., N. Y.. OcL 37. 1887. 

Dbar Sir : — My oceupolion is harness maker. I have worn your ortlilcial 
leg almost siiieen years. The actual cost for repoire in that time was not 
more than ten dollars. I am satisfied that for endurance your patent artificial 
leg can not be beat. 

Tours truly, 

AfcrsT ORoscn. 
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BELOWKNEE AMPUTATION. 

Hudson, Columbia Co., N. Y., Nov. 18, 1887. 
To Mr. a. a. Marks : 

Dear Sm : — Agreeable to your wish, and desirous of adding a word of cheer 
to the unfortunate, I most gladly give my experience in the use, durability, and 
ease of your rubber foot. 

I am a farmer, which has always been my principal business. For the past 
twenty-five years or more I have worn the rubber foot constantly about farm 
work. I thmk I have had it repaired three times, though in neither case was 
it absolutely necessary. The elasticity of the rubber foot no doubt added 
much to its durability, and at the same time gave a more natural movement in 
walking, obviating the disagreeable thumping that attended the other foot I 
had used, and at the same time the jar to the natural limb, making it more 
comfortable and easy. In a word, I think for grace of movement, easiness, use, 
and durability the rubber foot is as near the action of the natural limb as can be 
hoped for, and a substitute of incalculable blessing to those using it. To move 
about like other men, and capable of doing any kind of business, does to a large 
extent mitigate the loss sustained, and gives hope and cheer to those who have 
met with the loss of a limb. Let no one therefore be despondent ; the future is 
equally hopeful for them. I should have said that I use the short leg, having 
about six inches of stump below the knee. 

I am, yours most truly, 

H. R. HOSFORD. 



BELOWKNEE AMPUTATION. 

De Grasse, St. Lawrence Co., N. Y., Nov. 7, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I feel as though I ought to thank you for the success you have 
had in fitting me with an artificial limb. I believe no other limb that I have 
seen could take the place of the rubber foot. I have worn an artificial limb 

for the past twenty-two years ; the first ten years I wore Dr. 's. It was a 

good limb for about two years, and then the foot became worn and worthless; 
tcKlay I am wearing one of yours, and have worn it almost seven years, and it 
is a good limb now. 

I have not laid out one cent for repairs yet. I am a laborer and often lift 
heay a rticles, such as barrels of sugar and all kinds of freight. I would 
advise all who are so unfortunate as to be obliged to wear an artificial limb to 
try the rubber foot. I remain, 

Yours very respectfully, 

A. H. Armstrong. 



BELOW-KNEE AMPUTATION. 

Watkins, Schuyler Co., N. Y., Nov. 8, 1887. 
Mr. a. a. Marks: 

Dear Sir : — It is with pleasure that I add my testimony to the number who 
have and are giving your artificial limbs their due reward. I have worn your 
make of le^ for three years. I have never worn any other, and have no desire 
to, as I believe your rubber foot is easier to walk on, more durable, and much 
more natural than any other kind. I never use a cane. 

I go up and down stairs the same as people with natural feet. I can run and 
skate on ice and roller skates. I walked three miles in forty-five minutes with 
the greatest of ease. I had my leg fitted from measurements, and it works like 
a charm. My leg is off about four inches below the knee. The cost for repairs^ 
on the leg is too slight to mention. 

Yours respectfully. 

Edward Bertholf. 
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BELOWKNEE AMPUTATION. 

Fitted from Measurements. 

LocKPORT, Niagara Co., N. Y., Oct. 28, 1887. 
A. A. Marks, New York : 

Dear Sir : — The leg you furnished me from measurements sent you, fitted 
perfectly and has given the best of satisfaction. 

Yours truly, 

Patrick Clark. 



BELOWKNEE AMPUTATION. 

Whitehall, Washinoton Co., N. Y., Nov. 10, 1887. 
Mr. a. a. Marks : 

Dear Sir : — Your letter received, asking me to tell of my experience with 
artificial limbs. I am very elad of a chance to speak a word in favor of the 
limbs of your make, one of which I have worn constantly for the last ten years. 
My business (boating) is at times ver^ laborious, besides requiring me to be up 
night and day a sx&bA deal of the time. I think the solid rubber foot is the 
best thing of the kind made : it is more like the natural foot and is not liable 
to get out of order. You are at liberty to refer any one to me for further 
information. 

Yours truly, 

C. M. JiLLSON 



BELOWKNEE AMPUTATION. 

Louisiana Street Freight Depot, Bltfalo, N. Y., Oct. 27, 1887. 
I have worn your legs for twenty-eight years, and commend them to all. 

Reuben Hall. 



BELOWKNEE AMPUTATION. 

Port Richmond, Richmond Co., N. Y., Nov. 7, 1887. 
A. A. Marks : 

Dear Sir : — In reply to yours would state that I have worn an artificial 
limb for the last fifteen years, and for the last four years have been wearing 
one of yours with rubber foot. 

With my experience I consider your artificial limb with rubber foot far 
superior to any I have used, and recommend it to my patients. I can walk 
much better than I ever could before. Expenses for repairs are almost nothing. 
I can safely say I consider your artificial limbs the best in the market. You 
can refer any one to me in regard to your limb. 

Yours, etc.. 

Dr. G. W. Nelson. 



BELOWKNEE AMPUTATION. 

Fitted from Measurements, 

Ithaca, Tompkins Co., N. Y., Oct. 3, 1887. 
A. A. Marks : 

Dear Sir : — It gives me pleasure to recommend an article that proves a 
success after a fair and impartial test. 

I have worn your artificial leg since November. 1880. My stump is four 
inches below the knee. Three years this fall I purchased a second leg of you, 
my stump having shrunk so much that the first leg had to have a new socket. 
I sent to you to have a new socket put on the foot, which you did by measure- 
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ment and I must say the fit was perfect. I now have the two legs, which I 
hope will last me for the next twenre years. The only repairs aside from the 
new socket are new bolts in the knee joints, which I put in myself. My business 
is that of foreman of machine works, which requires a great deal of walking up 
and down stairs ; in fact, I am on my feet from ten to tnirteen hours a day. It 
is quite a relief when I get home to change legs ; one experiences about the 
same relief as in changing shoes when very tired. As for durability, the rubber 
foot can not be excellSl. Wishing you continued success, I am, 

Very truly, 

Edgar O. Godfrey. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Clayvillb, Oneida Co.. N. Y., Nov. 1, 1887. 
Mr. a. a. Markb : 

Dear Sir : — It is with great pleasure I recommend your patent artificial legs. 
Having used others with ankle motion I am able to judge the difference and 
the advantages of your patent rubber foot. There is no rattling or breaking 
down. I have given vours nearly twenty years' trial without extra cost, and in 
so doing have proved the real merits and great satisfaction it has given me. I 
have done all kinds of heavy shop work on it with comparatively no difilculty, 
with amputation five inches below the knee. My leg was fitted from measure- 
ments. I can work on the roof of a building with ease. 

Yours respectfully, 

D. M. Greek, 
Late Co. A, 97 Regt. N. Y. V. 



BELOW-KNEE AMPUTATION. 

Prattsburg, Steuben Co., N. Y., Dec. 7, 1887. 

Mr. a. a. Marks, New York : 

Dear Sir : — Accept a few lines from me in favor of your artificial limbs 
October, 16, 1886, I had my leg amputated five and one-half inches below the 
knee. February 18, 1887, I commenced wearing one of your make of limbs 
I surprise many by the way I get around. 

The deception is so complete that a person will often mistake in telling which 
is my artificial leg. I sometimes walk four or five miles, and often work on 
my feet all day. I can do most any kind of work. I have followed the plow 
some, not from necessity, but for the novelty of the thing. It seems almost 
superhuman that there could be a substitute made for the natural limb which 
would have the natural movement and lightness of step that your rubber foot 
has. With the rubber foot a person steps fully as light as with the natural 
foot. The cast of repairs, which I have heard so much complaint from those 
wearing the ankle jomt movement, is certainly done away with by the rublx^r 
foot. Your invention is in fact a great boon to all who have had the misfor- 
tune to lose a limb, and trulv there is many a dark cloud with a silver lining. 
Refer to me at any time, ana I will gladly respond. 

Yours respectfully, 

G. WELFORD Dean. 



BELOW KNEE AMPUTATION. 

Oct. 10, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have been using one of your artificial limbs for several years, 
and find it answers fuUp to every thing you claim, durability, neatness, etc. 
I am on my feet the most of my time, and walk a great deal, and find no 
inconvenience. 



Kj leg ix amputated about flvc Inches below Ibe knee. The ciMt ftir rcpnlre 
la very small. It is a grand «u(;c[»a. 1 remaiu. 

Truly yours. 

HtoH Dick. 
Wallkill, Ulster Co.. N. Y, 



BELOW-KNKE AMPUTATION. 

Nov, 3. IBW, 
Hr. a. a. Marrb : 

DtiAs Sir : — I am glad to have a chance to give testimony of your artitlciul 
legs with rubber feet. I have worn one of your artlBcial leg* four years and 
ek-ven roonlhs, and it has not coHt mv ix txvi tor repairs, anu it willlnst mc a 
number of years yet. I am yaid-maBtcr of the Ulster and Delaware RdoiJ, and 
■on the go from twelve to fourWen hours every day. and have nol lost a day 
sincv I KOt your leg. I would have do other a« long aa I can get one with 
rubtx^r mot. . . .Hy leg is amputated about four Inches above the ankle. Mr. 
Harks QtltHl me by measurement, and it fltt«d like a kid glove, and I have not 
had any trouble with the stump since I have worn his leg. I will be pleaxcd 
to ai>BWcr an; letter thai nuty be sent to me for infonnatloQ. I renudn. 
Yours \ruly, 

Jons Lou; 

ItosiwcT, Ulster Co., N. T. 



BELOW-KNEE AMPUTATION. 

Filled fr'Htt MeamTmntnl*. 

PAI.MTBA. Wa?nk Co., N. Y., Oct. 96. 1887. 
A. A. Marks, Esq.: t 

Dear Sin :— Your letter of the 36th inst. nt bond. 

1 answer na follow : Filling by measuresgood. Cabinet maker by occupation. 
Have worki-d at farm work. 1 have used artificial legs tweniy-two yearn. I 

have three of MarkB', one of , and like yours much the best. Leg oH eight 

inches below llie knee, I have worn your leg eighti,<en years at a cost of lew 
than one diillar and fifty cents u year. I like your leg well enough to buy 
when this gives out. 

Yours very truly, 

P, P. Laird. 



BELOW-KNEE AMPUTATION. 

KoRitKi-LsviLLK, Steuuen Co., N. Y., Oct. 38. 188*. 
Dear Str :— I have worn your urtiUcial leg five years witli enllre satiataction. 
1 have been at all kinds of occu[)aiions. 
I hure had no repairing, Ampniation JuM below the knee. 
Ijist year I was in a groceiy business where I was on my feet continually. 
Yours respectfully. 

P. Do:fi(ELLEV. 



BELOWKNEE AMPUTATION, 

Mb. a. a Marks : 

Dear Sib : — This is to testify thai I have used one of your artiAclal legs 
fourteen veai^ with a trilling expense, and the second one you fiti^ me with 1 
have used three years without any expense. After using oilier artificial lees 
with ankle joint, attended with lurge exiwnse luid inconvenience of the ankli'- 
jolnt brooking and rattling, I am convinced that your paleqt leg with rublter 
foot Is the 1>eM artificial limb manufactured in this or any other country. Point 
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of amputation, six inches below the knee. Occupation, harness-maker. I have 
used artificial limbs twenty-four years. 

Yours truly, 

Abraham Eyaiis, 
Late of Ck). H, 66th N. Y. Infantry. 
Walker Valley, Ulster Co., N. Y. 



BELOW-KNEE AMPUTATION. 

Nov. 4, 1887. 
Mb. a. a. Marks, New York : 

Dbab Sir :— As a testimonial of the escellence of your patent artificial limbs^ 
I would say for the benefit of those who are so unfortunate as to need an ap- 
pliance of the kind, I am a farmer and it is now nearly two years since I have 
worn one of your artificial legs. October 6, 1885, I had m^ ^^^ ^^S ampu- 
tated six inches above the ankle joint, and in the followmg February you 
applied the artificial one. 

I have worn it every day since, and must say that I am well pleased with it. 
I do most all kinds of work on a farm, can handle all kinds of machinery, can 
get in and out of a wagon and drive ten or fifteen miles by day or night nearly 
as well as ever. 

I get on so well that I myself and all my friends are surprised. 

They think it very remarkable. Since mv misfortune, I have carefully in- 
quired about all the different patents of artificial legs and feet. I find none to 
compare with your solid ankle joint and rubber foot. After nearly two years 
wear, mine seems as good as new, and never had any repairs. I can wear a 
sock on it as long as 1 can on the natural foot. It makes no unnatural noise in 
walking, and no ankle joint getting out of repair. 

From my experience, I would advise any one needing an artificial leg to pro- 
cure one of A. A. Marks, with solid ankle and rubber foot, by sJl means. 

Respectfully yours, 

J. Eysaman. 

Edwardsville, St. Lawrence Co , N. Y. 



BELOW-KNEE AMPUTATION. 

Oct. 80, 1887. 
Mr. a. a. Marks : 

Dear Sir :— The artificial leg you made for me gives good satisfaction, and 
I don't think there is any other foot made as good as the rubber foot. I have 
my leg going on three years, and have had no repairs done to amount to any, 
thmg. I had the socket lined and the foot re-covered once. The cost has been ' 
nothing. I am a miner, and the work is very hard on an artificial leg* but my- 
leg h&s stood the work well, and I can't see but that it is as good now as ever. 

Yours, etc., 

Eugene Fitch. 
Carhel, Putnam Co., N. Y. 



BELOW-KNEE AMPUTATION. 

McGrawville, Cortland Co., N. Y., Oct. 29, 1887. 
Mr. a. a. Marks: 

Dear Sir : — I will say to vou in regard to the limb, I am greatly pleased. I 

can do any kind of work, f am in a hotel and restaurant, and am on my feet 

from six in the morning until ten at night. I would not exchange for any other. 

I have worn the limb about two years without repairs, and my weight is 191 

pounds. 

Geo. R. Gardner. 
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BELOW-KNEE AMPUTATION. 

Fitted from Measureinentn. 

Canaan Four Corners, Columbia Co., N. Y., Oct. 31, 1887. 
Mr. a. a. Marks : 

Dear Sir : — Yours of the 26th receivcti, and in reply would say that after 
wearing limbs of your make for some sixteen or seventeen years, and having 
worn the old style with ankle joint, I can say that yours with rubber feet are 
far the best in all respects. 

The one that I now wear you made some two or three years ago from meas- 
urements. It was a good flt, and is as good to-day as when I first put it on, I 
think. My limb is off below tlie knee ; I am a harness-maker, but give my leg 
«ome pretty rough use sometimes. 

Respectfully yours, 

C. H. Groves. 



BELOW-KNEE AMPUTATION. 

Port Jefferson, Suffolk Co., N. Y., Nov. 2, 1887. 
For the last twelve years I have used one of A. A. Marks' artificial limbs with 
rubber foot with satisfactory results. 

No rattling hinges or squeaking joints to annoy me. I can reconmiend your 
leg to all who contemplate getting a limb. 

Yours, 

Geo. W. Eimmer. 



BELOW-KNEE AMPUTATION. 

Nov. 2, 1887. 
A. A. Marks : 

Dear Sir :— I am more than pleased with my leg, and I gladly add my tes- 
timony to its superiority. I have worn your celebrated leg with rubber foot for 
the last nine years, giving satisfaction. 

I have had severe trials ; my leg could stand them, and I am certain that I 
can appreciate it as the best artificial leg ever patented. I occupy myself in 
going to school every day, so I can cheerfully recommend your patent limb to 
all needing substitutes for lost limbs. 

Yours truly. 

HiRBEN H. OSTRANDER. 

Eliza viLLE, Columbia Co., N. Y. 



BELOW-KNEE AMPUTATION. 

Dec. 18, 1887. 
A. A. Marks : 

Dear Sir : — My experience, in wearing your leg, is such that I cannot say 
too much in its praise. In 1872 I first got my artificial leg from you. For 
twelve long years I wore that leg every day ; the first four yeai-s I built bridges, 
graded streets, and dug sewers in the city of Utica. The next three years I 
kept a hotel. The next five years I boatiKl on the Erie Canal. 

During the twelve years it did not cost me a dollar for repairs, but at the end 
of that time it was nearly worn out. I had to repair it my .self. Finally, I was 
compelled to replace it by a new one. Having been jx^rsuaded to try the Roch- 
ester leg, I bought one and paid $50 for it. Now I am without a leg, and out 
of pocket $r)0. I have not worn the leg much more than half the time since I 
had it, and it is all to pieces. I want to know how much you will cliarge me to 
put a foot on this leg I got from . I think, if you put a foot on it, I could 
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wear it until my circumstances would allow me to come down and get one of 
your legs. 

While I worked in Utica, there was no man who could out- walk me or out- 
work me. 

Respectfully yours, 



Waterloo, Seneca Co., N. Y. 



John McCue. 



BELOW-KNEE AMPUTATION. 

Fitted from Meamrements, 

828 River St., Tboy, N. Y., Nov. 3, 1887. 
Dear Sir : — Replying to your circular letter of the 26th ult., I have to say 
that for over five vears I have used one of your artificial limbs with rubber 
foot, and I am frank to assert that I woula use no other than those manufac- 
tured by you, so satisfactory has the purciiase been. My leg is amputated be- 
tween the ankle and knee, and I very much doubt if any other artificial limb 
would have served me so well. I have worked on it every day, and my employ- 
ment is of a very laborious character. During the five years I have expended 
for repairs less than two dollars, and the limb is still in excellent condition. It 
affords me great pleasure to furnish this testimonial, because the limb has 
proved to Ins all that you claimed for it at the time of the purchase. You can 
refer to me at any time. I appreciate a good article, and have enoueh of the 
milk of human kindness in my composinon to advise unfortunates like myself 
where to go to get the best. 

Very respectfully yours, 

William McFarlane. 



BELOW-KNEE AMPUTATION. 

Mont Moor, Rockland Co., N. Y., Nov. 5, 1887. 
Mr. a. a. Marks : 

Dear Sir : — Having used one of your patent artificial legs with rubber foot 
some twelve or thirteen years, I consider that a fair trial. I am a farmer, and 
have had little or no expense attending the use of the leg. I cheerfully recom- 
mend your work. Truly yours, 

« C R. Mertine. 



BELOW-KNEE AMPUTATION. 

Lloyd, Ulster Co., N. Y., Oct. 27, 1887. 
A. A. Marks: 

Dear Sir : — I have the pleasure of adding my testimonial to the great manv 
already in your pamphlet. My wife had her limb amputated in Roosevelt 
Hospital in New York City, July 15, 1882. 

One year afterwards she commenced wearing one of your limbs, and is wear- 
ing it now with ease, doing all her housework up and down stairs. In four 
years it has cost her four dollars, one dollar per year. Limb was amputated 
below the knee joint. I am 

Respectfully yours, M. R Nilan. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

De Freestville, Renssalaer Co., N. Y., Oct. 31, 1887. 
A. A. Marks, Esq.: 

Dear Sir : — Your letter mailed to Mr. M. J. Whalen of Bath on the Hud-^ 
son, New York, bearing date October 26th, was duly received by him. At his re- 
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truest I reply to the game id rcfiTcnoe to Iuh uxp^ rif ncc with tout artiflrliLl li-gs. 

On Ihe 21»t of Meplember, lB«fi, I first wrote you in regard U) Mr. WluJeo'a 
leg. WitMu a few <laji» 1 received a ri^pl; from jou inuhisjiii! a cburt with in- 
sInKlioua for measurements. Od the Tlh of October fulluwlng I measured his 
lei; Hccnrdf ng lA jour system and forwarded the samo with drafts to you , 
Atiuiit iliree weeks aftcrwuid Ibe lei£ arrived by express. We aui iiimply wy 
i/iejit if if-r/Kl. Hud you have Mr. Whalen's thanks fur youtsytitem of fitting 
by meiisuri'iueuta. wHichwiPM tHe expeutt and lorn iff time of visiting your office. 

Tlie li'i; has now been worn every day for a period of two yesra. aad Ihua 
fur fold luMinf/Jbr rtpain. 

The runputntion wm performed March 88, 1884, at a point four inches be- 
iow the Icnee Joini. Bis occupation i« nut laborious, but requires a viwL amount 
of walking, aiid it is oecesaary for him to be almost constantly on his feet. The 
leg baa in every way been satisfactory, and we can heartily and conscieoliously 
reconrnienil it to any who may need such an appliance. 

^V'lth gnHl wishes for your continued success, tmd thankinir you fur your 
Iinimpt and honumble mode of dealing, I am 

Respectfully yours, 

A. Tek EvtK, il.D. 



BELOW-KNEE AMPUTATIOX- 

Bask or CnATEAfGAY, 
CH.iTK.*.ir..iT, Fk.4NkuhCo.. N. Y.. Oct. 31, 1887. 
A A. Mahkb. Esq.: 

Dear Sih : — It is with pleaiAire ihnt I add my testimony to the value of the 
improvemcnls you have miule in artificial limbo. 1 hove worn an artificial leg 
for the past twenty-two years. During the first fifteen Tears I tried Tarioua 
mokes, but was always annoyed after wearing one but a BDorl time by Ihe Joints 
in Ihe foot liecoming loose, and "rattling, ' or "clicking" at erery step. 
Your rubber foot is entirely noiseless, and does away with the above very serious 
objections to all other makes. 

The elasticity of the rubber fully takes the place of joints In the foot and 
ankle. But more tlian any thing else 1 value your make becnuse of its perfect 
lit and stability. While standing on a. moving wagon, car, or ferryboat, 
tbero is none of that "waving, or "see-sawing" motion so common and 
noticeable in wearers of all other makes, lam now wearing Ihe aamc leg I 
Ixiugbl of you about seven years ago, and during that lime 1 have not paid out 
a dollar for repairs. I weigh ITS pounds, and for four years was wilcaman In 
B dry goods store, and on my feet from twelve to Ilf leen liours a day. For the 
purpose of benefiting anv in need of an artificial limb I will gladly answer any 
personal letters addressed to me. Yours very sincerely, 

Ibaac M. Wabrkk, 



BELOW-KNKE AMPUTATION. 

Naflbs, ONT.A.R10 Co., N. Y,. Oct, 89, 1887. 
A. A. Marks, Esq. : 

Deak Stk : — My left limb was amputaled eight Inches Ijelow knee in 1876. 
Since November of that year I have worn limbs with rubber feet, manufacturetl 
by your house, and my annual expense for repairs is probably about ^1.60 to 
(3, including new lacings, I will simply say your limbs are abmlutel]/ gatin- 
faktrry. 

Tberubberfoot so perfectly imitnles the motion of the natural one that I take 
pardonable pride in walking on the streets, as I always do, without a caue. My 
work in the bank keeps me on my feet tuosI of Uie (fey at the teller's desk, and 
also requires considerable walking in making our street collections. 

You may feel free ti) refer any one in wesleni New York to me at any lime. 
Yours respecl fully, 

L. E, MUKSKLL. 
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BELOWKNEE AMPUTATION. 

19 FoRBUB St., Pouqhkeepsie, N.Y., January 11, 1888. 
Mr. a. a. Marks : 

Dear Sir : — The artificial leg that you made for me three months ago has 
proved perfectly satisfactory, and far exceeds any thine I ever anticipated in 
taking the place of the limb I lost about one year ago while on duty, as brakes- 
man, for the New York Central & Hudson River R. R. Hoping you will be 
able to help others as you have helped me, I remain, yours, 

Chas. Wing. 



BELOWKNEE AMPUTATION. 

Twenty-four years on one rubber foot. 

Greenbush. Rensselaer Co., N. Y., Nov. 1, 1887. 
A. A. Marks, Esq., New York City : 

Dear Sir :— In aaswer to yours of the 26th. I will say that it gives me great 
pleasure to recommend your artificial limbs, for, from my long experience in 
wearing your limb, I can do so honestly, I have worn the limb that you made 
for me m 1863 every day up to the present date, or about twenty-four years. 

It has not cost me to keep in repair during all that time $25. and as I weighed 
only about 140 pounds when I first commenced wearing it, I have for the past 
twelve or fifteen years weighed over 220 pounds, and it is yet a good limb. My 
business has been as laborious and active as any man in my condition in the State 
of New York, for I had to earn my own living since I was ten years of age, 
and any man who has to earn his living, and does it, can not sit down all the 
time. Michael Vaughn. 



BELOWKNEE AMPUTATION. 

Oct. 27, 1887. 
A. A. Marks, Esq., New York : 

Dear Sir : — I have been wearing one of your artificial legs, with rubber 
foot, for the past ten years, and now have my second leg. My foot was ground 
off at the ankle joint, and then amputated half way l)etween the knee and 
ankle. I well remember liow discouraged I was, and that life seemed to have 
but few chances for me. as I supposed I would have to peg my way through 
life, as I had never given artificial limbs a thought. But, I am happy to say. 
through your invention I am able to jwrform my duties without any incon- 
venience whatever. I use no cane or other assistance in walking, and can walk 
a mile in fifteen minutes. I frequently go trout-fishing, and walk ten miles. I 
am perfectly at home on roller-skates, and in fact can perform any work I ever 
could before amputation. 

I liave known persons three years who never knew I wore an artificial limb, 
and would not believe it until they .<iaw it, as there is nothing in my walk to in- 
dicate my misfortune. I would say to all those who are so unfortunate as to 
lose a limb, do not l>e discouraged," brighter days will come, and when you get 
to promenading on one of Marks' artificial limbs vou will wonder at the pos- 
sibility of such restoration. The cost for repairs has been but a trifle for the 
ten years, not to exceed $5. Parties who di^ire to ask any questions, or for 
information in regard to artificial limbs, will receive a prompt reply by en- 
closing a two-cent stamp. 

With best of wishes, I am, yours truly, 

Ira W. Schaffer, 
Pumping Engineer. 

Scio, Allegany Co., N. Y. 
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BELOW-Ki-EE AMPUTATION, 

LAKeiKGBi'RGU, Rekb6blaer Co.. N.Y.. Oct. 31, 1887. 
A. A. Marks, Esq. New York Cily : 

DKAit Sir :— Your leiter of Uie 2eih iust. received. I take pleasure In tceii- 
fvlng to tile satisfaction ^our artifli-ial limtw Lave inveii me, liaving fniled In 
my sttempla to walk catisfocinriij ou an miklc joint leg purclitised some yean 
previous. The firet leg 1 purchased of yim wn* in ISTB, I continued to u»e 
U UDtil 18B6. During moat of tliat dme raj' labor was sui-li aa to compel me 
III sliind fully half llie lime. This I did with compnralive ease. The cost to 
keep it in repair was practically nothing, probably nut f2 for the whole 
time. 

In 1886 I purchased a second legof you, wliictahos givrnmccveD bt-Cter satis- 
faction than rhe flrat one. I account for this from the fact that 1 ntand but vciy 
little now, and (hat my Biump, which is about aii inches long below the knee, 
pbrunk all it <?ver will while I was using the first leg. From the fact that I 
bimghlof you the second lime shows what make of leg I preferrwl. 
Yours truly. 

James H. Rdobbs. 

BELOW-KSEE AMPUTATION. 

Bbkkkiiihg. TiooA Co.. N. Y., Nov. 1, 1887. 
Mr >Urksi 

.Sir ; — 1 have worn one of jour arliflcial limbs with rubber foot for twoyears 
uud founii it one of ihu greatest blessings this world can afford for one afmct«il 
ns I am. For after nearly six years of sufierfng 1 had my foot amputated, and 
in three weeks from tJiat day Icsme to you and was measured for another, anil 
ns soon . as I received it 1 was walking without the aid of anything, In less than 
half an hour. I have done the work of sii in the family and taken care of the 
railk and butter of nine cows this summer. I have not been to any expense 
for my foot since I got it. My leg was amputated about one inch and a half 
above the ankle Joint, \-.-...~ •...r,,^ir..n^ 



BELOW-KNEE AMPUTATION. 

WrasTOK, FoBSVTH Co.. N. C. Nov. 28, 18^7. 
A- A- Marks. New York City : 

DtlAR Sir : — Your letter asking for a testimonial received a few days ago. 
I hurdly know what (o Nay, or how to start, as it is impossible for me to say 
«noiI|eh about the good qualities of your leg. My leg is cut off tno and one- 
linlf mches below the knee, yet with one of your lees I am able to lead a very 
nciivB life, being In the mill uusineiu (Itour and meaT), and liuvp to \n: from the 
cellar to the garret constantly. I am just twenty-one yenrii old, and have had 
one of your legs for about four years, and it is good yet. I weigh 175 pounds. 
and It seems to me I have been unusually hard on it. but it seems (o meet 
every strain and abuse and still stands. Yours U Ihe only leg I have ever 
worn, and I am perfectly satisfied with it, and I uni sure I will never wear any 
other make. Hespectfullv yours, 

Slkber Dkkmauk. 



BELOW-KNEE AMPUTATION. 
fHUcd from Meiumrementi. 



A, A. M.u 
DE.MI Si 

ing one -f 
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rushing over the mountains of North Carolina. My leg was made by self- 
measurement, and is a little short, but it is all my fault, as you proffered to 
remedy it without cost. This I should have had done, but could not possibly 
spare the leg. W. 8. Thomas. 



BELOWKNEE A3IPUTATI0N. 



North Carolina Board of Health, 
Washinqton, Beaufort Co., N. C, Jan. 11, 1888. 
Dear Sm : — I have now been using your make of artificial limbs for sixteen 
^ears with the greatest comfort and satisfaction, and am fully convinced that 
It possesses great advantages over any other form or make of limb. The convic- 
tion has been forced upon me a^tcr a full and free investigation of the others 
offered for the same purpose. It is simple, strong, durable, light, easily moved 
in walking, and perfectly noiseless. In fact, it thoroughly embodies all the 
qualities desired by a person who needs an appliance of this kind. I can walk 
just as well as when I had two good, sound limbs, and only those who know 
of my misfortune can tell that I use an appliance of this sort. I am constantly 
reminded by even them as to how well I walk and run about. 

Very truly yours, 

John McDonald, M.D. 



BELOW-KNEE AJIPUTATION. 

Fitted from Measurements. 

Painesville, Lake Co.. Ohio. 
Mr. a. a. Marks : 

Dear Sir : — I am in receipt of your letter. Much honor is due you for vour 
relief of the disabled. I don't know that I can express more than hundreds 
have of your excellent inventions. My own experience is, for durability, ease, 
comfort, and applicability, no artificial can compare w^ith yours. My amputa- 
tion is below the knee. I have worn a le^ of your make fourteen years con- 
stantly. Foot repaired once during that time. It is easy and quiet to wear, 
no unpleasant sound, alwavs ready, so reliable, w^ith an elastic step. An impor- 
tant point of economy is this : patients can be measured at their own homes, 
and be fitted by you m their absence, saving time and expense of traveling. I 
am happy to recommend the limb to all who need an easy, well-fitting, and 
finely formed limb. Yours respecitfully, 

Mrs. E. R. Qaoe. 

Nov. 18, 1887. 



BELOW-KNEE AMPUTATION. 
Fitted from Measurements. 



Office of the Bryan Press, Simeon Gillis, Publisher, 
Bryan, Williams Co., Ohio, Oct. 29, 1887. 
A. A. Marks : 

Dear Sir : — I have been wearing your make of artificial limbs since 1868. 
Previous to that I had worn one of the liighest-priced legs in this country, and 
consider yours much tlie better. Its points of superiority are chiefly in the 
doing away with the loose togel joints found in all other artificial legs at the 
ankle and toe. Your rubber foot does away witii the necessity for these joints, 
and gives the step a certainty of action thaf no other leg has. It also gives a 
springy, light step that is iiiipa<*sible in a wooden foot. Your knee joint irons 
are much better than those of the other leg I wore. I have had three of your 
legs, and one was fitted from measurements furnished by myself, and I went to 
the shop and had the others fitted. The one made from measurements was as 

food Jis any of the three. I am very hard on a leg, as I am active and not care- 
ul to favor it, and weigh 186 jwunds. My point of amputation is two and 
one-half inches below the knee. I think the most difficult point to fit, for the 
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rcunn that the boucs are movuble and change the form or the titump, and the 
prominence of some bones in staDding and others Id sitting mnkes it dilHcult to 
secure a perfect lit. Wishing you may have the opportunity to lighten the 
I tUgpo t many more trnfortunatcs, 1 am, truly yourit, 

SiMEOK OlLMS, 



BBLOW-KNEE AMPUTATION. 

Fittal fnnii Maiturtmeatt. 

ZiKEflvii.LE. McflKisocM Co., Onio, Oct. 20, 188", 
A. A. Marks-. 

Dbab ttiR : — In reply lo yours, I ean «iy I never had any experience wiili 
the old style, but I believe the rubber foot lo b« the best, and from mj experi- 
ence in lliis 1 am very grateful to you for the one I now have. My occu|mtion 
is clerk in coal-yard, and 1 am on my feet taitif tlie lime, I tiave worn my leg 
«lx months and have no pain. My leg was cut ofT nix Inches below the knee. 
No cost for repairs. I am well pleased in every way. and most cheerfully 
recoiamuud your artificial limbs to all who may need them. 

Tours truly, 

James Coffev. 



BELOW-KNEE AMPUTATION. 

General Freight Department, 
The Ii*hr Sbobe and Michioak Soiithekn Railway Co., 
Cleveland, Ohio, Nov. 5, 1887, 
A. A. Mark». Ewi.. New York City : 

Dkak Sir : During the "Inle unpleasantness" 1 donated one foot as a slight 
token of my regard for the "Sovereign and Independent Stale of QeorgM." 
For the past eighteen years I have used as a substitule one of your limbs. 
Have found the same to answer the purpose atwut as nearly as art can approach 
nature. It has proved safe, reliable, and durable in oil kinds of services, and 
under all dreumstances, and with llie exception of substituting a new socket 
once when the old one had become too small, total cash for repairs has not 
equaled %\ per year. 

Am I weigli iiuout ItK) pounds and sec considerable of active life, my impres. 
(ion is that I have done the sijuare thing by it, so tar as testing ila qualities is 
cDDCemed. 

Yours truly, 

Jno. Q. Jahgs. 
TMk of Co. B. 57tli Reg. III. Vol. Infantry. 
Have worn artificial limbs of different make twenty-two years. 



BELOWKNEE AMPDTATION. 

Oct. 31, 188T. 
A, A. Markb: 

I have liad one of your artificial legs with rubber foot some ten years. I 
have not been able lo wear it all the lime on account of satl>rtiifum. I lutve 
worn it, however, as much as Ave lo six years steady. It will doiihtjesa wear 
much lonuer : I am a farmer by occupation, anil iiave worn the leg to do all 
kind« of lomi work. I think it is the best leg made. 

Ilike the rubber fool because it isdurable; it isllrm: wheu yon put il down 
it is there, and you feel safe on it, 

Tou can ijui your weixht on it, and cary a bag of wheal to ilie granary and 
feel aafe on it. Tlie rutiber heel makuj a spring lo come down on. The rubber 
foot supplies all necessary ankle motion. 

Mr experience Is that side ankle motion is useless. 

Then the toot comes down easy wlUiout that jar there is to a wooden foiii , 
The cost of repairs is nothing when compared with other artificial limbs, Tlicre 
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are no joints, springs, or cords to be wearing and breaking every few weeks. 
The first leg I got was in 1865. I paid $50, besides the government order to 
get the best. I got it, ankle joint and all. It cost me several dollars a year for 
repairs, besides being obliged to do without it a week or two at a time while it 
was being repaired at the shop. But then the music of it was worth some- 
thing. Sometimes you could hear it screech and scream forty rods ; one would 
think that Sitting Bull was coming sure. With the rubber foot you lose all that 
charming music. My leg is off below the knee. 

Yours truly, J. C. Chellib. 

Burton, Geauga Co., Ohio. 



BELOWKNEE AMPUTATION. 

Fitted from Measurements, 

Vernon Junction, Richijlnd Co., Ohio, Oct. 81, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I can safely testify to the merits and superiority of your artificial 
limbs over all others which it has been my privilege to notice, in my own case 
and in that of others. 

I have worn three limbs made in Philadelphia, but received scarcely any 
benefit from their use ; but when I got you to make one for me in June, 1880, 1 
found I had hit the mark. I am still wearing that limb, and to all appearance 
will continue to do so, if I live for three or four y^ears longer. It has not cost 
one cent so far for repairs ; the ^reat trouble with the other limbs was the 
wooden foot with artificial joints in them, which never lasted longer than two 
years, and then I had to pay $20 for a new foot or throw the leg away ; but 
your rubber foot does away with all that trouble, and although I am receiving 
almost every day letters from other firms, I will never as long as I live have 
any other than yours. My limb is amputated 4 inches below the knee, and al- 
though the joint is stiff strangers will not believe that I have lost a limb until 
I show it to them. 

I am tilling the soil on a small scale, and am on my feet from morning until 
night, and feel no inconvenience from the use of your limb. The measurements 
I sent you secured a good fit, which shows that you can make as good a fit as 
if I had come to you, and you had taken the measure yourself. 

If any one wants any information I will gladly give it to them, if they will 
write to me or caD on mo and see for themselves. 

Wm. C. Cresswbll. 



BELOWKNEE AMPUTATION. 

Nov. 3, J887. 
Mr. a. a. Marks : 
Dear Sir : — Having been wearing artificial legs for the period of twenty-one 

fears, the first fourteen years I wore out two of Mr. 's legs manufai^turcd at 
ndianapolis, Ind. The next five years I wore out one of Dr. 's artificial legs 

made in N. Y. C. and the two last years I have been wearing your artificial 
leg with the rubber foot. It gives good satisfaction. I think that the rubber 
foot is the best artificial foot that is made. 

Yours truly, 

J. W. HuNTZmOER. 
KoooLE, Van Wert Co., Ohio. 



BELOWKNEE AMPUTATION. 

Fitted from Mean u rements. 



CoNNKAUT. Ashtabula Co., Oino, Oct. 29, 1887. 
A. A. Marks, Esq, New York City : 

Sir :— In answer to your circular letter of the 26th inst., relative to the arti- 
ficial limb bought of you some eight years ago, it is with pleasure I heartily 
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assure you the limb has answered very satisfactorily and has been in continuous 
use since first received. My left leg was amputated below the knee and your 
substitute therefor has been worn to my great convenience and safety. I feel 
grateful that you have been so fortunate as to produce so exceedingly valuable 
and satisfactory a limb. 

I can recommend your limb under each and all circumstances, and though I 
have worn it so long it has not occasioned me any expense in repair. My 
occupation is painting, necessarily standing a great deal, ascending ladders, 
climbing buildings, etc. 

The limb has never failed to be all I required in my business. 

I may need another limb very soon and will order one from your house. 

I am, respectfully, your obt. servant, 

William H. Lbboux. 



BELOW-KNEE AMPUTATION. 

Ontario, Richland Co., Ohio, Nov. 7, 1887. 
A. A. Marks, Esq. : 

I have been wearing your rubber foot for the past three years, and I must say 
it gives me satisfaction in every respect. 

I walk so natural on it that some i>ersous that I come in contact with daily 
do not know that I have a limb off or suspect that I wear an artificial limb. 

Respectfully, W. P. Weston. 



BELOWKNEE AMPUTATION. 

Oct. 30. 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have worn your artificial leg for two years and I find it to be a 
good substitute for m^ natural leg, 

I can most emphatically say that it is the best I can get, and far superior to 
anv I have ever seen for comfort and durability. 

The fact of the matter is, too much praise can not be given to them. I would 
advise any one so unfortunate as myself to provide themselves with Marks' 
superior leg. 

Yours respectfully, C. H. Haybb. 

P. O. Box 66, Zaleski, Vinton Co., Ohio. 



BELOW-KNEE AMPUTATION. 

Oct. 28, 1887. 
A. A. Marks, New York : 

Dear Sir : — I presume vou think it strange not to have heard from me 
sooner, but I have been giving tlie leg a good fair trial. I have been wearing 
it for eighteen months, and can now say that it gives perfect mtisfaetion. 1 had 
worn the wooden foot for eight years previous to this one of your make, and it 
is a great relief to be able to walk on the street without attracting the atten- 
tion of every one you meet. The rubber foot does not make any more noise 
than the natural one. I am a compositor. 

I shall be very happy to answer any letter or show the leg to anv one who 
may apply. J. V. Merwin. 

180 Lake St., Cleveland, Ohio. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Nelson ville, Athens Co. , Ohio, Nov. 8, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I am a coal miner by trade and have worn your patent rubber 
foot for about one year, and from what I can find out I don't want any other 
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than yours. It costs me comparatiyely nothing for repairs. I have walked ten 
miles in a day with ease. 

Yours truly, 

JoHiY E. Miller. 



BELOWKNEE AMPUTATION. 

Fitted from Measurements, 

Abhlakd, Ashulsd Co., Ohio, Oct. 30, 1887. 
Mr. a. a. Marks : 

Dear Sir : — ^My experience with artificial limbs has not been very long,, 
but I think that the rubber foot is just the thing, for there is no ankle jk)int to 
get loose and rattle, and there is no jar when you walk. For durability I think 
that they will last as long as any thins you can get, for I am on my feet all day. 
Every day I walk from five to ten miles. The fitting from measurements I am 
perfectly satisfied with ; mine has had no repairs. Amputation below the 
knee. 

Yours truly, 

M. H. Shillitto. 



BELOWKNEE AMPUTATION. 

Fitted from Measurements. 

75 State St., West Side, Cleveland, O., Oct. 80, 1887. 
Dear Sir : — It gives me pleasure after wearing your artificial limb fourteen 
years, to write you of the satisfaction it has given me. I have never used a 
cane since I have worn it. I have been to dances several times since I have 
had the limb. I am teaming and handling pig iron and stone every day. 
People I am working with do not know I wear any thing of the kind. The 
point of amputation \& below knee. 

Yours very truly, 

J. Thompson. 



BELOWKNEE AMPUTATION. 

Fitted from Measurements. 

Friendbville, Medina Co., O., Nov. 10, 1887. 
Mr. Marks : 

Dear Sir : — You made me a leg in 1879, and I wore it ever since. I like it 
first rate. Mv repairs were seventy-five cents in eight years. I have worn a 

leg but I did not walk as well as I can with this one. When this one is 

worn out I intend to get another of your make, as they are the best. My leg ia 
amputated four inches above the ankle. My occupation was a farmer and 
salesman, but since last spring I am in a grocery store and am postmaster. I 
weigh two hundred pounds. The rubber foot is just the thing — no cords to 
breSk. 

Yours respectfully, 

S. A. Flicxikgbr. 



BELOWKNEE AMPUTATION. 
Fitted from Measurements, 



Dec. 8, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I am a carpenter and joiner. I am wearing your artificial limb, 
made from measurements, which secured a good fit. I have been wearing the 
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limb for llic pant uine ycan> wjlb little or nu R-pairs. I know it is the best in 
the mftrbft : as 1 bare worked in the wood busiDCKS. I know Iht llmli iti made 
of the best of wood for that purpose, with the rubber foot. 

Yours truly , 

J. C. Kkbf. 
416 Hunilton St.. Cleveland, Ohio. 



BELOWKNEE AMPUTATION. 

mied from Me<i»iin<iiiru(ii. 

A. A, Maskb. New York City : 

Dear Sir : — Leg revived a few days ago, I am well pleased wiili it. U is 
the second one. I have woni of your make. I prefer ;oui« to any other. Tlitv 
ure durable and atronc. I am doing all kinds of out-door work, horseback 
riding, teaming, chopping, etc. Thenrst one 1 wore five years with but a few 
dfiUara' wonJi of repairs. Had it not been for an accident that happened by a 
hiirse falling on fro7,en ground would liave iiistod a few ;ean longer. Both 
ie^ made from measurements. 

Respectfully yours, 

W- Obov£k. 

•lotWAi; Vallet. Mauiecr Co., Oiieuon, Nov. 5, 1887. 



BELOWKNEE AMPUTATION. 
Can (liinh Ireea, 

Oct. 81. 1887. 
A. A. MarkB: 

Dear Sib :— For the benefit of those in need of an artificial limb or limbs, and 
aa on expression of esteem towards and confidence in you as the maker and in- 
veuior of the best artificial limbs in the world, I write this, hoping it may be of 
Hervlce to vou as well as valuable information to those in search of a durabU'. 
comfortable, and lifelike substitute for nature. 

I had thu misfortune to lose mj left leg eight inches below ihe knee in the laie 
war, and July 27, 1884. I received an artificial limb from the U. S. government 

made by of vour city, which I wore for ten months, when it literally went 

to pieces, compefling me to get another substitute. I purchased in October, 

1865. one ol Dr. 's ball and socket limbs, which I wore with considerable 

vexation on account of breaking down, In 1870 I procured one of your 
limbs witli a rubber foot, which I wore with eaae and comfort for five years at 
a cost of 91-70 for repairs In the five ycoTH. In 1975 I received the second limli 
with the rubber foot ; have worn the two limbs for fifteen years with comfort, 
at a nominal cost for repairs. 

This I regard as a big saving over the other limbs ; the rubber fool gives all 
the motion required in walking, and is noiselew, having no bolts in the ankle 
Joint to get loose, rattle, give people warning that one is coming. I walk so 
perfectly that any one who is not acquainted witti my misfortune can not detect 
that I am a wearer of an artiScial limb. I am a tinner, and for the lost ten 
years 1 iiave been engaged constantly in putting on tin and iron roofs, and will 
defy nny man with good sound limbs to beat me climbing a ladder or getting 
over the roof of a building, regardless of pitch of roof. Having worn your 
limbs constantly since 1S70, I know whereof I speak when I say that your 
limbs with the rubber feet are the best. As for fitting limbs. I have found 
that you understand that art to perfection, and with a perfect fit there is case 
and comfort. I can skate on ic« and roller skates, walk on The roughest of 
roods, and climb good-«ized trees, and shake hickory nuts. Should any one 
want any particular information. I will be pleased to furnish It. Hoping this 
will reach the attention of every one in need of an artificial limb. 
I remain, yours truly, 

E. F. Bbnkbit, 
Co. B. 76th Beg't Pa. V. 

Greesvtlle. MehcehCo., Pa. 
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BELOW KNEE AMPUTATION. 

Oarbondale, Lackawanna Co., Pa., Nov. 7, 1887. 
Mr. a. a. Marks : 

I have recommended your artificial limbs to all whom I have met in need of 
them, for I am exceedingly well pleased with mine. I lost my foot in Febru- 
ary, 1883 ; I applied your leg in Julv, 1883, and have worn it ever since. My 
advice to those who have lost their ifmbs is to wear the rubber foot. 

I will walk any ankle joint motion in the country from six to twelve hours' 
walk. My occupation is a miner. I wear your leg every day, and the cost for 
repairs has thus far been nothing. Your friend, 

E. Breknan. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 



Nov. 2. 1887. 
A. A. Marks, Esq. : 

Dear Sir : — Having worn an artificial foot for nineteen years I think your 
system is perfect. The foot you made for me, October, 1877, from measure- 
ments, was and is yet as good a fitting foot as any I ever had inade. I like it 
just as well as the one I had fitted on at your oflSce some years later, and which 
I am wearing to-day. I thought when I gave you a second order I was giving 
a practical endorsement of the superiority of your artificial feet over the old 
style of ankle joints, one of which I was wearing when I gave you my first 
onier. Speaking of ankle joint limbs, I wore one for nine years, and in coni- 
paring the cost for repairs, not taking into account the time occupied in running 
to the maker, I find that I spent in nine years $113 agauist somethizig short of 
$10 for my rubber foot in ten years, and as to running to the maker i have not 
had that to do. If you have any inouiries from Philadelphia, or vidnity, just 
refer them to the watchman at the Frankford Boiler Works, who is satisfied 
that there are no limbs manufactured ecjual to those of your establishment. 

I remam yours, respectfully, 

John Child. 

1888 Buckins St., Philadelphia, Pa. 



BELOW-KNEE AMPUTATION. 

Lehighton, Carbon Co., Pa., Nov. 8,. 1887. 

A. A. Marks, New York Citj- : 

Dear Sir : — My artificial hmb is all that can be expected. Indeed, a great 
deal more than I had a right to ex^^ect. I seldom use a cane, only in wet 
weather or on very rouii:li roads. My friends all say that any one not knowing 
me could not tell that I am weariuff an artificial. I consider myself under 
lasting obligations to you for the perfect tit you made me, and take great pleas- 
ure in recommending* your limbs to all the unfortunate. Very truly yours, 

A. W. Kaudenbubh. 



BELOW-KNEE A^IPUTATION. 

Friedensvti.le, Lehigh Co., Pa., Nov. 6, 1887. 
Mr. Marks : 

Dear Sir : — ^Yours of October 26th is received. You invite me to write a tes- 
timonial for publication, and as I have had some experience with your artificial 
leg, I therefore desire to let the public know my appreciation of your work. I 
hwi my leg amputated, four inclies above the ankle joint, at St. Luke's Hospi- 
tal at Bethlehem, Pa., Novemlx^r 29. 1884. I was at that time eleven years of 
age. Five months after amputation I applied to you for one of your rubber- 
foot artificial legs. And I am proud to tell the public that I am getting along 
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QrsI-rHIt wilL ii. I only unnd u aiav one dny afltr n-cpiving the Ior ; two 
weeks after I wulkcd iIjl- dislanc^ ol two milts 1o a camp-nu^liDg. aad 1 en- 
joyed myself Uiere duriug Ihc ntUimoon bb well as any of tlie real. I walkH 
nomo ngnin in ihe evening. I felt mi cffecU from ibe walk. 

I thank my parents for piirclmsing the rubber frmt. I must give you credit 
for tlie good fit of tlie leg, as I do not suffer tiny tiling from weftring iL I uii 





thankful lo my Ihut I i-an wiilk nlxiut as good iw ever . any one that does not 
know that I luive lust my leg wouhi iKil noliee it by my wnlking. My artificial 
leg nt present Is ua good us new, I hud it lengthened Iwlce and repiaired onee. 
Uie amount tar wbiah wu in the total only $6. 

I have two photographs of mm-lf. one standing aalunilly with the leg on, 
and the other one ataniUng with the leg by my side ; I will send them lo 
you. As I do nor know lliat I can say any thing more at present, 
I remain, yours truly. 

Emily J. BKFSvrr. 



BELOW-KNEE ASfPL'TATIOS. 

TopTON, Bkrks Co., Pa., Dec 5, 1887. 
A. A. Makkb, New York C'ily : 

Dear Sm : — I bave tlie grealeat pleasure in addressing tou these few lines. 
In order lo ejcpreHS the salisfactioo 1 have with the artifloial leg you manufac- 
tOKd for me. To Its eomforl and stability I owv the invaluable treasure of 
walking almost naluraUv. I never use a cane. My occupation la laborious. 
I have used your mnke of Imb since 1868. I have used this one sixteen years. 
«Ddit has proved most sftlisfactory, never having required any repairs, I claim 
to be capable of judging o( Its merits. Hoplni; you may live Jong to lieneflt 
Otlien as you have me. I tetn^n. your obedient servant. 

G. W. Heiteh. 



BELOW-KNEE AMPUTATION, 

Gi-KB Rock. York Co., Pa., Nov. 3, 1887. 
Mb. a. a. Makkb ; 

Dear Bir : — Let nie state to you that Uie artificial limb I purchased from 
you in the month of August, 168T. ipves nttisfiu^tion. 1 have hud it on from 
diG da; I got it. except when I am In bed. Trusting that every one whn inny 
be so unfortunate ai I have- been mny liJte my advice and purchase from you, 
which I am most assured tlicy will never regret, 

I am. yonrs reHpeelfiiUy, 

J. L, RoHRBADOH, Telegraph Opcrutor. 



BELOW-KNEE AMPUTATION. 

Gener.\l SntAMeHip Aoency, J. H, Wilsoij. Agent. 
CAniioNDALE. Lackawanna Co., Pa., Oct. 37, 1887. 
A. A. Harkb, Esq. : 

Dkar 8tR : — On September 30, 1876. I met with an accident which tiecesd- 
lalod the ainputatioQ of my left leg about four inches below the knee. At that 
lime I weighed 183 pounds. After getting well my weight increased Jo 308 
pounds, I thought tlien that I was too heavy to wear an artificial limb, so I 
concluded that the rest of my life (as I was then 49 yeara of age) would ha 
spent walking upon cruicbeB, until I cami^ncrostsa gentleman from out west by 
the name of Cole, who was a much heavier man tnan myself, and had worn 
one of your artificial legs with rubber foot for over 10 yeare, and was then on 
his way to New York to order an extra leg. He told me that it had not cost 
him any thing for repaiis during that time, as they were made so durable, not 
having any machinery about tbero to get out of order. This being a very good, 
and at the same time substantial recommend (as be showed me his artiflcial teg), 
from an entire stranger, I came to the conclusion that I would have one 
made uhto. 

1 hod one made In October, 1881. and have now worn ft six years without any 
expense for repairs, and it looks as if it would be good for another sis years. 

I would further state from my own esperience that I am well pleased with 
it. and consider that Harks' artificial legs with rubber feet are ILe beet as re- 
gards durability and comfort. 

Mine never troubled me a particle since I had it nude, I have worn il con- 
stantly ever since. As furlbercvldenceof thedurabillty of your make of artifi- 
cial limbs I will here sUle that in the fall of 188a I saw a man by the name of 
Kearney Brennan who had lofit one of his legs, I told blm of the comfort I 
experienced in wearing one of your make. He went to New York and had one 
made for himself. He has continually worn his limb ; asabrakemimon one of 
the trains on D, & L, li, R., at this place, bis work is such as would soon »poH 
an artiUcial limb if not veiy dm^blv made, and when he is olT bis tr^n it is 
surprising to see how well ho usea lifs limb ; a stranger could not tell he bad 

John H. Wilson. 



BELOW-KNEE AMPUTATION. 

Totut, YoRS Co-, Pa,. Oct. 27. 1887. 
Hr. A. A. Hakkb : 

Dear Sib : — I have great pleasure In addressing you these few linea to exprese 
the satisfaction I have with my artificial leg. It is now three years since I fell 
from a building. Mv left foot was so budly crushed that amputation waaneCGB- 
sary a few inches bolow tbe knee. I have been using an artificial leg of your 
maltc ever since. I am a tinner by trnde, I can climb ladders and work at 
tin roofing, hanging spouts, etc. 

The leg fits me to perfection, and the first time I put It on I walked without 

My step is perfectly easy, I consider the rubber foot superior to any uther. 
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as there is no ankle joint to get out of order. I want none but of your manu- 
facture. Gratefully yours, 

Jacob W. Selak. 



BELOW-KNEE A2HPUTATI0N. 

Lbwistown, Mifflin Co., Pa., Oct. 81, 1887. 
A. A. Marks : 

Dear Sir :— I take much pleasure in stating that the artificial leg I "bought 
of you over a year ago has given entire satisfaction, and can recommend any 
one in need of such assistance to you. 

Yours respectfully, 

F. J. Zbrbe. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

G, H. White's Waverly Bazar, 
Waverly, Lackawaitna Co., Pa., Nov. 9, 1887. 
Mr. a. a. Marks : 

Dear Sir : — In 1866 I bought one of your artificial le^ with rubber foot, 
and wore it for fourteen years without one dollar for repairs, and never had to 
resort to crutches one day during all of this time. In 1880 I ordered another 
one of your legs, and have worn it continously ever since without one dollar 
expense. 

And it seems just as good as ever. I have received seventy letters of in- 
quiry from all parts of the country in regard to your rubber legs. My leg was 
amputated two inches below the knee. 

By occupation I am a barber, and have worked at the chair for the last 
ten years. I cannot see how any one wanting an artificial le^ would think of 
trying any other kind, taking durability and neatness of build into considera- 
tion, no rattle box, do not have to carry crutches or kit of tools to keep it in 
repair. 

Yours truly, 

G. n. White. 



BELOW-KNEE AMPUTATION. 

HoNESDALE, Wayne Co., Pa., Oct. 28, 1887. 
Mr. a. a. Marks : 

Dear Sir : — Yours of October 26th received. I work hard every day. I 
have worn one of your artificial legs fourteen years. My leg is amputated 
seven inches below the knee. 

I think it has cost me not over $1.50 for repairs in that time, except for 
straps. I am wearing the same leg yet. 

I handled one afternoon this week 160 barrels of apples, which would be a 
fair half -day's work for a sound man. 

My leg is not new now by any means, for I have worn it continually for 
fourteen years, 

Yours truly, 

C. A. CORTRIGHT. 



BELOW-KNEE AMPUTATION. 

121 Garfield Ave., Hyde Park, Lackawanna Co., Pa., Oct. 28, 1887. 
Dear Friend : — I am gjad to have a chance to uphold your artificial legs as 
the best leg I have ever worn in my life. It fits nicely and neatly, and for 
walking it is the best. 
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I am glad to let you know that in the third month that I wore my leg I 
walked twenty-four miles in one day without raising a blister on my stump. 

Yours truly, 

Georob Hopkins. 



BELOW-KNEE AMPUTATION. 



Easton, Northampton, Pa., Nov. 28, 1887. 
I have worn an artificial leg with rubber foot for twenty-three consecutive 
years. The repairs during that time have been slight, total cost not exceeding 
$35 for the entire period. 

I have been thoroughly satisfied with the action of the leg and cheerfully 
recommend it to all. 

John H. Mebus. 



BELOW-KNEE AMPUTATION. 

PiTTSTON, Luzerne Co., Pa., Oct. 28, 1887. 
Mr. a. a. Marks, New York : 

Dear 8ir : — Yours of October 26th is at hand. 

It is with pleasure that I give mv testimony in regard to vour make of limbs. 
I have been wearing one of your legs for seven years and in that time have 
never lost a day's work. 

My occupation is shipping clerk for a sash and door factory. It is a three-story 
builaing and my business calls me up and down the stairs a great many times a 
day. lean go up or down a pair of stairs as fast as any one that has both legs. 
The cost for repairs on my leg in the seven years of constant use has been 
about $5. In my estimation there is no limb made in the wide world that will 
give the wearer the satisfaction that yours will. I have tried some other makes 
with the joints in the ankle, but they are useless to me. They may answer 
for some if they want always to sit down and never get on their feet. But if 
a man wants a limb that will be of some use, he must ouy the rubber foot. 

Yours truly. 

0. E. Carpenter. 



BELOW-KNEE AMPUTATION. 

Fitted from Medmirements. 

Shenandoah, Schuylkill Co., Pa., Oct. 81, 1887. 
A. A. >LkRKS, Esq. : 

Dear Sir : — It is with pleasure I write you addins my testimony of the 
excellence of your artificial legs. The one I purchased of you four years ago 
is giving me entire satisfaction and comfort. It is almost as good to-day as 
when I nought it. 

It has not cost me $1 for repairs, although it has been subjected to a very 
severe test. I am an engineer, consequently am on my feet nearly all day 
long. There are three engines and sixteen boilers in our plant, which I have to 
keep in working condition. So you can see I have a great deal of running 
around to do. Yet I have worn this leg every day and all day ever since the 
first day I went out with it. Is not this remarkable when you come to con- 
sider that I have only IJ inches of stump below the knee? I consider your 
artificial limbs with rubber feet the most durable and superior limb manufac*- 
tured. 

Also your system of self-measurement perfect, as the leg I wear is a perfect 
fit made from measurements sent you. 

"i ours very respectfully, 

Jos. HiNKS. 



A. A. MABKS, ABTIFICIAL LDIBS, NEW YORK CITy. 33 ^ 



BELOW-KNEE AMPUTATION. 

Fitted frmn Measurements, 

Nov. 1, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have been wearing one of your artificial limbs from the 26th 
of December, 1885, which I got by sending measurements to you, and it gives 
satisfaction. My age is fifty-five years. 
I would reconunend your artificial limbs to all that need them. 

Mrs. Reeb T. Dayiss. 
Ashland, Schuylkill Co., Pa. 



BELOWKNEE AMPUTATION. 
Fitted from Measurements, 



Detarmon & Galley, Dealers in Groceries, Confections, etc., 

Dawson, Payette Co., Pa., Oct. 28, 1887. 
Mr. a. a. Marks : 

Dear Sir : — Am now wearing the second artificial leg manufactured bv 
you. I take pleasure in bearing testimony to merit, etc., of said limb. Will 
answer kindly all inquiries addressed to me as to point of amputation, fitting 
from measurements, durability, cost of repairs, occupation, etc. 

Yours truly, 

T. RoBB. Deyarmon. 



BELOW-KNEE AMPUTATION. 

Oct. 81, 1887. 
A. A. Marks : 

Dear Sir : — In reply to your communication of the 26th inst. would state 
that I have been wearing artificial limbs, of different makes, for the last nine 
years. My right limb was amputated about seven inches below the knee joint. 
Your gum foot has given entire satisfaction, and I believe it to be superior to 
any artificial foot in existence, My occupation for the last several years has 
been in an upholstering and awning establishment. 

I do my share of the work equal with any of the hands employed by the firm, 
sometimes carry a ladder and heavy iron rods more than half a mile, handle 
heavy furniture, and make myself generally useful. I take great pleasure in 
recommending your artificial limbs to all persons who are in need of the same. 

Very respectfully, 

James K. P. Duharb. 

206 Locust St., Harrisburo, Pa. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Oct. 27, 1887. 

Received yours of the 26th and am pleased to be allowed the privilege of ex- 
pressing my opinion of your limbs. 

I am by occupation an accountant, and am put to pretty hard tasks, such as 
standing half the time and walking a distance of three miles twice a day. I 
have worn Marks' artificial leg for nine months, and it has not cost me one cent 
for repairs. 

Above all other improvments made on artificial limbs is the rubber foot, which 
is more durable than any other. 

I remain yours truly, 

,^ ^ Wiley S. Devore. 

Steelton, Dauphin Co.. Pa. 
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BELOW-KNEE AMPUTATION. 

Oct. 31, 1887. 
Mr. A. A. Mabks : 

Deab Sm :— I have worn one of your legs since the 8d of July, 1884, and it 
has cost me only for a new socket, which is no fault of the leg or liie maker, as 
it was occasioned on account of the stump shrinking. I am a laboring man in 
a shop and have seen several different makes of legs. I would advise any man 
that has to wear an artificial leg to get your leg — that is if he wants a good 
substantial limb. My limb is just as good to-day as the day I got It, so I can 
cheerfully recommend it as being a go^ substantial limb. I remain, 

Yours respectfully, 

jPatrick Foote. 
Susquehanna, Pa. 



BELOW-KNEE AMPUTATION. 

South Bethlehem, Northampton Co., Pa., Nov. 13, 1887. 
Dear Sir : — I have worn your artificial leg one year and I have had full 
satisfaction. I can say for truth that the rubber foot cannot be excelled in the 
world. I am sorry that I am not capable of giving your artificial leg half its 
merits. I can say for a perfect fit, and ease and comfort in wearing, it is the 
greatest invention I know of. I have a half a mile to go to work, and walking 
€very day. I weigh all the stuff the company buys and sells, so I am all the 
time on my feet, and I can wsflk as good as ever I did. 

I remain, yours truly, 

Michael Fox. 
Fourth Street. 



BELOW-KNEE AMPUTATION. 

Riverside Hotel, A. G. Qregort, Proprietor, 
3IE8HOPPEN, Wyoming Co., Pa., Oct. 81, 1887. 
Mr. A. A. Marks, New York City : 

Dear Sir : — I recommend vour artificial limb that I purchased of vou six 
years ago next March to be far superior to any thing I ever expected to set, 

fiving the very best satisfaction, not costing me one cent for repairs, and has 
ad very hard usase. I belong to the baseball club here, play every season, go 
hunting winters with the rest of the boys, and can walk as far in a aay, through 
the woods, as any of them. The rubber foot suits me and I want no other. 

Very respectfully, 

A. G. Gregory. 



BELOW-KNEE A^IPUTATION. 

Nov. 1, 1887. 
Mr. a. a. Marks : 

Sir : — I am in receipt of your favor, asking for my experience in regard to 
the artificial leg purchased of you. 

I have worn your work for the last seven years with great satisfaction. The 
•cost of repairs is hardly worth mentioning. 

I have been for some time past working as an outside laborer in the coal 
mines, where I am most of the time on my feet and do some quite hard lifting. 
My artificial leg has far exceeded my expectations. I can walk, run, and even 
dfl^ce a good figure on a ball-room floor. You liave my best wishes for your 
success. 

Amputation eight inches below knee. I think no other material equal to 
your rubber foot. 

John Maxie. 

1002 Jackson St., Scranton, Pa. * 



.. MARKS, ABTIFICIAL LIMBS. SEW YORK CITY. 



BELOW-KNEE AMPUTATION. 

Olflce of G. W. JacK8«>s. AUii-rman, 
SI Fourth HI., HAKRiesniui, Pa., Oct. 27. 1887- 
Mr. A. A. HIakks: 

Dear Sik i— Ii titforrts me iileaxure lo give my icstimony ia favur i>r yuur 
rubbiT fool as being far BUpcriur lu all oUii;r». 

1 have woru liinbB with ankle ioinis, and I have worn Uie rubber foot for 
Un years, and I Bueak from cxperieDcc. I am a practical mucliiDUt, aoil am 
opposed lo compllralcd machincr]' when it can be avoided, and that you have 
duni! In tJie rubber fool. My foot has cost me nothing in ten years for repalra, 
and is sound yet. One day while I was wearing the limb with the ankle Joint 
I was on Iht' street when a bolt broke in the ankle and stuck in the end of ray 
Slump, and that Hatisne<l me Lliat I wanted no anklu joints wbile I could get the 
" Harks rubber fool," and I am still of the some opinion. My amputation in 
just above the ankle. 

My ttdviee to all brother cripples is to get a " Marks rubber fiwt," and thej- 
will never regret it. 

Yours truly, 

O. W. Jackson. 



BELOW KXEE ASIPUTATION. 

Port Cliktok. 8cHriri.KiLL Co., Pa., Not. 4, 1887. 
Mr. a. a. Marks. Esq.: 

Dear Sir :— Hearing that you are pTe|)ariQg nnoUier pamphlet, 1 will cheer^ 
fully give my endorsement. My right leg ia amputated seven inches below tite 
knee. In August. 1866. you made mo an artifidal leg which gave entiro satis- 
faction then, and has proved a great friend lo me since. The " rubber foot " 
gives the leg its advantage over others. I was measured and fitted tbe some 
oav, and wore the leg the tenth day after being measured. 

I canvassed for ttooks, etc., from April to August, walking twenty miles or 
more a day, and did not feel any more futigue than I would if I had my two 
aoiind legs. One evening a young man and 1 were caught iu a tliundcr-siorm, 
and he told me not to walk so fa«t, that he could not keep up with me. I do 
not use a cane, and did not from the start. The leg has not cost any tiling for 
repairs yet, and ft is in good condition now. In regard to the an.iflcial leg. 
1 will cheerfully answer any letters addressed to me on the subject. 
Yours very respectfully. 

Geo. W. Kutch. 



BELOW-ENEE AMPUTATION. 

Beaveh Meadow, Carbok Co., Pa.. Oct. 20, 1887. 
Mr. A. A. Makkb: 

Deah SiH ;— I feel it ray duly as a wearer of one of your artificial limbs to 
send you a testimonial concerning Ibe advantage and durability of your patents. 
I Lave been wearing other makes of artificial legs witii Iron joints in the feet 
■ 'of iroul'' ' ' 
□ legsw 
fy me, a 
found that your make of limbs was far superior to those I have used o 
used. My experience with it since has justified me in my conviction. 

I think it is almost equal to tlic one I had amputated, for I can walk quicker 
tmd work with more ease tlian I used to do. 

My occupation is that of a coal-miner, and Ibe people say, " just think of it. 
that a man with one leg will go into the bowels of the eartli and climb up and 
down on an incline of from forty lo fony-flve degrees the same as a man wltli 
two legs." My friends, you need not wouder. forthat gentleman, A. A, Mark*!, 
has got his patent rubber hands and tiTi down so fine llial those that WKir 
them can do tmy kind of lubor. My leg is lunpulated lielow the knee. ThoM 
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who are crippled, should they chance to read this, I hope they will remember 
the above-named firm. I am* 

Yours respectfully, 

James J. McBside. 



BELOW-KNEE AMPUTATION. 

Centralia, Columbia Co., Pa., Nov. 8, 1887. 
A. A. Marks, Esq.: 

Dear Sir : — I have been wearing artificial limbs for twenty-four years. I 
wore one of yours twelve years without any repairs. It was a good limb 
when I cast it aside to try another manufacture. I made nothing by Uie 
change. 

My occupation was that of a country schoolmaster in the winter and a miner 
during the summer months. I can recommend the india-rubber foot as an 
improvement on clashing ankle joints. 
Wishing you the full measure you deserve, 

I am faithfully yours, 

Daniel W. Lesihas. 



BELOW-KNEE AMPUTATION. 

J. W. Mershox & Co. Undertakers, 
Waverly, Lackawanna Co., Pa., Nov. 7, 1887. 
Mr. a. a. ^Iarks : 

Dear Sir : — Having for the past twenty years been wearing one of your 
artificial legs I desire to add my testimony to the already long list of those 
benefited by your admirable patent rubber hand and foot. I wore one of your 
feet every day for fourteen years with but one dollar's expense for repairs. 
None but those who know of my having lost a limb will believe that I wear a 
patent leg. so naturally and easily do I walk. I never use a cane and make na 
rattling noise when I walk on the sidewalk. 

I worked for six weeks in a furniture manufactory' with twenty men ten 
hours a day, and not one of them knew I lost a limb until I told them. I am a 
cabinet maker and undertaker by trade. I am on my feet all the time. I 
know the rubber foot is the most durable of any leg made, and the fitting ia 
perfect. Any one wishing to write to me will tiddress as above. 

J. W. Mershon. 



BELOW-KNEE AMPUTATION. 



Oct. 80. 1887. 

Dear Sir : — I now seat myself to answer your letter inquiring after the leg 
I got from you with rubber foot. I have worn it three years ir mud and water. 
It has been wet for three days at a time. It has been very satisfactorv. If any 
person requires one and will keep it dry, it will last him ten years without any 
reimir. for I have had no rejwirs to niine )ret, and use it every day. I have 
walke<l fourteen miles one day and walked in mud one-third of the way. My 
leg is cut off below the knee. I am an oysterman. and have to wade in water 
and mud, for we pick the oysters up by the hand and carry them to the boat*: in 
l)ttskets, which is hard work for a man that has two legs. Any person who 
wants to know whether this is true or not, let him write to the proprietor of 
Cobb's Island Hotel, and then they can get all the references that they want. 

Y'ours truly, 

Samuel L. Matthews. 

Cheriton, Northampton Co., Pa. 
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BELOWKNEE AMPUTATION. 

Weatiierly, Carbon Co., Pa., Oct. 17, 1887. 
Mr. a. a. Marks : 

Dbar Sir : — In reply to your request I would say that I am more than 
pleased with the leg I purchaseil of you. I can get along very well — so well in 
fact strangers will not believe me when I tell them I have an artificial leg. I 
am a member of the bni.ss band of our place and can travel with any of them. 
My occupation is a laborer in the (!ar-shops of this place. I will do all I can 
to help the sale of your artificial limbs. 

Yours sincerely, Wm. C. Nuss. 



BELOWKNEE AMPUTATION. 
Fitted from Meamirements. 



Oct. 28, 1887. 



Mr. a. a. Marks : 

Dear Sir : — I have used your artificial limb for five years, and find they 
rive perfect satisfaction in every respect. My right leg was amputated about 
four mches below the knee. When I received the linu) I was agreeably sur- 
prised at the perfect fitting by .self -measurement. One dollar will cover all 
the money I have expended for repairs. For lightness, durability, and espe- 
cially your rubber foot, thev are unexcelled. I am a shoemaker by trade. To 
any one obliged to use artiticiul limbs I can confidently recommend yours. 

Frank P. Newmyer. 

Dawson, Fayette Co., Pa. 



BELOWKNEE AMPUTATION. 

Nov. 3, 1887. 
Mr. a. a. Marks : 

Dear Sir : — Y'our letter of October 26th on hand and its contents carefully 
noted. As regards my case in your letter of inquiry, I w^ould say that in July, 
1880, 1 had the misfortune to lose my leg by an accident, and it was amputated 
six inches below the knee ; six months afterward I went to Philadelphia to get 
a leg, but was told that it was too soon, as my leg would shrink. 

I went to Pittsburg and got one. Ten days after I got it my limb was so 
chafed that I was obliged to use my crutches for six months. I sent it back to 
have it made smaller. When it was returned it was too small, and I abandoned it. 
I then called on you at your ofiJce. Y'ou kindly told me that you could make 
me one, but the stump would shrink, but in one year I should return and you 
would make me a new socket. I can find no words to express my admiration 
for the limb that was furnished by your house. 

I suffer none by its use— and the rubber foot, what shall I say for it. Nothing 
but excelsior. I have never seen any thing to equal it. I write the testimonial 
-only in the hope that some one as unfortunate as myself may read this and 
profit by my exi>erience. Any communication addressed to me as regards 
jour house, your work, and dealings, will be cheerfully answered. 

I am, sir, your obedient servant, 

Charles Wollerton, 
Foreman of the Construction Shops, P. R. Road,.IlARRiSBUR6, Pa. 



BELOWKNEE AMPUTATION. 

Fitted from Meiisurements. 

Spart.\nsburo, Crawford Co., Pa.. Nov. 7, 1887. 
A. A. Marks : 

Dear Sir : — In reply to your inquiry concerning my limb which was 
made six years ago from measurements sent for amputation below the knee, will 
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say that it is entirely satisfactory, especially for durability, simplicity, and 
nominal cost of repairs. 

My occupation is running a planing mill, which is laborious and heavy on the 
limbs and feet, handling lumber most of the time. 

My weight is over two hundred pounds. The rubber foot prevents any 
jar and m&es the tread light and elastic. 

Yours respectfully, 

W. W. Whttb. 



BELOW-KNEE AMPUTATION. 

Oct. 81, 1887. 
Mr. Marks : With regard to my experience of artificial limbs, I am well 

F leased with your work, and am wUling to testify to the merits of your limbs, 
have worn artificial limbs for the past nine years ; some have been of other 
make, and I can testify that yours is decidealy the best for comfort and ease, 
and does not make that rattling noise when walking, or that uglv sound on the 
pavement, as other limbs do. As to fitting, I do say that mine fits as well as I 
could expect I am willing to testify to all this if you send any person to me. 
I am a dressmaker by occupation. My amputation is seven inches below the 
joint ; I have a great deal more comfort from your limbs than from the others. 
Your limb is all and every thing that a person can expect. 

Yours respectfully, 

MiBS M. A. Garb. 
1349 Vine St., Philadelphia, Pa. 



BELOW-KNEE AMPUTATION. 

Fitted from Mecisurements. 

Nov. 9. 1887. 
A. A. Marks, Esq. : 

Dear Sir : — In answer to your letter of the 26th ult. asking me to state my 
experience in the use of your artificial limbs, I would say it has been very satis- 
factory indeed. 

As I am a hatter by trade, I have considerable walking to do, and sometimea 
heavy lifting, and out of five different makes of artificial legs which I have used 
I find yours to be the most durable, combined with ease and comfort. My 
point of amputation is below the knee. Your success in fitting me from measure- 
ments has been very satisfactory indeed. In regard to the cost of repairs, I have 
used your make of limb five years, and as yet it has cost me nothing for repairs. 
I shaU at any time be pleased to impart any information in regard to the above 
to those who may wish to consult me personally. 

I remain, yours respectfuMy, 

WM. Williams. 

No. 682 Florence St., Philadelphia, Pa. 



BELOW-KNEE AMPUTATION. 

Nov. 8, 1887. 
Dear Sir : — I wore three artificial limbs before I received yours. 
Yours is the finest leg I ever wore for fitting and easy walking. 
The rubber foot is the best I ever used. 

All the expen.se for repairs is $1.50. My leg is off four inches below the 
knee and my weight is 216 pounds. I wore your first leg for over five years, 
and I have just started to wear the second one. and the flirst is good yet I am. 
janitor, and I have a great deal of walking to do. 

Respectfully yours, 

John Reynolds. 
256 Manton Ave., Providence, R. I. 
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BELOW-KNEE AMPUTATION. 

229 Pine St., Providencc, R. I., Oct 27, 1887. 
Mr. Marks : 

Dear Sir : — I have received your circular asking me to testify to the merits 
of the leg you made for me, which I will gladly do, as I am well pleased with 
your maKe. My leg is ofif five inches below the knee, and I have worn it for 
nine years. I expect to have another of your make very soon. 

Respectfully yours, 

FRANas Slaiger. 



BELOW-KNEE AMPUTATION. 

Oct. 29, 1887. 
Dear Sir : — I have worn the artificial leg that I purchased of you last June 
every day rfnce, and I am glad to tell you that I am very much pleased with 
it in every way. Why, it actually surprises some of my friends to see the 
way that I get around with it witnout the use of a cane. I tell you that you 
don't want a cane at all. I don't want one. It is in the way. 

Yours truly, 

H. C. MOWRY. 

Manton House. Manton, Providence Co., R. I. 



BELOW-KNEE AMPUTATION. 

Fitted from Meaxurtinent^. 

CoNQAREE, Richland Co., S. C, April 20, 1887. 
Mr. a. A. Marks, New York: 

Dear Sir : — Artificial foot received in good order, and am well pleased with 
it. Have been wearing it one week yesterday. Had no trouble whatever in fit- 
ting it. I am attending to my business now, and have not stopped an hour since 
I put it on, only on Sundays. I would not do without it for three times the 
cost. 

Yours very truly, 

W. H. Motley. 



BELOW-KNEE AMPUTATION. 



Fitted from Measurements, 

Fort Mott, Oranoeburgu Co., S. C, Nov. 21, 1887. 
Mr. a. a. Marks : 

Dear Sir : — In reply to your letter as to how I am pleased with the artificial 
leg I bought of you, I will say I do not know how I could get along without 
one. I am fifty years old, and have been wearing an artificial leg for twenty 

fears. During tnat time I wore two other make of legs besides yours, which 
consider worthless compared with yours. One of the other make of legs I 
wore about three months, and the other about six months ; the balance of the 
twenty years I have been wearing your make with rubber foot. During that 
time I have bought two new legs ; both were fitted by measurement. I found 
no trouble in wearing them after wearing the first one for a while. 

The superiority of your leg is the nibber foot. It does not matter how long 
you wear it it does not have any of that screaking when you walk which all the 
others that I have had any experience with had. For durability it will outlast 
a half dozen of any other feet I ever saw. I am a farmer by occupation, and 
weigh about 200 pounds. I attend to all of my business myself, and do any 
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kind of work os a farm tliat noj oth^r man i 
inches above ankle Jnint. 1 reniolu, 

Yours Tery respectfully, 



Amputation about four 



P. W. PAtRKT. 



BELOW-KNEE AMPUTATION. 
ScABBOROUOH, AsDEKSON Co., Tens., Dec. 6, 188". 
Hb. a. a. Uasks : 

Dear 6m;— I want tasaylo you Ihfit 1 am well pleased tritli the artificial 
leg furaislivd by you. I received a leg on government order in the fall of 
1B6S, which lasted me about five years, wi(h some repairs. I received one of 
jour legs in IlitO, and wore It fifteen years with lesa expense. 

I consider your rubber feet and hands the best thing yet invented for artificial 
limbs. 1 received a leg from you two years ago. titted from measurement sent 
to you. It only lacked a very little liniug to make it all right, and I (bink if 1 
had taken tlie measures a« tight UK dircct(.-d It would have lacked nothing. 1 
have used your make of legs at nearly all kinds of work, such as plowing. 




spading, hauling logs, and other hard work. I have walked I 
in a single day. The rubber foot lasts longer and liikcs less 
tiling I know about. Yours respectfully. 
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BELOW-KNEE A3IPUTATI0N. 

Dec. 17. 1887. 
Mr. a. a. Marks : 

Dear Sir : — I will always feel thankful to you for your skill in fitting the arti- 
ficial leg to me. I lost my right leg at the battle of Nashville, Dec. 15, 1864. I 
had usS a wooden one until you attached the artificial one, and it would have 
amused ^ou to see me back home among my people, to see them eyeing me 
with curiosity, wondering how my right Teg should have grown out so suddenly 
with a foot on it. They were not aware that I had gone to New York to have 
you fit such to me. I walk like any other man, and with as much ease. A 
thousand thanks to you, and my hope is^^ou may get all the work you can do, 
and live long to enjoy the fruits of your mventions. 

Yours, with great respect, 

Carroll Childers, 
Late private Co. D., 13th Col. Inf., Nashville, Tenn. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 



HiwASSE College, Monroe Co., Tenn., Nov. 2, 1887. 
Mr. a. a. Marks, New York : 

Dear Sm : — Your favor of the 28th inst. reached me this eve, and in reference 
to your patent limbs, I am very highly pleased with mine. I have been wear- 
ing one of your artificial legs, witn rubber foot, about two months, and the 
more I wear it the better I like it. I am going to school at Hiwasse, and I have 
about one half a mile to walk four times a day. The cost of repairs has been 
nothing. I am certain that the rubber foot is superior to the wooden foot in 
every way, and then it is much more reliable, for there is no iron in the rubber 
foot to make it wear and get loose like there is in the wooden foot. 

Kespectf ully yours, 

A. F. TURRENTINE. 



BELOW-KNEE A3IPUTATI0N. 

Fitted from Measurements. 

Able to do some tolerably Itcaty carrying and lifting. 

Haenel & Martens, Grocers, 1700 Lavacca St., Austin, Texas. 
A. A. Marks : 

Dear Sir : — The artificial leg (below knee) you made for me some time ago 
fits nicely, and I am well pleased with it. 

I am attending to business every day from morning till late at night, without 
tiring much, and without the assistance of a cane, and am able to ao some tol- 
erabfy heavy lifting and carryinjj (as we do all the work ourselves). Your pat- 
ent rubber foot comes as near being natural as any thing I ever saw, and the 
whole appearance is almost lifelike. I have not had any repairing done to it 
since I am wearing it, and would not do without it for any thing. 
The longer I use it the better I like it. 

Yours respectfully, 

George Martens. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Llano, Llano Co., Texas, Nov. 8, 1887. 
Dear Sir : — I have been wearing your patent artificial leg for over seven 
years with the utmost satisfaction. I can go anywhere I want to. I can run, 
jump, and climb— in fact, any thing that any body can do. I would not give 
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your leg for any other two legs that I have seen. I never use a cane, even 
when going a long distance from home. I would advise all who want to feel 
like a new person to get one of your patent legs. 

Yours truly. 

W. E. Simpson. 



BELOW-KNEE AMPUTATION. 

Emort, Rains Co., Texas, Jan. 80, 1888. 
A. A. Marks, New York City : 

Dear Sir : — We will ever remember you as a benefactor of the human race. 
The leg made and sent by you to Samuel M. Jackson is not onl^ a beauty in 
make and durability, but is so well adapted and fitted that it is impossible, 
without a knowledge of the fact, to tell that he has lost a le^. It is the best leg 
that I have ever seen. The whole medical profession and citizens agree to these 
facts. When Jackson put on the leg, then walked a few stepMs, he exclaimed : 
" Pm all riffht now," and the biff tears fell from his cheeks, with the reply that, 
** I can't teU you how grateful I am to Mr. Marks for this wonder." 

Yours respectfully, 

Geo. K. EIimbrough, M.D. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Surgeon-General Barnes, U.S.A., said the Marks Leo gave the great- 
est SATISFACTION. 

Corpus Christi, Nueces Co., Texas, Nov. 1, 1887. 
A. A. Marks, Esq., Manufacturer of Artificial Limbs, New York City. 

Dear Sir : — After using one of your artificial legs for about seven years, I 
deem it proper to inform you as to my opinion of the limbs of your manufac- 
ture. I lost my leg on April 8, 1881, bv the accidental discharge of my pistol, 
while in the discharge of my duties as deputy collector of customs at Carizo, 
Texas. While the stump was healing, I asked Surgeon General Barnes, U. S. A. , 
whom he thought was the best manufacturer of artificial limbs. He replied that 
there were several bonded manufacturers for the United States, but mat A. A. 
Marks of New York City gave the greatest satisfaction. So I stated my case to 
you by mail, and was informed that you could make a good fit by my taking 
the measurements according to instructions mailed me, without my going to New 
York. I forwarded you the measures and received the limb. 

I commenced using it at once, and soon laid aside crutches and cane, and do 
all my walking without the aid of a cane, notwithstanding the amputation was 
made about two inches below the knee joint. I have never tri^ any other 
make, but I prefer the rubber foot, as it is pliable and free from noises. 

It, in fact, resembles the original so well that persons do not dream of my 
being a cripple, until told and the proof shown them. 

As to strength, I don't think there can be a stronger, for it carries me all 
right with a weight of 280 pounds. 

I am pleased with your artificial limbs, and take pleasure in recommending 
them to others who have been unfortunate like myself. I am, very respectfully, 

James Downing. 



BELOW-KNEE A^IPUTATION. 

Fitted from Measurements. 

A. H. Gossard, Machinery and Supplies, 
Austin, Texas, Nov. 81, 1887. 
A. A. Marks, New York : 
Dear Sir :— I am using one of your legs with rubber foot, and like it better 
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tbuii the old style. I hnre iisixl urtiflciul limtK for fix years. Mj limb is off 
about half-way from aukle to knee. 

KespccI fully 

A. R. OOBSABD. 



BELOW-KSEE A5IPUTATI0N. 

Fitted from XeaniTemerUn. 

OiLUER, TTpsher Co., T^xas, Feb. 15, 1870. 
Mr. A. A. Harks; 

Dbar 8m :— I have been using one of your patent legs riiicc 1871 ; it bus 
never given mi! any trouble : I enn walk mtli an ease that Ea surprising to my- 
«clf. Tbe fndifi-nibber fool is, in my opinion, Ibt iieirt thing li> life itself, oli- 
viating the necessity of an ankle joint. 

I have used other artifleJftl legs that had ankle joints, heel-cords. &c.. that 
verrv clacking, bteaking, and making a noiae very obnoxious to the enr of one 
who has the misfortune to be mutilated, t take this opportunity \o say to thosu 



who have met tlie missiles of the late unhappy war thai tlie inventioiw of A. A. 

Marks eicel every thing of the kind that I hi 

subitituies for a lost 



Marks excel every thing of the kind that 1 liavu ever met with In the way of 
very truly. 



B T. Hu.MPnBKVH. 



BELOW-KNEE AMPUTATION. 

FiUed fniin Meiuaremenit. 

Uintah. Webeb Co., Utah. Nov. 11. 1887, 

A. A. MABsa : 

Dear Sir :— I have used one of the arliliciai legs maniifnctttred tiy you for 
over thn-eyears and a half, and therefore 1 can say I have bud some experience 
with it. The rubber foot works almost as well as Ihe naluml one, luid after 1 
gill u»ed to it and got it well fitted to the stump I wasHurprliiedhow easy it was 
lo get along with my usual work on the farm. I have never used any other 
kind of artiQdul teg ; I am well satisfied that nothing can be better thaii \\\v 
one I got from you with a rubber foot, and I would eay to any one who has 
the misfortune to lose a limb, by ail means, partner, get a new one from A. A. 
Marks, and vou will soon for^t your mtsforiune. as after a short while you 
will get used to the artificial one and work as easily with it as you did with 
tlie natural one. I am working on a farm and do all my work myself, besides 

Knng around with my machine and cutting hay for my neighbors. I had my 
ft Teg broken by a wagon loaded with lumber running over it. It wiw 
amputated below tlie knee, and I enn say Ibat. from Uie measurements 1 sent 
to you according to your directions, you made n perfect limb, with joints so 
J -'Id. at the same time, that It has not cost me scarcely any Uiing to 

Yours renpift fully, 

Timothy O'Nkii., 



BELOWKNEE AMPUTATION. 

Clarendon SprInob. Rdtlasd Co., Vt., Oct. 30, IflST. 

DkabStr: — On March '20, 1S84. I was engaged insawing wood with cir- 
cular saw; I slipped and fell with my fool under the saw, which sawed through 
the ankle. It was so badly lujured that the doctors had to amputate it four 
inches above the ankle joint. 

I went to your establlshTnent and piireba»?d a limb -. on Ihe first of April I 
went to work in a cheese factory, and worked seven months, and never lost one 
day. and ever since then my occupation bss been cheese-making. From Ihe 
first Ibe li-g has never given nie any trouble. I walk witli safely and comfort. 
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Have never liad any repairinc done. I walk very much, and labor constantly^ 
and .none except those who know of my condition would imagine that I am 
wearing an artificial leg. I have seen other kinds, but I prefer yours to any 
other. I take pleasure in recommending yours to those that are in need of 
artificial legs. I can say those that once try your limbs will never use any other. 

Yours resixjctfully, 

Myron D. Searles. 



BELOWKNEE AMPUTATION. 

East Arlington, Bennington Co.. Vt., Nov. 2, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I most cheerfully add my testimony to the great worth of your 
artificial limbs. I have been using one of your patent limbs since 1869. The 
india-rubber foot is in my opinion the next thing to life itself, obviating the 
necessity of an ankle joint. I have used artificial limbs with ankle joints and 
cords which were continually breaking and getting out of repair until I lost all 
confidence in them. My occupation is a forger, running trip hanmiers, and hand 
fornng. doing very heavy jobs. I am constantly on my feet, and can walk with 
perfect ease and safety anywhere. It never gets out of repair. 

I would not have anv other, especially one with an ankle joint, as the rubber 
foot gives all the motion reauired. I cheerfully recommend all who inquire 
about artificial limbs to get Marks', the host made. 

Respectfully yours, 

A. A. Grant, 
Late of Co. A, 2d Vt. Vols. 



BELOWKNEE AMPUTATION. 

Oct. 81, 1887. 
Mr. Marks : 

Dear Sir — I am glad to have an opportunity of placing in your hands for 
publication my experience with and my views of your patent artificial limbs. 
Prom my thirteen years of constant labor on your patent limb on a farm, and do- 
ing all ^inds of work with ease and comfort, I can truly say yours is the best in 

my views. I had one of *s before I got yours, and it did well for a year. It 

was the old style ieg with ankle joint. It was out of repair very often, and it 
got so I did not dare to go out on Uie street with it. But yours is good yet. I 
wish no better leg than yours with patent rubber foot. My leg is off six incbeft 
below the knee. 

Yours truly, 

Wm. B. Gill. 
No. 172 North Willard St., Burlington, Vt. 



BELOWKNEE AMPUTATION, 

West Randolph, Orange Co., Vt., Oct. 81, 1887. 
Mr. a. a. Marks : 

Dear Sir : — Before wearing your artificial leg I wore two with ankle and 
toe joints, cords and springs. They were constantly out of repair. Have worn 
yours with rubber foot twelve years. It has not cost me $2 for repairs in that 
time. My leg is amputated four inches below the knee. 

Respectfully yours, 

L. H. Goodrich. 
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BELOWKNEE AMPUTATION. 

North Htdb Park, Lamoille Co., Vt., Oct. 29, 1887. 
A. A. Marks, Esq., New York City : 

Dear Sir : — Yours of the 26th inst. came duly to hand. I take pleasure in 
answering your inquiries in regard to how I like your rubber liml^. I have 
worn one of your artificial limbs for fourteen years, and during that time I 
did not have to pay out any thing for repairs except for a strap to go over my 
shoulder, and for that length of time it worked very nicely. 

My business for four years was farming, doing all kinds of work that farm- 
ers have to do. Two winters I worked on the mountain cutting and skidding 
logs, which was a very trying test for the limb. The limb that lam now wear- 
ing is one of ^our make, ana I have worn it two years, and it has never given 
out or failed m any particular, and I am well pleased with it. I think the rub- 
ber foot is the best artificial that can be got up, as there is no ankle joint to wear 
out and rattle at every step I take, and l^ all the time failing, as is the case with 
other artificials. 

I think they are far more durable than any other manufactured that I have 
seen yet ; I can walk five or six miles without any trouble. By sending you 
my measurements I got a good fit, and am wearing it very comfortably. 

Yours very truly, 

Edwin A. Gallup, Late of Co. L., 2d Vt. Vols. 



BELOW-KNEE AMPUTATION. 

Bellows Falls, Windham Co., Vt., Oct. 27, 1887. 
Dear Sir : — I have been using one of your artificial limbs for the past three 
years, and am pleased to say it has given entire satisfaction. My limb was 
amputated five inches below the knee. My occupation as fireman in Moore and 
Arms' paper mills ^ves my limb a thorough test. It has required very little 
repairing, the repairs having cost less than $10. With my best wishes for your 
future, I remain. Yours truly, 

Chas. M. Dodge. 



BELOWKNEE AMPUTATION. 

Fitted from Meastireinents. 

Union Ridge, Clarke Co., Wash. T., Nov. 6, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have worn one of your artificial limbs for tlie last six years, 
made from measurements. I am well satisfied with it in every way. My trade 
is dressmaking. 
Amputation below the knee. I remain, 

Yours truly, 

Hannah Cartt. 



BELOW-KNEE AMPUTATION. 

Fitted frmn Mea»\iremenU. 

Chehalis, Lewis Co., Wash. T., Sept. 3, 1887. 
A. A. Marks : 

Dear Sir : — In reply to your request, I will state that I am very well satisfied 
with the limb you sent me. My labor is heavy. It has cost me nothing for 
repairs so far, which is fortunate, as there is no place to take it to here, and I 
could not spare it long enough to send it to you. 

Yours truly, 

A. C. St. John. 
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BELOWKNEE AMPUTATION. 

Fitted from Measurements. 

814 Commercial St., Seattle, Wash. Terr., Nov. 4, 1887. 
A. A. Marks : 

Dear Sir : — During the last ten years I have been obliged to wear a substi- 
tute. I tried the , then the , and got fairly disgust^ with both of them, 

owing to the cords breaking or the bolts wearing and creaking, and, worse than 
all, echoing from the hills beyond, made me mount a peg leg of my own make, 
and one day I met a friend oi mine, an old army captain, who persuaded me (in 
spite of my prejudice against artificial limbs) to get one of your patent. Finally 
I consented, and have worn it ever since. 

Every step I take brings 188 pounds to bear on it, and still the foot is as flex- 
ible as ever ; in fact, it has given me entire satisfaction, and I can heartily rec- 
ommend your patent artificml feet. Truly, 

Thob. £. Hughes. 



BELOW-KNEE A3IPUTATI0N. 

Fitted from Measurements. 

A lumberman riding horseback and walking over logs. 

Glenville, Gilker Co., W. Va. 
Mr. a. a. Marks, New York City : 

Dear Sir : — Allow me to say, for the benefit of those needing artificial limbs, 
that I have worn your patent leg with rubber foot for fifteen years, and in 
the fifteen years* constant use I have not paid $5 for repairs. I walk with ease 
and alacrity. 

I have l)een engaged in lumbering for the last ten years, riding horseback 
as much as four to five days out of each week from place to place, and then 
walking over logs to measure, etc. 

I have examined several different kinds of limbs, but think that for com- 
fort and durability your limbs are superior to any I know of. The first leg that 
I wore was a leg made in (Mncinnati ; it did not prove satisfactory. I cheer- 
fully recommend you to all those who need artificial limbs, and also I am glad 
to state that in my case you have been successful in fitting from measurements. 

Yours most respectfully, 

John S. Brannon. 



BELOW-KNEE AMPUTATION. 

Weston, Lewis Co., W. Va., Oct. 81, 1887. 
A. A. Marks : 

Sir : — I want to write you a short testimonial which you may use in your 
pamphlet for the benefit of those cripples who may desire to use an artificial 
limb. I was wounded in 18(54, which resulted in the amputation of my left fool 
four and half inches above the ankle joint, which left a very tender stump by 
sloughing. 

After tnat time I ran a saw and grist mill for ten years. 

Afterward 1 was engageil in the mercantile business, and am now a photo- 
grapher. The first order that I gave was for one of 's legs, which was toler- 
able. The next I ordered was one of yours ; it was very good. But, like all 

others, thinking there might still be a better one, I ordered one of and it 

was a perfect nuisance, and then 1881 I fell back on your old stand-by leg. 
This I am still wearing. I recommend you, and will wear no other in the 
future. 

Jacob Stealey, 
Co. E. 10th W. Va. Infty. 
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BELOW-KNEE AMPUTATION. 

WiLSONBURG, Harrison Co., W. Va., Nov. 4, 1887. 
To Whom it may Concern : 

I have worn an artificial limb of Marks' patent for two years, and I find it 
superior in every respect to any other. As merchant I am on my feet almost 
all dav long, and do not suffer any inconvenience from the limb. This I think 
is owing to the fact that the foot is of rubber. My foot was amputated just 
above the ankle, and during the time I have worn the artificial limb, I have no 
cause for complaint or repairs. 

Respectfully, 

M. J. Francis. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Addison, Webster Co., W. Va., Nov. 22, 1887. 
Mr. a. a. Marks, : 

Dear Sir : — I am well pleased with your artificial leg. It hides the deform- 
ity, and enables me to walk with comfort and ease. My walk is natural. I 
can ride with the same comfort that I did with my natural leg. Occupation is 
farming, and bv the help of your artificial leg I perform the same amount of 
labor I ever did ; fitting from measurements ; amputation below the knee. 

Yours respectfidly, 

Lbyi Skidmore. 



BELOW-KNEE AMPLIATION. 

Fitted from Measurements. 

Nov. 80,1887. 
I am a farmer and lumberman. My amputation is eight inches below the 
knee. My le^ was fitted by measurements and works first rate. I am much 
ple^Med with it. 

S. D. Knowles. 
Wausau, Marathon Co., Wis. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Nov. 18, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have worn one of your artificial limbs for six years, and am 
highly pleased with it, I think the rubber feet are just the thing and do away 
with the old style of springs ; they are more durable and far better in every 
respect. 

As to vour success in fitting from measurements, my limb fits me to a T. 3Iy 
occupation is farmer, and my limb is amputated four inches below the kuee. 
and 1 have never paid out a cent for repairs yet, and I think if I ever buy 
another limb I will give you my order. I think your limb is far superior to any 
I have ever seen. 

Yours respectfully, 

Edward R. Smith. 
DowNBViLLE, Dunn Co. , Wis. 
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BELOWKNEE iUIPUTATION. 

Browntown, Green Co., Wis. Dec. 15, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have worn your patent leg for over two vears with perfect 
satisfaction. I want no other kind. I haveworn an artiiicial leg nearly twenty- 
flve years, and was always bothered with the springs and ankle joint giving 
out. Yours has never troubled me any, and is apparently as good as new. 
The rubber foot is almost like the natural one. No dropping of toes, no swing- 
ing side- wear, but straight forwanl over rough ground or on sidewalk, or up and 
down hill. I would cheerfully recommend it to all in need of a substitute. 

Very respectfully yours, 

Benjamin Wicks. 



BELOW-KNEE AMPUTATION. 

Cross Plains, Dane Co., Wis., Oct. 30, 1887. 
A. A. Marks : 

Dear Sir : — As you have made three artificial limbs for me and they have 
all given complete satisfaction, I believe it my duty to inform you how I am 

getting along. The first leg I wore was a ; before I had worn it two vears 

you could hear the ankle rattle for a long distance. The ankle joint in an 
artificial limb is a nuisance. I believe the rubber foot to be the best and safest 
yet invented. I am a farmer by occupation, and own and manage a farm of 
160 acres. I have been standing husking com to-day, and kept up my row 
with two able-bodied men from 7 a.m. to 5 p.m. I have been wearing an 
artificial limb for twenty-three years, and have not been without one on for 
thirty days in that time. 

My leg is amputated four inches below the knee. I have investigated the 
** artificial problem " pretty thorou":hly, and believe there is nothing made to 
beat the rubber foot for comfort and durability. I am so thoroughly convinced 
of the superiority of your limbs that I always recommend them to all inquirers. 

Yours respectfully, 

Harrison Satles. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Belle Plain, Shawano Co., Wis., Oct. 80, 1887. 

A. A. Marks, New York : 

Dear Sir : — Your letter with a request for statement is at hand. My leg 
was taken off seven inches below the knee. I got an artificial one with rubber 
foot a year ago last winter ; since then I have done the same work as I did 
before, and that is faniiwork. I am eighteen years old now, and can lift as 
much as the best of boys at that age, and walk eight or ten miles without any 
trouble. Last winter fused the leg very hard while driving teams and hauling 
timber. 

Yours, etc., 

Franklin L. Rouse. 



BELOW-KNEE AMPUTATION. 

Office of J. W. Winn, City Marshal. 
River Falls, Pierce Co., Wis., Oct. 28. 1887. 
A. A. Marks : 

Dear Sir : — It is with great pleasure I reply to jrours of October 26. I 
have been wearing artificial limbs since June, 1863, having lost my natural limb 
in September, 1862. I have since used three different kinds, yours making four, 
and when I say that your limb is pre-eminently ahead of them all, I speak the 
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truth. It is neai'ly one year since I got you to fix my limb, and I have worn 
it every day since with perfect ease ; no binding, no chafing or blistering : no 
dread to put it on in the morning, for I feel confident that when I do put it on 
it will fit, and fit as easy all day, which is more than I ever had one do before. 

Since last May I have been marshal of our city, and have been constantly on 
my feet from 8 o'clock a.m. until 11 o'clock p.m ; so you see I have proved 
it thoroughly. 

My limb was amputated five inches below the knee. I have not been to 
one cemt of expense as yet. When I purchased your Umb, I was prejudiced 
against your stiff ankle, but am now thoroughly convinced that I was wrong, 
and would be willing to certify that, in my opmion, you make the best artificial 
limb in the market, and have advised my comrades and others to purchase of 
jou. 

Yours truly, 

J. W. Winn. 



BELOWKNEE A3IPUTATI0N. 

AvocA, Iowa Co., Wis., Nov. 22, 1887. 
Mr. a. a. Marks : 

Sir : — I will state to you that I never had such a good fit for the last twenty- 
one years. My leg is oflf nine inches below the knee. Two years ago I was in 

your oflBce. I nave worn three legs from at Philadelphia and none of them 

equals yours. 

The rubber foot cannot be excelled. 



Yours truly. 



Daniel Lynch. 



BELOWKNEE AMPUTATION. 

Fitted from Measurements. 

' Warren Mills, Monroe Co., Wis., Nov. 17, 1887. 

Mr. a. a. Marks : 

Dear Sir : — I have worn the leg you made for over five years and am 
exceedingly well pleased with it. In that time it has not cost me one cent for 
repairs, and it is good for a long time yet. This is very well considering that I 
have been laboring very nearlv every day since I got it. My leg is amputated 
below the knee. 1 can heartily recommend your artificial limbs to any one in 
need of such an article. 

Yours respectfully, 

John Olson. 



BELOWKNEE AJVIPUTATION. 

Fitt^ from Measurements. 

Belmont, La Fayette Co., Wis., Dec. 14, 1887. 
A. A. Marks, Esq.. New York : 

Dear Sir : — Yours of October 26 at hand, and I would say in reply I am 
doing all my housework, carrying wood, water, etc. 

I have worn artificial limbs* since 1872. I am now wearing the fourth limb 
which I purchased of vou on or about July, 1885. 

It is giving me much better satisfaction than any of the other three which I 
purchased from different firms. My limb is amputated five inches above the 
ankle joint. You fitted me perfectly from measurements. 

Respectfully yours, 

Mrs. Wm. Kracke. 
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BELOW-KNEE AMPUTATION. 

The Globe Milling Co., Merchant Millers, 
Watertown, Jefferson Co., Wis., Dec. 1, 1887. 
Mr. a. a. Marks : ^ 

Dear Sir : — It is now over twenty years ago since I bought my first arti- 
ficial leg from you. I have tried several other makes in the meantime, but 
none of them have given me such satisfaction in any way. I have found yours 
the easiest and most comfortable, both for wear and walking, and also the roost 
durable. Have been engaged in the stave and lumber manufacturing business 
all this time. I had to he around on my feet all day. I could not favor the leg 
or foot, but used it hard, my leg being taken off about six inches below the 
knee. I have always recommended your leg as the best I have ever used or 
seen. 

Yours truly, 

Chris. May. 



BELOW-KNEE AMPUTATION, 

Fitted from Measurements. 

Seventy -one years of age — can walk without a cane. 

OsHKOSH, Wis., Nov. 19, 1887. 
A. A. Marks, Esq., New York : 

Dear Sir : — In reply to your circular of October 26, would say that I think 
your artificial limb is the best that can be made. I have used one since 1881 
and it has given perfect satisfaction. My leg was amputated below the knee 
June, 1881, and measures for the same were taken before the stump had healed. 

I have worn the leg every day since. I am seventy-one years old, and can walk 
without a cane or crutch. I am on my feet in the store from six o'clock in the 
morning till eight o'clock in the evening, and never think of using a cane 
except when I go on the street. 

The cost of repairs are nominal ; a few dollars covers all expended on it. I 
think the rubber heel and toe and no ankle joint a great thing for people 
obliged to wear artificial limbs. 

Yours very truly, 

E. Dichhan. 

I weigh from one hundred and ninety to two hundred pounds. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Kingston, Ont., Canada, Dec. 27, 1887. 
A. A. Marks, New York : 

Dear Sir : — The artificial limb procured from you some five years a^o ha» 
proved satisfactory. I have worn it constantly ever since without any incon- 
venience. It has only cost me a trifle for repairs so far, and it will last for a. 
good while yet. 
I think the rubber foot a great improvement on the ankle joints. 

Respectfully yours, 

Matilda Albebtson. 



BELOW-KNEE AMPUTATION. 

Cow Bay, Cape Breton, N. S., Canada. Nov. 80, 1887. 
A. A. Marks, Esq.: 

Dear Sir : — In reply to vour question as to how I like your artificial limbs^ 
I am happy to say that, having worn one for the last six years, I feel convinced 
that no better can be made. The stump of my leg has given me more or lesa 
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trouble from causes not remediable, but apart from these drawbacks, at times, 
I have been for quite a while in the company of people who never suspected 
that I was dependent on a ** cork leg " (as they will call it) for support. The 
limb you furnished the boy Daniel McLean from measurements taken by me 
has given good satisfaction, and he runs around with his playmates almost as 
if he had never met with a misfortune. 

Yours truly, 

R. A. H. MacKeen, M. D. 



BELOW-KNEE AMPUTATION. 

Fitted from Meatfurements. 

49 Charlotte St., Winnipeg, Manitoba, Canada, Nov. 5, 1887. 
A. A. Marks, Esq. : 

Deak Sik : — In reply to vours I beg to inform you that I am getting on fine 
with my leg. It is a first-class fit. 

You deserve much credit for it being so, as you had only my own measure- 
ments to go by. 

The day I put it on I walked four miles across the prairie, and the second 
day I was at a picnic from eight o'clock in the momine: till 10 o'clock at night, 
and I did not feel the least bit tired. Thanking you for your courtesy to me, 

I remain, yours truly, 

Wm. Scott. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

Kingston, Ont., Canada, Dec. 27, 1887. 
Mr. a. a. Marks, New York : 

Dear Sir : — I procured a leg from you in 1876, for amputation four inches 
below the knee. I have worn the leg almost constantly ever since. I have had 
it repaired, of course, at a moderate cost. It will wear for two or three years 
yet. 

I am well pleased with it in every way. I think the rubber foot a great 
improvement on the ankle joint. As you are aware, I bought a second leg 
from you about a year ago. It suits also very well. I have not been a whole 
day on crutches in ten years. 

Wishing you the compliments of the season, I remain. 

Yours respectfully, 

F. S. Rees. 



below-knee amputation. 

Pitted from Measurements. 

St. John, N. B., Canada, Oct. 20, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I learn that you are going to write a new pamphlet ; if so, I 
would like to tell my story. 

In July last I was accidentally caught on an elevator, and my left leg was 
so fearfullv mangled Uiat it had to be amputated above the ankle. In Decem- 
ber, after looking around verv thoroughly, I purchased my artificial leg of you. 
I am compelled to«ay that after one year of constant use! felt confident that I 
made no mistake in taking your patent. I take pleasure in stating that the leg 
you sent me by measurement gives me perfect satisfaction. Four times daily I 
w^k from one place to another, and get in and out of my wagon very comfort- 
ably, and transact all my business ; when walking about I generally use a cane, 
but often forget it and go about for hours without any, and I get around much 
better than any one would suppose under the circumstances. 

Y^ours, etc., James Delay. 
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BELOW-KNEE AMPUTATION, 

Melbourne, Quebec, Cakada, Dec. 1, 1887. 
Mk, Marks : 

Dear Snt : — I bave been veariDg an arliflcial kg for the last tnenlf -tlirei? 
joara. Some thirtran years ago I mel ode of your ualienla and was induLvd to 
try one of your legs with patent rubber fool, wlikh I have been wearing con- 
Btaotly for tbe laat twelve years, antl It Los not cost me fifty cents a year to 
keep It In repair. 

My occupation is very laborious, as you must know that faruiL-ns liave a good 
deal of heavy work to do. The other limbs whicli I used were constantly gel- 
ting out of order, and It cost me a good deal of time and money to keep Ihcni 
In order. In my opinion your urtincial leg witli rubber toot is the best suli- 
slltute for the natural that are manufactured on the continent of America. I 
know by experience thai your limbs are the cheapest In the market, for I paid 
e for repairs in leu years for the other two legs that I wore than the original 

Tuos. H. Nixos. 



BELOW KNEE AMPUTATION. 

Fitted from Meaturementt. 

_ WiNiwoR, Nova Scotia, Canada, Dec. 20, 1887. 

_. . Uakeb, Eiw{. ; 

Deab Sm ; — I had the misfortune of losing ouo of my legs on the railway 
in 1870. Through the kindness of a friend of mine 1 was recommended to try 
one of your arilnclal legs. 

For your satisfaction and mine I will say that for the past six years I have 
worn the same leg. and It has given uie good satisfaction. For durability nnil 
for comfort I can recommend your make of legs to all tlioee who have been ku 
unfortunate as to lose their natural legs. I am a butcher by trade, and hare h 
great deal of walking and jumping in and out of my wagon, and many people 
express wonder and astonishment that I can gel around so well. I weigli now 
one hundred and eighty-eight pounds, and baamy leg fitted from measuremenis. 
I would heartily recommend those in need of an artificial leg to go lo ynu. 
Hoping you may live long to benefit others as you have me, I remain 
Yours very truly, 

William Mark. 



BELOW-KNEE AMPUTATION. 

Napasee, Ont,, Caitada, Nov. 11, 1B97. 
A. A. Makkb, Esq., New York, N. Y. : 

Dbar Snt -. — Having worn one of your arliOclal legs for about elghloen 
years, having worn Iwu others by different makers also. I can speak fnmi 
experience, and I am satisfied there is no leg made to e(iiial yours, inrticularly 
so for its durablli^, as there is no ankle jomt (which usually becomes a ratlltr- 
box) or springs of any kind lo ^ve way. and the wearer alwavs feels perftrt^ly 
safe arainst a break-down, which is often a continual dreaa with wearers of 
otlier lirobs. The rubber foot in a great measure lakes the place of the ankle 
joint, it being so soft and elastic that there is none of that pmtading mvnit 
usually heard by wearers of legs with ankle joint movements, etc. 

Cost of repairs to your limbs are a mere trifle. My amputation is about three 
Indies bctow the knee. I walk so well that many of my acquaintances hav*- 
known me for years, and were not aware Uiat I had lost a limb until informed 
of it. I have much p1i:flsure in recommending your arliflciat legs with rublier 
feet lo any one hi unfortunate as to neol a substitute. 
Y'ours sincerely . 

J. P. HAN1.EV. G, T, R. .\geni. 
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BELOW KNEE AMPUTATION. 

Trbherne, Manitoba, Canada, Nov. 10, 1887. 
Dear 8m : — After wearing one of your artificial legs for five yeura con- 
TIduoiuIv, glvinglt the hardest of usage, oud havitig worn one ot the inovahle 
ankle-joint artifidol le^ previous to (jretting one of youra. I am in a positJOD to 
give an opinion on the merita of each. 1 can recommend your MHflcIul letfB 
will) rubber feet in preference to any thing Uiat I have seen orhenrdof aaaauT)- 
sliiiite for the natural limb, and Intend, when Ibis one that I am wearing now 
is worn out. to order another. 

YoUTB respeclfully. 

Cbas. 0. EvAKS. 



A. A. Marks : 



BELOW-KNEE AMPUTATION, 
LowKR Princk WiLLiAJt, N. B., Canada, Nov, E 



Dbah Sib :— It is wilh pleasure thai I testify to the uierila of your artificial 
leg. I have used one of jour inaku tor over two yeare, and il haa proved 
aallafaclury in every respect. 

Although my work is quite heavy, yet the leg has stood it rcmarbubly well. 
You could hardly tell It had been worn. 

The eipense in that time for repairs has not readied one dollar. 

In conduiiion I would recommend it to all as the best limb mnnufucturcd in 
Ameriia. 

Yours truly, 

J. B. Van Wart, 



BELOW-KNEE AMPUTATION. 

247 Ottawa St.. Montreal, Canada, Nov. 3, 1887. 



Mr, A. A. Marks: 

Dbak Sin ; — Having had the misfnrlune of losing my left leg by being run 
(iverbya passenger train on theOrand Trunk Bailwsy, and having had it ampu- 
tated six Inches above ankle Joint. I was induced by the «aniest solicitHtion of 
a friend to ect one of your artificial limbs with patent rubber foot. After 
having worn It for three years constantly without having it repaired, and aa my 
duties require me to be walking from six a. >l until from nine to ten o'clock 
p. M., and iKing a heavy man (I weigh over two hundred pounds), 1 can safely 
eay that the artificial leg manufactured by your firm has no equal for perfect 
tit and durability. It luis passed my moat sancuine expectations, ami it gives 
nie great pleasure to testify to iis general excellence. 

Yours respectfully, Wm, Clabk. 



BELDWKNEE AMPUTATION. 

fftted from XfaauremenU. 

St. Thomas, W. I.. Nov, 33, 1887. 

I have worn one of the Uarka artificial lef^ with rubber fool for (liree years. 
aiul m<iat accord to him all the merila in the line of the mankfocturing of arti- 
ficial limbs, its durability, its ease and simplicity. I hitve not hiid repiirs iu 
the value of one cent since wearing the leg, and I have given It tent enough to 
speak of its superiority. I walk for miles without a cone, 

I lake my usual pleasure In sporting, going over hills and dales without the 
tim\ of fatigue or inconvenience. 

I must not omit to say that I read in the reports of another artificial limb 
maker in New Y'ork of one of Ids patifnls wlio used one of Mr. Marks' legs 
with riibbiT foot, and he had three new feel to the leg in eighteen months, nnd 
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bold enough to say each foot lasted only six months. I cannot understand it, 
for I am a carpenter and do a large amount of walking, and my artificial leg 
has a great deal of wear and tear ; and that patient stated he was a groom ; 
impossible, for from my case I do not believe it. I give Mr. Marks leave to 
publish this in his pamphlet. 

R. D. MOTHERBILL. 



BELOW-KNEE AMPUTATION. 

Fitted from Measurements. 

49 Norwood St., Belfast, Ireland, June 27, 1884. 

Dear Sir :— -On November 24, 1874, I fell from the mast of a ship in Dela- 
ware Bay and broke both of my legs, one of which was so badly smashed that 
Dr. O'Neill of the University Hospital, Philadelphia, ^d vised amputation, 
which was done a few inches below the knee. I came out of hospital in 1875, 
and went to reside with a friend in Baltimore. About the latter end of May, 
1875 — I am not sure of the date — I gave some money I had scraped together 
to a clergyman named Rev. 0. Mclifresh, who took an interest in seafaring 
men. He advised me to purchase an artificial limb, and took me to an agent 
of yours in Baltimore, who took the measurements and said he would send to 
you for the leg. The leg arrived some time about the latter end of June, 1875, 
and I have been wearing it ever since. I would like to get another just like 
it The limb I have has a rubber foot for amputation below the knee. It is a 
pity you have not an agent here, for there is only one party in this city who 
makes artificial legs, and they are not to be compared with yours for dura- 
bility, neatness, and comfort. This party made a botch of mine trying to 
repair it ; before that I could go distances without any difficulty, but now I 
am afraid to go far for fear of breaking down. 

Trusting to hear from yo\i soon. 

I ours respectfully. 

Dr. Marks. Samttel McKbe. 



BELOW-KNEE AMPUTATION. 

Fitted frf>m Measurements. 

Danced at his toedding. 

(Translated fram the Spanish.) 

8a2?ta Rosalia, Mej^ico, Sept. 5, 1887. 
A. A. Marks, New York : 

Dear Sir : — Having had the misfortune to lose my left leg, and being in- 
formed bv my friend Dr. C. H. Fisher that artificial limbs were manufactured 
in your city, I made arrangements with the same gentleman to get one of these 
important members, and was favored with an excellent one, manufactured at 
your establishment, and which I have used ever since. 

When I gave my order I never imagined that an artificial leg could form so 
perfect a substitute for the natural one in walking, riding on horseback, and 
even dancing; I supposed it would merely serve to hide the defect, and to 
preclude that unpleasant impression that is always felt on seeing a mutilated 
man. 

For your satisfaction and my own I would be^ to state that experience has 
demonstrated to me the supenority of the artificial legs with the rubber foot, 
because they combine simplicity of construction with stability and ease in walk- 
ing, aside from the consideration of their extreme durability. I seize this 
opportunity of expressing my gratitude towards yourself for having devoted 
your energies to the alleviation of mankind in a branch so important as that of 
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manufacturing artificial limbs, the construction and adaptation of which you 
so thoroughly understand. 

Very sincerely yours, 

Antonio Alarcon. 
C. H. Fisher, M.D., in his letter of November 12, 1887, says : 
** Antonio Alarcon was married last week ; he danced a great deal at his 
redding." 



BELOW-KNEE A3IPUTATI0N. 

Fitted from Mecmirements. 

Cerro Blanco, Carrizal Bajo, Chile, S.A., August 24, 1887. 
Mr. A. A Marks, New York : 

Dear Sir : — As no doubt you are aware, the existence of cholera on some of 
the Chilian posts some six or seven months ago closed all communications 
between this country and the northern republics, and the artificial le^ for mv 
son was thereby a good deal delayed in arriving, reaching me only in April. 
I wished to give it a fair trial before writing, and I have now much pleasure in 
telling you that the fit is perfect and that my son is able to use it with the 
greatest comfort. I have also to thank you for your kind instructions as to 
Bandaging, all of which have been faithfully carried out with great success. 

My son|begs mo to tender you his most earnest and heartfelt thanks for the 
blessing uat you have been the means of rendering to him, and for my part I 
have only to say that my gratitude \a imbounded. I remain, dear sir. 

Yours very faithfully, 

E. T. Martin. 



TTEARING LEGS FOR ANKLE-JOINT AMPUTATIONS. 



ANKLE-JOINT AMPUTATION. 

West Simsbury, Hartford Co., Conn., Nov. 4, 1887. 
A. A. Marks : 

Dear Sir : — I had my foot so mangled in a mowing machine four years ago 
that it was necessary to have it amputated just in front of the ankle. Since 
then I have been compelled to wear a stump shoe and, having constant trouble 
with the same, tlie first of September I had you fit one of your artificial limbs, 
and since then I have had no trouble. I do not think any thing about having 
an artificial limb ; it 1^ so easy and comfortable. 

I can not say enough in praise of your artificial limbs. 

Bertie R. Tuller. 

Eleven years old. 



ANKLE-JOINT AMPUTATION. 

Hartford, Conn., Oct. 80, 1887. 
Dear Sir : — In reply to your letter, I think your feet are the best in the 
world. I have worn mine for about six months, and have been to dances and a 
^ood many social gatherings. I have worn one of the New Haven man's feet, 
And I could not find the comfort I do with yours. Your feet give more sup- 
port to the ankle than any other I have seen. I work for I. J. Stein, the silver- 
plater. 

I had my foot taken off four years last March on the Hartford and Con- 
necticut Western R. R. I can recommend your feet as the best in the country. 

Yours truly, 

Eugene D. Fox. 
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INSTEP AMPUTATION. 

Savannah, Ga., Nov. 1, 1887. 
Dr. a. a. Marks, New York : 

Dear Sir : — Yours of October 26 is at hand. Six years ago I was injured 
by a car of the Central Railroad at Savannah. 

Since that time I have been wearing one of your artificial feet for amputation 
at the instep. My occupation is very laborious, being assistant warehouseman 
for M. Maclean and Co. I can truly say that your rubber feet are very durable 
and comfortable and convenient, and I am very much pleased with it. 

Yours respectfully, 

Jno. L. Sptvey. 



ANKLE^OINT AMPUTATION. 

Fitted from Measurements. 

June 27, 1887* 
Mr. a. a. Marks : 
Dear Sir : — The rubber foot you made me is doing splendid. 

Yours very truly, 

William Powell. 
EwENSviLLE, Gibson Co., Inp. % 



ANKLE-JOINT AMPUTATION. 

Fitted from Measurements. 

West Gardner, Worcester Co., Mass., Nov. 18, 1887. 
Mr. Marks : 

Dear Sir : — I have worn one of your artificial limbs for three years. I have 
had no repairs of any kind, and it is just as good as when I bought it. I think 
your rubber foot the best thing in the market, and far more durable than the 
old style. 
My work has been all standing for the past three years. 

Yours respectfully, 

O. F. Stone. 



ankle-joint AMPUTATION. 

Fitted from Measurements. 

Kansas Medical Society (State), Office of Secretary. 

ToPEKA, Kansas, Nov. 15, 1887. 
A. A. Marks, Esq. : 

Dear Sir : — I have worn an artificial foot since 1870. The point of amputa- 
tion is at the ankle, with a portion of the heel remaining. It is a modification 
of Svmes' operation. 

I had great difficult v in getting an appliance, and I found it a point very 
difficult to supply with a comfortable and useful foot. I made many unsuc- 
cessful trials and about despaired ever being able to walk without the aid of a 
crutch. A friend advised me to apply to you, as he had some knowledge of 
the rubber hands and feet. I did so and received directions from you how to 
take measurements for the appliance. I sent on the measurements and soon 
received by express the limb and rubber foot. It was a perfect fit and was 
comfortable. 1 could walk with ease and with scarcely a perceptible limp. 

I have worn this appliance since September, 1882, and without repairing it. 

I am more than pleased with it, and know from experience that you are 
the only manufacturer of a comfortable and useful limb for the amputations^ 
know as Symes' or Chopart's operation. I am a physician, and see quite a. 
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number of people wearing artificial limbs, and am well satisfied that the 
limbs manufactured with the rubber hands and feet, are far superior to any 
other. Thankine jou for the comfortable and useful limb invented through 
jour genius and benevolence, I am, 

Yours sincerely, 

8. G. Stewart, M.D. 
621 Kansas Ave. 



ANKLE-JOINT AMPUTATION. 

Mtted from Measurements. 

Walnut Hill, Norwalk Co., Mass.. Oct. 29, 1887. 
A. A. Mares : 

Dear Sir : — I have worn an artificial limb for twelve years. I have worn 
one of another kind that had the ankle-joint ; it was worn out in three years ; and 
I purchased one from you. 

I wore it seven years ; it cost me $1 . 50 for repairs. Two years ago I purchased 
another limb from you. I think it is the best limb that is made. I would not 
be without one. I am a wool sorter and have to lift and truck bales that 
weigh from one hundred to one thousand pounds. My limb is amputated at 
the ankle joint. 

Respectfully yoiu^, 

John W. Smith. 



INSTEP AMPUTATION. 

Turner's Falls, Franklin Co., Mass., Nov. 26, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I desire to inform you that the artificial leg you made for me 
in 1886 has given me entire satisfaction. 
You have my regards for the service you have done me. 

Respectfully yours, 

Joseph Perinet. 



ANKLE-JOINT AMPUTATION. 

Nov. 10. 1887. 
A. A. Marks : 

Dear Sir : — My foot was amputated at the ankle joint. I have worn a 
rubber foot of your make for over six years. I find that for perfect fit and 
durability they cannot be surpassed. 

Respectfully yours, 

John Hilliard. 
89 7th St., HoBOKEN, N. J. 



ANKLE-JOINT AMPUTATION. 

Skated txcenty miles in one day. 

Lynn. Essex Co., Mass., Nov. 21, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I am pleased to have the chance to write you a testimonial. I 
am much pleased with my limb. I can say that it is the best limb that I have 
ever seen for ease and durabilitv. I have worn one of your limbs nearly four 
years, and it has proved satisfactory in every respect. I am an iron-molder 
bv trade, and am on my feet the most of the time. I can work just as well as 
if I had my own foot. My amputation is ankle joint. Repairs have been 
trifling. For walking it is easv. People that know me cannot tell which one 
is artificial by my walk, and otteutimes I am asked which is my good foot. 

I can skate and dance nearly as well as ever I could, and last winter I skated 
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about twenty miles in one day, and that is almost as much as any one want» to 
do with natural feet. I will answer any correspondence referred to me for 
information on the subject of the rubber foot. 

Yours respectfully, 

A. GiFPORD Shumway. 
94 Pleasant St. 



ANKLE-JOINT AMPUTATION. 

Wears No. 137 le{/. 

Long Branch, N. J., Oct. 29, 1887. 
A. A. Marks : 

Dear Sir : — I take great pleasure in stating that I have used the foot pur- 
chased from you for seven ^ears without any expense whatever. I think it the 
best in use, as I have examined others and find this to be far superior in dura- 
bility and comfort. 

I am janitor of a large school and do all the work pertaining to that office^ 
such as scrubbing, etc. I am also night watchman for a large dry-goods firm. 

Very respectfully yours, 

Chas. Van Brunt, 8r. 



AJ^KLE-JOINT A3IPUTATI0N. 

Editorial Rooms Irish World, ) 
17 Barclay St., N. Y., Oct. 15, 1887. J 

Dear Sir : — Two years ago I got from you an artificial foot for Pirogoffs 
operation — the amputation of the foot at the ankle joint, I have worn it con- 
stantly since. I have walked some four or five miles a day on it, been on my 
feet speaking at public meetings for an hour at a time, attended to my duties 
in this office regularly, and even taken part as a parader in two public demon- 
strations, not merely without any extraordinary sense of fatigue, but positively 
without any person not acquainted with me suspecting that any thing was the 
matter with my nether extremities. 

It even amuses me occasionally to challenge intimate friends to pick out the 
artificial foot by watching my walk, and they generally fail to do it, when they 
succeed only doing so by guesswork. I have the more pleasure in testifying 
to the success of your rubber foot from the fact that I had tried artificial feet 
from two different makers before (one in Dublin, Ireland, and one in Man- 
chester, England), and both were such lamentable failures that I had made up 
my mind to waste no more money on any thing of the kind, but to hobble 
through life as best I could on crutches. With your foot I do not require so 
much as the friendly services of a walking-stick. 

You are at liberty to make whatever use you like of my testimony, for I feel 
that the mere cash payment for the foot is not sufficient recompense for the new 
life you have given me, and if my evidence induces one similarly situated to 
try your artificial limbs he will thank me all the days of his life for giving it. 

Yours, etc., 

Arthur M. Forrester, 

Asst. Editor Irish World. 



ANKLE-JOINT AMPUTATION. 

Oct. 27, 1887. 
Mr. Marks : 

Dear Sir : — I had the misfortune to lose my foot while serving as an engi- 
neer on a steamer in 1868. It was amputated at the ankle Joint, called the Symes 
amputation. I have worn several different kinds of artificial limbs, but prefer 
yours to any I have had. I would not wear a foot with an ankle joint if it were 
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Lt> LiK' 



njpsirs in llml time, and found ll perfect in every respect, and 
other mnke. I cheerfully recommend ll lo nay one of the un- 



'eil ol lui urtifli'ijil limb. 



712 WasLiuglon St,, Nkw Ym 



ANKL&JOINT AJrPUTATION 

)T7 3d Ave., New York Cirr, Dec. 8, 1887, 

Mr. a. a. Marks : 

Dear Sir :— In 18B3 I suffered the funputation of my left foot at the ankle 
joint. 1 had so arliQcIal Itg nuU foot made for me in England, which 1 thou^iLt 
w^rved my purpose well, hut about u year ago I had you flt me witli one of 
vitur natural crook legs with rubltcr foot, wliicli I have since worn with eom- 
forl luid delight, 1 am ahle lo walk, run, go up and down stairs and attend lo 
my eu^ne without the least Inronvenlence or pain. I heartily recommend the 
rubber fool. Respectfully yours, 

EowABS HAia.oN. 



INSTEP AMPUTATION, 



Geo, M, E»dt & Co.. Manufacturers of Tape Measures. 
3S1 lit 858 ClasBOn Ave., Bkookltk. N. Y.. Nov. 15. 1687. 
A. A. Makkb, Ebij :. 

Dear Sib :— It given me a great deal of pleasure to say that the last artlfldal 
fool ^ou rasde for me is probably an near perfection as ia possible to make one ; 
rertamly ttii: arrangement of the MKkct in the front of the leg with the rubber 

'--■ --—-'--' '■ far superior f -.>-— ' ■- — ---j _--■- -* j .-.^-. 

wood foot, I 
ll of order »< 
the rubber foot. 

I have had Ave difTerent Hppliances for my ttump, and I am in honor boimd 
to say that the one you made for me last summer even exceeds vour effort of 
five years ago, and that gave me no expense In the five years. It was a good 
foot when I put it off for this one, but I did so because I was sure your latest 
and improved method for C^opnrt's amputation would prove, as it han done, 
superior to any other I have ever used. The advantage of this latest appliance 
Inr liaving the wood socket passing up the front of the leg instead of back are, 
that Uie leveraee is so much reduced Ihat there is no liability of breaking. 
Second, it may be fltltsd to feel more ['omforlable llian any other n'ay, giving 
protection lo uie sharp edge of the shin. 

The rublNjr foot Ls more elastic than any other, and makes no noise, does not 
slip BO easily as others. The whole appliance is as aimpte as any thing possibly 
can be, and so reduces the liability of breakage and expense. Permit me to 
IF my expreasionB of satisfaction with the patient care and fiur Irealmenl 



It the superiority of your latest 
I am, truly yours, 



INSTEP ASrPUTATION. 



Mr. a. a, Marsb, New York . 
Dear Sfr — I tf^e the liberty of writing you a few lines in regard lo the 

artificial foot (for Chopart's amputation) I bought of you some time ago. 
Previous lo my buying tlie foot 1 visited all the principal makers in New York. 
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but found nothing I liked so well as Ihe tool 

yet iifkd anj cause lo reeret mv choice. I f 

ao a grest deal of talking and standing, ana now. aiier nvu isouiiw wcur oi 

yourfoot, I gel along alniosl as well aa ever I did, withoul any limp or linll 

whatever, ana a person not knowing the fact would never suspect there wnx 

any thing wrong. 

After constaut use the foot is in as good condition as it was the day I boujrljt 
II. not having to bo repaired or flx^ in any way, tlie fit being partlculurlv 
good. 

Hoping (hut all those ao unfortunate ns l» require the use of artificial lluilis 
may cull upon you, as I feel they will strike the right man in tbt- right placc- 
I nm. yours Irulv, IIobekt Loeb. 

409 E. 88ih St.. New York Citt. 



iNKLE-JOIXT ASrPUTATION. 

76 Pacific St., Brookli-n, N. T,, Nov., 1887, 
Mb. a. a. Marsh: 

I have worn Ihe rubber-fool leg you made (or me fourl(«n yeur«. Il has 
given me perfect satisfaclion. I neartily recommend it, I lost my foot iu the 
U. 8. Navj, 

James Conseij.. 

ANKLEJOINT AMPUTATION. 

FXtUd/rom masvrmmnU. 

Rockwell's Mn.Ls, Chknangu Co., N. Y., Nov. B, 1687. 
Mil. A, A. Markm : 

Dear 8ie:— Bly foot wm amputaleil when but a. child of tiiirtoeD. and as 
soon as ]l was sutilcientty healed I had one of your admirable rubber feet uiiNleil 
from measureineuta, ana It fitted me aa perfectly as though I hod gone to New 
York and had the foot filled by your own hand. I have used the fool four 
years now to Ihe untold satisfaction of mvself and the utmost gratiflcalion of 
my friends, who oflen tell me they would never notice any thing peculiar about 
my walk. I have lived with people for mouUis without their discovcriug that 

During the greater part of the time since I have worn your artificial foot. I 

have attendod a boarding school, with Its usual number of stairs, which I have 

n up and down witli the greatest cose. I am at present doing a daugliler'i 



A3 lo repairs, they have been next to noOiing, only about ^ 
during tour years. Upon looking over your pamphlet before purchasing my 
foot 1 was greatly depressed to find so few teatfmonials from girti who had trorii 
your limbs, while the pages were filled with endorsements of mem and boys. 1 
was almost afraid Ihe Tlrnos were not adapted to the girls. I have long ago 

firoven the fallacy of that notion, however, and lo any girl who has lost Iwr 
imb I would say gel one of Marts' limbs with the easv, clastic ruliljer foot. 
and thereby be transformed into a happy, useful, and light-hearted girl. 



ANKLE-JOINT AMPUTATION. 
Mr. Mabks : 

Dear Sm :— I am a farmer ; iu March, '80, I cul one of my feel so badly with 
an axe Uial amputation was neeessary- On March 20 a 'Synies amputation 
was performed. In August following I purchased one of your artificial limbs, 
and must aay It gives me entire eatlBfactiou. I aui now able to do almost 
all kinds of fannwork, and walk a mili' very comfonably. Indeed many 



surprised when tliey find that I am wearing ai 
Ver\' respectfully, 
N. Y., Oct. 31. 188 



strangers 
Calyerton. Suffolk Co. 
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ANKLEJOINT AMPUTATION. 
r, Vernon, Webtchesteb Co.. N. Y.. March 3: 



Ma. A. A. Mabki 

Dear .^ni :— I sfll moruing pliers 
till' iruiu ia " ■' ■ - ' - 




Mends know of llie fnti, iind those wbo do regard me as ilie possessor of a 
remnrkalilf fool. 1 espeHeuce no iiiconvenieuce ; 1 hciirtily rcotimnxind your 
leg OS llie best made. 

John SoaAKPF. 

AXKLEJOINT AMPL'TATION. 

Rhjnecuff, Dutchess Co.. N, Y., Nov, 29, 1887. 
Mm A- A Mauks: 

Dkar Sik ;— I iiavethe grentest pleasure in addressing j^ou thest* few linos in 
order to express tbe aalisfactioD waich I have with the nrtifioiol foot you mode 
forme. 

I hare worn it constootly for two years aod three moniba. 

I walk with «afetv and comfort, und no repairs needed ; yet I do n great 
deal of walking. Four jeare ago I had my foo! ampulaled in the ankle-joint. 
Not being able io get un arliliciHl foot, I ifioughi of the htiiplegs life ihnt was 
before me. liuE througlt Ibc aid of Dr. Qoge I got one of your rubbin' feet, 
which I uni well pleased wkh. Hupiug you mny live long to bencSt otliers as 
you have rae, 

I rt'inaiii, verv truly yours. Jri.lA Emeiiv. 
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INSTEP AMPUTATION. 

Slatedale, Lehigh Co., Pa., Oct. 28, 1887. 
Mr. a. a. Marks : 

The foot I had made by you rives very good satisfaction. I am well pleased 
with the material, and also the nt, which is perfect. I would not do without it 
for any consideration. 

Yours truly, 

Ira Coffin. 



INSTEP AMPUTATION. 

1509 Wallace St., Harrisburg, Pa., Nov. 2. 1887. 
Mr. a. a. Mares, Esq. : 

Dear Sir : — I am glad to testify in this way that your appliance for my foot, 
a Chopart's amputation, is one of the finest articles m the market. I am a fire- 
man on the P. R. Road and can do my work. I am putting in a sewer seventy 
feet long, and five deep, besides my work on the road. The cost has been 
nothing. This is the foot above all others. 

I am, very respectfully yours, 

C. P. Hutchinson. 



NiANTic, Washington Co., R. I., Oct. 81, 1887. 
A. A. 3Iarks: 

Dear Sir : — Yours of the 26th inst. at hand. 

I would say your foot is far superior to the one I have used. 

In 1880 I had my foot amputated at ankle (Symes operation). 

In 1881 1 commenced wearing one of 's artificial feet ; it made a great 

deal of noise and was all the time breaking down, which was very expensive to 
a poor man like myself. 

In October, 1885, 1 received one of your make of feet ; the same month I met 
with an accident breaking my left or well leg ; did not get to wearing your foot 
until March, 1886 ; have worn it constantly ever since ; have worked at my oc- 
cupation this summer running a stationary engine. People are surprised to 
see how well I get around. All the expense it has been to me Is to have it 
shortened to correspond with the broken leg. Cost about $8 ; very reasonable 
I thought. Your foot is neatly gotten up, light, and makes no noise. Any 
unfortunates that are in want of artificial limbs would do well to corresponS 
with you. 

Very respectfully yours, 

F. T. Brightman. 



APPARATUS. 



NO. 160 EXTENSION. 

New Haven, Conn., Oct. 27, 1887. 
A. A. Marks : 

Dear Sir : — The extension with rubber foot manufactured for me has been 
in constant use for one year. I can recommend it for durability, neatness, and 
a comfort that a person with a shortened limb should not be without. Not 
being able to do you justice enough for the comfort that I have derived from it, 

I remain, respectfully yours, 

W. C. A. 
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NO. 152 LEG. 

Putnam, Windham Co., Conn., Nov. 7, 1887. 
Mr. Marks ; 

Dear Sir : — In answer to your request, I will say that I am very much 
pleased with the apparatus (with rubber foot) that you fitted to my deformed 
foot. I have worn it one year and think more and more of it. I would not take 
any amount for it. if I could not get another. I hope this will induce others 
in my condition to try your apparatus and walk easier. 
I am in a millinery store, ana am standing part of the time. 

Respectfully yours, 

Miss H. S. Kennedy. 



NO. 152 LEG. 

Oct. 31, 1887. 
Mr. a. a. Marks -. 

Dear Sir : — It gives me sincere pleasure to inform you that the apparatus 
made bv you for my son Freddy has my appreciations. It conceals his deform- 
ity, and enables him to walk in a natural manner. 

Yours very truly, 

G. A. Williamson. 
East Webster, Worcester Co., Mass. 

P. 8. I would say that the apparatus was applied when nineteen months old. 
The boy will be three years old the 24th of December, 1887. 



NO. 152 LEG. 

Groton, 3Iiddlesex Co., ItfASS., Nov. 8, 1887. 
Mr. Marks : 

Sir : — In regard to the apparatus, I would say I have worn one nearly a year 
and it gives entire satisfaction ; and I would advise any one in need of any thing 
of the kind to consult with Mr. A. A. Marks. I am an engineer, and my 
leg gets pretty hard usage sometimes, and does not get out of order. 

Yours respectfully, 

E. H. Clark. 



NO. 157 FOOT. 

W. C. Lewis, dealer in Stoves, Hardware, etc. , 
Globe Villacje, Worcester Co., Mass., April 1, 1887. 
Mr. Marks : 

Cady wears his foot all day, with the exception of an hour during the middle 
of the day. If he had his say it would not be taken off then. He speaks of 
you every day. It would do you g(xxi to see how he runs around on it. I 
think this is doing pretty well, as it is less than two weeks since he began to use it. 

Yours respectfully, 

W. C. Lewis. 



NO. 167 FOOT. 



275 So. Water St., New Bedford, Bristol Co., Mass., June 15, 1887. 
A. A. Marks : 

Dear Sir : — The boot was received all right and fits perfectly. I have worn 
it steadily and don't think it can be improved. I feel very grateful that you 
and vour workmen have been gifted with the spirit of wisdom to know what 
would suit me so well. 

I am, yours respectfully, 

Belle Gray. 
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APPARATUS. 
A. A. Marks. New York City : 

Dear Sir ; — The apparalua furnished by you on government order Ave )-P«rs 
a^ liBs given satiaractiou. nnd 1 regard It as the very best that coald be made 
for the purpose. My left leg- Is completely paralyzed lu the loss of inutiou 
caused by sciatic rheumatism In tbe L. S. ttervlce, I ulinll need another uppn- 
ratus in tne spring. Please send blanks for order and transportation. 
Tours very courteously. 

THOS. H. S.\UKDERfi. 

Attorney at Law and Ex County Judge. 
Osceola, Polk Co.. Neb., Nov. 4, 1887. 



NO. ISa LEG. 

Peekskill. DiTCHEsB Co., New York, October 34, 1877. 
Mr. a, a. Mabeb : 

Dear Bir : — Some linic ago you wrote to nie with regard to how mueli I wm 
tieuellled by tlie artificial limb (or apparatus rather) you hod adapted lu my de- 
(ormily. 

In reply, I would beg leave to slate that during the whole time that I have 





S.I. 21) S. 

been afflicted with IhiH deformity (ST years) I have never found relief before. 
J have been operated upon, sur^cally, tlireo times during my life, the Tendon 
Acbillea cut each timu, with :io favorable result. At tiines I have l)een cow- 
pelled lo use u eruteli. and always a cane, upon which I took much of my 

Since I have been using Ihc a&paratus, my walk has improved almost lo per- 
fection, and my comfort more tban I can express in words. I now walk with 

comparative ease, sometimes using a cane, more from force of habit than 
necessity. 

I only wish !t had been applied years ago. I should thereby liave saved my- 
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self much distress and suffering, as well as mortification. Nothing could reach 
my case to do me any good but your elastic rubber foot, that comes in here so 
complete, where there is no room for a joint (if one was needed, even in any 
case). My nearly two years' experience with this apparatus has fixed me up 
so completely that notliing could induce me to dispense with it. Hoping that 
your life may be spared for many years to continue to benefit other unfortunates 
as you have me. 

Yours very tnily, A. T. Cuzner. M.D. 



NO. 160 LEG. 



Nov. 10, 1887. 

Dear Sir : — Allow me to express my gratitude for the relief given me by 
your artificial limb. I have worn artificial limbs for the last twenty years, but 
not until August, 1886, hml I the good fortune to receive your assistance. 
Formerly the complicated adjustment to my limb hindered me from walking 
without the aid of a crutch, but since I am in the happy possession of your 
rubber foot walking becomes a pleasure. The rubber foot without ankle joint 
gives me the elasticity needed by the pedestrian. 

Y'our artificial limb can certainly be recommended with the utmost confidence. 

Y'ours truly, Chas. P. Schanz. 

295 E. 10th St.. New York City. 



NO. 152 LEG. 



80HBR8 Center, Westchester Co., N. Y., March 28, 1888. 
A. A. Marks, Esq. : 

Dear Sir :— Y^our apparatus for limbs shortened by hip disease I have used 
for the past two years with satisfaction ; the rubber foot aids the weak limb and 
gives almost the same elasticity as the natural foot and ankle. Its durability is 
be>jond question, and surpasses those with the ankle joint, in my experience and 
estimation. 

Yours very truly, Samuel P. Wright. 



NO. 152 LEG. 



Penn. Railroad Office, 233 S. 4th St., Philadblphl\, Pa. 
A. A. Marks : 

Dear Sir : — Having used vour apparatus for deformed foot constantly for 
the past ten years I can cheerfully say that it has answered the purpose intended, 
by concealing my deformity and enabling me to walk in a natural manner and 
without tiring. 

On account of its strength and simplicity of construction, in connection with 
your rubber foot, I could not conceive any thing more suitable for the purpose. 

Yours respectfully, Hbnbt Sassaman. 

Dec. 16, 1887. 



ABOVE-ELBOW ARMS. 



ABOVE-ELBOW AIAPUTATION. 

Fitted from Measurements. 

Farill, Cherokee Co., Ala., Feb. 27, 1887. 
I have been wearing one of A. A. Marks' artificial arms, and am much pleased 
with it, and would say that it is all he claims for it. 

Miss Mary Cumby. 
Endorsed by J. W. Farill, M.D. 



> 



ABOVE-ELBOW AMPUTATION 

Pl-ts*»1. WiSDa-iM Co.. CosK,, 0<rt. 29, 18CT, 
A. A. ItUKKii. EiKt : 

Dkah Htn . — At thcBgu oTfleventeenyesn, I met with an acrideDl necewltal- 
Ing Ihe ainpiitntJoii above Ihe elbow of my right arm. I <lMlred sfler the vlwpmt 
of a few yatn to procure llie beHt fatev arm made, and tw rour nrtlQi-tni litiitx 
wi-ru rectimmended to mr by a neighbor similarlj affliclMliu being thi- l>cM, I 
gftve you my order. 1 have worn Ihe arm a year and six months, cxprricnciD); 
no djmculty whatevi'r. buE find it uaeful (o me in my biislneiw an well m an 
improvement in my appearance. During the time I baveexpenilvd nothing for 
repain on same, eiceptiog Ibree dollars for a neK pair of Btrapa. No miall 
stun would tempt me lo part with it. Thanking you for your Idnd intoresl Id 
my behalf, I remaiii. 

Yours truly, 

Ci^KKNrB H, FKESm, 
Telegnph UpvnUn. 



ABOVE-ELBOW AMPUTATION, 



Fitted frm 



3lMt>irrmfnt». 



H.^Ri.EN, CoLumiA Co., Oa., Nov. 8, I8ST. 
A. A. Marb8. Ekj.. New York City: 

Dbar Sir :— The artiQclal arm with rubber lumd manufactured for me by 
you givee perfect saTtefaction. My arm 1h amputated above tlie elbuw. Tou 
made perfect flt by measurement taken by my father under ynur direction. 1 
received the arm bsl April, atul have been wearing it evrry day slnrr. wlihoai 
the least inconvenleitee and without nny repair*, 1 do not know how t could 
do without It. I can u»e it much Ix^tter than I expected. 1 caii buld mjr 
needloi In knittlag. tmd by its aid can do various kinds of ttwj woik. 



Vcfy respectfully yours. 



Alii^ Lamnx, 



ABOVE-ELBOW AMPUTATION. 

Fined from M<ataiwnent». 

Ida Orovb, Iph Co.. Iowa, Nov. A, 1887. 
Mn. A. A. Uareb: 

IJear Sir :— Tlie artificial a 
fwM saMsraction. I am a fnm . , 

BDil conBtunl use with very few repairs except firapa and webbing, The «l 
of my arm is but six incliee lone, but the arm flts well, and in all one raitl^ 
eiipect of an Brtlticinl limb, nnd I can heartily recommend Ihem to any arm m 
UDfortUnatfi a* to be in need of one. 

Yours truly. 

Chas, L, Dkwbt. 



ABOVE-ELBOW AMPUTATION 

Filttitfrom Mt/imn-rmrnt*. 

Nov 4. 1887. 
Mn- A- A. M.\RK». 

Dkah Sih . — In ri'plr to vour reqiii^i, will Bar fur ilie bencfli of ihiwr who 
are unfnrtunale enougfi to be without tlic use of two arms, that I him « Mt 
Mump flvi- and mie-half Inchc* In length, on which I we«r one of ymir ■tma 
with rubber hand; lhe»anie waxDtlcdfrom meaxuremenlti. 1 have worn Hrvny 
day since 1881. and Ireblc the uinmiiit of i.nl would not indue- nir lobe with- 
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out it. Repairs have been comparatively nothing. A new strap occasionally, 
that is all; and, further, I know the rubber hand is far superior to any other I 
have ever seen in use. My hand is as good as the day I received it. I am a 
newspaper man by occupation. My arm ke«ps me balanced nicely and tills 
the vacancy so perfectly that many people associating with me do not know 
that I am a one-armed man. I am out on a collecting tour through Missouri. 
JMy address is 1907 W. 6th St., KaksabCity, Kans. 

R. A. KoPE. 



ABOVEELBOW AMPUTATION. 

130 Conant St., Boston, Mass., Oct. 29, 1887. 
A. A. Marks, Esq. : 

Deak Sir : — I am thirteen years of age and have been wearing one of your 
rubber hands for about eighteen mont&. It has been of such assistance and 
use to me that I would not oe without it for a day. I am able to help myself 
at table and in many other ways by its means, and most heartily recommend 
any one in need of artificial limbs to investigate the merits of your inventions. 

Yours truly, Joseph T. Mooney. 



ABOVEELBOW AMPUTATION. 

Fitted from Measurements. 

Kent City, E[£NT Co., Mich., Nov. 11, 1887. 
A. A. Marks : 

Dear Sir : — In reply to your invitation of the 26th. The artificial arm I 
bought of you two years ago is in every way satisfactory. The rubber hand 
is of special benefit. I would not have any other kind of hand. I have only 
fi-^e inches of stump ; was fitted by measurements sent by mail ; don't think ft 
possible to have a better fit. Your arm Is all you claim for it. No repairs yet, 
and don't need any. 

Very respectfullv, C. S. Parks, 

' Agent C. and W. M. R. Co. 



ABOVEELBOW AMPUTATION. 

Fitted from Measurements. 

Hanover. Gage Co., Neb., Nov. 20. 1887. 
Dear Sir : — I want to informyou that I am able to work well with the arti- 
ficial arm you made for me. I have had no expenses with it yet with tlie 
exception of a shoulder strap. I can use any of the farming tools in attending 
to eighty acres of land. I can pitch grain and hay, can plow and cultivate. I 
regard your arm as the best in the market. 

Yours, William Pardee. 



ABOVEELBOW AMPUTATION. 

MoRRisTowN, Morris Co., N. J., Nov. 7, 1887. 
Mr. Marks : 

Dear Sir : — I am perfectly satisfied in every way with the artificial arm I 
procured of you, two years and over. During that time it has not cost me one 
•cent for repairs. As to the fit, all I can say is to repeat what my friends say. 
that nobody would know it was artificial unless I tola them. The rubber hand 
is a great saver of gloves, and a vast improvement also. My arm is off between 
the elbow and shoulder. 

Yours respectfully. P. C. Rooney, 

Telegraph Operator. 
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ABOVE-ELBOW AMPUTATION. 

387 Grove St., Jersey City. N. J., Oct. 80, 1887. 
Dear Sir : — It was my lot to meet with an accident by which it became 
necessary to have my left arm amputated two inches above the elbow. I have 
been wearing one of your artificial arms for nearly two years. I am well 
pleased with it. My position is book-keeping, and it is of great service to me^ 
and as an ornament it is next to nature itself. I would certainly recommend 
your patent. 

Respectfully yours, 

Mamie Ryan. 



ABOVE-ELBOW AMPUTATION. 

220 Garfield Ave., Scranton, Pa., Oct. 26, 1887, 
Mr. a. a. Marks : 

Dear Sir : — Your letter to hand. I gladly comply with your request. I 
wish to congratulate you on the arm that I received from you, both for its 
completeness and excellent fit ; also for its durability. My two years' expe- 
rience reflects to your credit. I hope all unfortunates like myself may receive 
the same benefit that I have had by patronizing you. 

The cost of repairs for the two years that I have worn your artificial arm has 
been too trifling to mention. I earnestly recommend any one that needs any 
limb to apply to Mr. A. A. Marks. 

If any one should wish to refer to me for further proof, kindly apply to the 
above address. I remain, Yours truly, 

D. R. Allgood. 



ABOVE-ELBOW A^IPUTATION. 

Fitted from Measurements. 

Bartonville, Monroe Co., Pa., Nov. 25, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I am wearing one of your patent arms and can say that they are 
verv strongly made and very durable. 

3ly arm was amputated close to the shoulder, with scarcely stump enough for 
use. I am satisfied with the rubber hand. 

Respectfully yours, 

S. Bush. 



ABOVE-ELBOW AMPUTATION. 

Fitted from Measurements. 

GREEN^^LLE, Mercer Co., Pa., Oct. 81, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have used an artificial arm made by you for seven years. 
During that time it has cost me $2.25 for repairs. 

There was no diftlculty in obtaining correct size from your system of 
mea*»urements. My arm is off half-way between elbow and shoulder. I have 
use<i no other manufacture, consequently can make no comparison, but like 
this one well enough to make no change. 

Yours truly. 

Rev. 8. H. Eisenberg. 
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ABOVE-ELBOW AlCPUTATION. 

WooDSFiELD, MoKBOE Co., Ohio, Feb. 4, 1888. ' 
A. A. Marks, New York : 

Dear Sir : — I have been wearing one of your artificial anns (with gum hand) 
since July, 1888, without one penny of expense to me. I would not have any 
other kind. 

I have been in the mercantile business for four years and can do any thing 
that is to be done in the store, such as weighing out su^, coffee, etc., measur- 
ing off dry goods, and tying the same up, about as well as if I had my natural 
hand. 

Respectfully, 

H. F. BURKHEAD. 



ABOVEELBOW AMPUTATION- 

Fitted from Msasurements. 

Johnstown, Cambria Co., Pa., Oct. 28, 1887. 
A. A. Marks, Esq. : 

Dear Sir : — Your arm proved satisfactory. I advise all likewise afflicted to 
<x)rre8pond with you. 

J AS. C. Darby, 890 R. R. St. 



ABOVE-ELBOW AMPUTATION. 

Atlanta, Georgia, March 29, 1888. 
Mr. a. a. Marks : 

Dear Sir : — I have been wearing an artificial arm of another manufacturer 
with your rubber hand attached for several vears, and must confess that I am 
delighted with it, especially the improved adjustable finger. For convenience 
I keep two rubber hands, one which my wife carefullv takes charge of, witli 
my party or opera glove on it, and the other I keep for every-day use ; all I 
have to do is to touch a spring and the hands are changed. 

Allow me to mention the fact that in all my dealings with you you have ful- 
filled your contracts to the letter. You have given satisfaction to me and all 
my friends in every instance. 

One thing I wish to mention : that is, I have more than paid for the extra cost 
of rubber hand procured from you by the saving in the wear of kid rioves. On 
the hard wooden hands and fingers a glove will not last over a month ; on your 
hands Uiey do not wear out in six or eight months. This, together with the 
49oft and natural feel, would commend them with me in preference to others if 
for no other reason. 

Truly yours, 

J. S. Todd, M. D., 
Prof. Therapeutics and Materia Medica, 
Atlanta Medical College. 



ABOVE-ELBOW AMPUTATION. 

St. Albans. Franklin Co.. Vt., Nov. 12, 1887. 

Dear Friend Mr. Marks : 

I lost my arm by the cars when I was very young, and I have only five or 
«ix inches of the arm left from the shoulder. I know it was a very difllcult 
matter to fit an arm on me. I can never half thank you for the perfect fit you 
made me. 

It works Just as natural as my good arm, and it is so perfect and natural that 
I defy any one that don't know me to tell which arm I have lost. It is very 
•durable and useful. I can carrv a heavy satchel, and I can do many things 
that make the arm worth many times the cost of it. I would not want any one 
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to see me now with it off, I have got so accustomed to it. I have had my arm 
fourteen months, and it has never hurt me or bothered me. 

It has not cost me any thing for my arm since I got it, and I know it is just 
as good as the day I got it. Bome people may think it would cost them a lot 
for gloves. I have bought only two pair in a year, and the last pair is very 
good yet. 

If any one that has lost a limb knew the merits of an artificial limb they 
would never go a minute without one. I am a telegraph operator in the train 
dispatcher's office at St. Albans, Vt. 

As every one knows that operators have to write very rapid, I do not know 
what I would do if it was not for the hand. I can not half testify to the 
merits and comfort and pleasure I have taken in your arm. 

Yours very truly, Homeb McGriggs. 



ABOVE-ELBOW AMPUTATION. 

Seattle, King Co., Wash. T.. Nov. 3, 1887. 
A. A. Marks, Esq., New York: 

Dear Sir : — The arm which I received from you in March, 1885, gives me 
every satisfaction. 

Yours respectfully, 

Daniel Mahoney. 



ABOVE-ELBOW AMPUTATION. 

Fitted from Meiisurements. 

San Jose, Costa Rica, C. A., Dec. 3, 1887. 
A. A. Marks, New York City, N. Y. : 

Dear Sir: — In reply to your favor of the 26th October last, I have the pleas- 
ure of stating that immediately after having sent vou the measurements for my 
left hand, amputated two inches below the shoulder, I received from you in 
the month of January, 1885, an artificial rubber limb, which fits me perfectly 
well, and serves me up till now (during three years) without any repairs at all. 
By reason of my occupation necessitating my frequent appearing in public 
places, I can fully appreciate what a boon your work is doing to humanity. 

I am, gentlemen, yours thankfully, 

Jose Mokgb Retes. 



BELOW-ELBOW ARMS. 



BELOW-ELBOW AMPUTATION. 

Employed in a grocery store, 

Ironaton, Talladega Co., Ala., Nov. 14, 1887. 
A. A. Marks : 

Dear Sir :— In regard to your new rubber hand I will say that it is far supe- 
rior to any thing I have seen. The first hand I got from you did good service. 
I wore it seven years in a grocery store. I think the last one I got from you 
will last much longer in the same business. I have seen many different makes 
of artificial limbs, but have never seen any thing yet to come up with yours. As 
for durability, I cannot recommend it too highly. 

Yours truly, 

Joseph Arpin. 
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BELOW-ELBOW AJdPUTATION. 

Jan. 10, 1888. 
A. A. Marks, Esq.: 

Dear Sir : — The rubber hand received in good time. Words cannot express 
my opinion ; I am so well pleased with it. 1 find it very useful in handling 
thmgs around the office, besides appearing so natural. 

Respectfully yours, 

Jas. E. Eeatino. 
Paxon, White Co., Ark. 



below-elbow amputation. 

Office of Westbrook & Bro., Dealers in Gkneral Merchandise, 
McNeil, Columbia Co., Ark., Nov. 22, 1887. 
Mr. a. a. Marks: 

Dear Sir : — Having worn one of your artificial arms for more than three 
years, I cheerfully recommend it as being a jjood substitute. It can not be sur- 
passed for its durability, and cost of repairs is scarcely nothing. It is a great 
help to me measuring off and wrapping up goods. 

Yours respectfully, 

A. J. Wbstbrook. 



below-elbow amputation. 

Fitted from Meagurefnents. 

Pine Bluff, Jefferson Co., Ark., Nov. 14, 1887. 
Mr. a. a. Marks, New Y'ork City: 

Dear Sir :— The arm I ordered of you last April gives perfect satisfaction. 
The rubber hand is immense. I do not think there could oe any thing gotten 
up to equal it. It looks perfectlv natural: in fact, some of my friends did not 
know that I hail lost my arm. I^eing a machinist and engineer, it enables me to 
follow my profession as ever. 1 can file, hold the chisel, hold the reins to ride 
or drive, cut my own meats, and many things that one would not believe could 
be done with an artificial arm. I have seen several kinds of artificial arms, but 
none to equal yours with rubber hand. It is very durable, easily adjusted, and 
soft to the touch. I can write very well with it, thoufi:h I do not as a general 
thing use it for that purpose. The hook attachment is very valuable in doing 
rough work. I would advise those that have to wear artificial limbs to give 
you a trial before purchasing elsewhere. 

Yours truly, 

W. E. Snipes 



WRIST AMPUTATION. 

Fitted from Measurements. 

New Almaden, Santa Clara Co., Cal., Nov. 2, 1887. 
A. A. Marks : 

Dear Sir : — I have been i using one of your most valuable artificial rubber 
hands. I am greatly pleased with it. I have had it for one year, and I can use 
a knife and fork, carry a satchel, etc. My occupation is engine-driving. My 
hand was cut off at the wrist. 

I am, respectfully, 

Thomas Tonkin. 
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BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

Law Division, Department of the Interior, Bureau of Pensions, 

Washinoton, D. C, Oct. 28, 1887. 
A. A. Marks, Esq. : 

Sir : — Yours, dated the 26th inst., is received and contents noted. I desire 
to state that four years ago I was so unfortunate as to lose mv left hand. I at 
once became master of the arts of stenography and tvpe-writmg, being at pres- 
ent able to compete with the most expert in either of the aforesaid branches. 

I am engaged in clerical work of a character that makes it necessary that a 
person should have the use of his left hand, such as to hold his paper in place 
while writing, etc. 

My artiflcul member has been as servicable to me in this respect as I could 
wish. I have worn it since the purchase of you a short while uter the accident 
about four years ago, only removing it at night. It is to-day just as good as 
the day I bought it, with the exception of one of the straps which secure it to 
my arm ; vou will infer from this that it has not received repairs of any nature 
from the aate of its reception. 

Relative to my occupation you are advised ; first, that I perform clerical work 
entirely, but at times have found it necessair to use my hand in lifting, and, in 
fact, use it for any thing I choose, without injury to it of any kind ; secondly, 
my arm was amputated a little above the wrist bone ; thirdly, as stated above, 
I have not contributed one cent towards its repair ; and, fourthly, I can truly 
say that it is exceedingly comfortable. It has surely proven its superiority over 
any artificial limb manufactured. Answering vour last inquiry, it can be said 
that though manufactured from measurement, it fitted accurately. 

The steel hook, knife, fork, and nail-brush included in the purchase have 
been of considerable advantage to me in the different uses to which they have 
been severally applied. 

1 am, very respectfully yours. 

R. E. Mattingly, Stenographer. 

475 F St., S. W., Washington, D. C. 



BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

Nov. 8, 1887. 
Mr. a. a. Marks *. 

Dear Sir : — I would say, for the benefit of the unfortunates who have to 
use artificial limbs, that your make is the best I have ever used or seen. I have 
seen all that are manufactured in the United States. 

Yours truly, Geo. W. Pelter. 

Leadville, Colo. 



BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

Jamestown, Stutsman Co, Dak., Nov. 26, 1887. 
A. A. Marks, Esq., New York City : 

Dear Sir: — I received my arm on the 29th ult., and am more than pleased 
with it. I think it is, in every particular, a grand success, and I will always 
be pleased to speak in its praise to my fellow-unfortunates. No doubt you will 
be greatly surprised to know that I wrote this entire letter and addressed en- 
velope with my hand. I think that if you will compare this with former let- 
ters of mine now in your possession you will pronounce this the better writing 
of the two. Will soon write again. Yours truly, 

Geo. H. Purchase. 
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BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

Huff, Spencer Co., Ind., Nov. 7, 1887. 
Gentlemen : — I received an artificial hand on the 9th of November, 1885. It 
was fitted in the city by A. A. Marks, and I have worn it ever since with satis- 
faction. I have had no repairs on it of any description. The rubber hand is 
h'ght and durable, and can be used in holding light things. My occupation is 
that of a teacher. 

I would not be without the hand for any price. The arm is a great protec- 
tion, especially during winter. 

Thos. Saunders. 



BELOW-ELBOW AMPUTATION. 

Fitted from Mea»urems?its. 

LoGANSPORT, Cass Co., Ind. Dec. 20, 1887. 
A. A. Marks, Esq., New York City : 

Dear Sir :— The rubber hand I bought of you two years and a half ago has 
been a continual source of satisfaction. 

The rubber feature makes it preferable to any other artificial hand with which 
I am acquainted. I heartily reconunend it to any one who may be so unfortu- 
nate as to require such assistance. Respectfully yours, 

Rev. E. 8. Scott. 



BELOW-ELBOW A3IPUTATI0N. 

Haysville, Dubois Co., Ind., Nov. 8, 1887. 
Mr. Marks : 

Dear Sir : — I can recommend your artificial limbs. They are almost perfec- 
tion. They possess very great durability. 

I speak from experience, as I have had one of your artificial arms for three 
years, and have never had any repairing yet. 
My occupation is school teaching. 

A. M. Abel. 



BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

Greene, Butler Co., Iowa, Nov. 7, 1887. 
Mr. a. a. Marks, New York City : 

Dear Sir : — Having lost my right hand while I was employed as brakeman 
on the railroad, June 14, 1887, I am now in receipt of the rubber hand of your 
make. I am well pleased with it. It has every way proved a success. 1 can 
do all ordinary work. I have been to no expense on the hand, and I see no need 
for any repairs. Your humble servant, 

W. Bert Rowray. 



BELOW-ELBOW AMPUTATION. 
Fitted from Measurements. 

Mayfield, Graves Co., Ky., Nov. 3, 1887. 
Mr. a. a. Marks, New York City : 

Dear Sir : — I have been using an artificikl hand made by you in June, 1884 •. 
I have been wearing it every day, and it has given me entire satisfaction, at a- 
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cost of $4 up to date. I can recommend your rubber hand to any one that is 
unfortunate enough to need one. My occupation is groceries, and very labori- 
ous, for I handle some very heavy goods, such as salt, lime, cement, and flour. 

Respectfully yours, P^snticb Payne. 



BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

Can carry water, cut wood, and write. 

Nov. 3, 1887. 
Mr. a. a. Marks: 

Dear Sir : — Having used your artificial limbs for several months, I can 
unhesitatingly say thev are far superior to any I have ever used, and rendered 
me more service. My occupation as a miller is very laborious. I feel myself 
under manv obligations to you. I can carry water, cut wood, and write very 
.satisfactorily. Yours very respectfully, 



Stanford, Lincoln Co., Ky 



Geo. Barnes. 



BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

May 2, 1887. 
My right arm was amputated six inches below the elbow November 10, 1886. 
I write this with the aid of an artificial arm made for me by A. A. Marks, N. Y. 

Wm. Holliday. 
Care of Jordan, Marsh «fe Co., Boston, Mass. 



BELOW-ELBOW AMPUTATION. 

FiNcnviLLB, Dorchester Co., Md., Nov. 4, 1887. 
A. A. Marks : 

Dear Sir : — In the year 1881 I met with the misfortune of having my left 
hand torn off, and of course the machine that did it took no pains to make a 
clean job of it, consequently left fair work for the .surgeon's knife and saw. I 
have about half of the forearm left, and with the use of one of your artificial 
arms I astonish all. My occupation is steam-fitting and I can do any thing that is 
done in saw mills, file, saw, fire, engineer, and any thing you could mention. 

I have been using the arm for three years constantly without any expense. 
I don't know of any lietter and don't want to. Mine cost $50. I would not be 
without it for twenty times fifty. 

I can not tell any one how much advantage it is to me. People wonder how 
I file circular saws and do so many other things. Take away my arm 
4md hook and I feel as much at a loss a.s when I first lost my hand. 

J. F. Wheatlby. 



BELOW-ELBOW AMPUTATION. 

Fitted from Mensurements. 

Oct. 30, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I ordered a hand of you in 1882, and must say that I am well 
pleased with it. It has done good service and is good yet. It has cost nothing 
for repairs. My occupation is a clerk in a store. I would not part with it for 
Any thing. Yours respectfully, 

Mr. Qeorob Snyder. 
1121 Thompson St., Baltimore, Md. 
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BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

Jackson, Jackson Co., Mich., Oct. 28, 1887. 
A. A. Mabks : 

Dear Sir : — My left hand is off just above the wrist. A little over two years 
4igo I had one of your artificial hands made from measurements and have worn 
it every day since. 

It fits peiiectlv, and were it not for the glove could not be distinguished from 
the natural hana. I find it very useful, and if compelled to, could Team to write 
with it. 

I have had no experience with other makes, but consider this one fully equal 
■to all that is claimed for it. 

I am night gatekeeper in prison. 

Yours truly, 

Charles Hammond. 



BELOW-ELBOW AMPUTATION. 

Nov. 8, 1887. 
Mr. a. a. Marks, New York City : 

Dear Sir : — Your artificial hand which ^ou sent me about four years ago is 
to my best satisfaction. I would not do without it 

Yours truly, 

N. Larson. 
Cadillac, Wexford Co., Mich. 



BELOW-ELBOW AMPUTATION. 

Fitted from Measurements. 

Nov. 81, 1887. 
Mr. A. A. Marks : 

Dear Sir : — I take pleasure in testifying that I am more than pleased with 
my artificial arm with rubber hand. 1 have worn it for over four years and 
would not go without it now. 
I heartily recommend it to any one who requires such assistance. 

lours respectfully, 

Johanna L. Elferdink. 
Holland, Ottawa Co., Mich. 



BELOW-ELBOW A3IPUTATI0N. 

Fitted from Measurements. 

Can pitch hay. 

Fremont, Dodob Co., Neb., Nov. 4, 1887. 
A. A. Marks : 

Dear Sir : — I wish to say for the benefit of those who, like myself, have to 
use artificial limbs that it affords me great pleasure to recommend your patent 
limbs with rubber hands or feet in preference to any I have ever seen in use. 
My arm I purchased about three years ago has far surpassed my expectations. 

My arm was amputated so close to my elbow that I have but very little control 
over the joint ; notwithstanding I can make considerable use of the artificial 
arm, the fitting is so well and the joints work so nicely. I was somewhat 
•doubtful as to getting a fit from taking the measure myself. 

Results have shown that with ordinary care in measuring, following your 
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instructions, one can be positively assured of a perfect fit. The rubber hand 
is something to be proud of ; with gloves on both hands it is almost impossible 
for a stranger to distinguish the difference. The hook, knife, fork, and brush 
accompanying the arm are very convenient. With the hook and ring I can 
pitch almost as much hay as I ever could. 

I handled lumber about two years in a lumber yard here, and never had a 
man in the yard that could handle a stick more in a day than I could. I there- 
fore take great pleasure in recommending your arms to all who are so unfor- 
tunate as to need them. 

Any one wishing any further advice and will write me I will cheerfully 
answer. Yours very respectfully, A. W. Forbes. 



BOTH ARMS AMPUTATED BELOW ELBOW. 

Written with a rubber hand. 
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BELOW-ELBOW AMPUTATION. 

Plainpield, Union Co., N. J., Nov. 6, 1887. 
A. A. Marks ; 

Dear Sir : — I ordered a hand from you about the 13th of August. I find, 
from the two months' experience with the hand, it to be a great benefit. I can 
use your hand quite at ease, and I highly recommend your arm and hand. I 
would not part with it if I could not get another. I remain, 

Yours truly, Frederick L. Walker. 



BELOW-ELBOW AMPUTATION. 

366 Bergen St., Jersey City, N. J., Nov. 7, 1887. 
A. A. Marks, Esq.: 

Dear Sir : — On the second day of March, 1880, I lost my right hand in a 
mill, but with the artificial arm you made for me I am working at my trade as 
miller, and have not lost a day on account of the arm. Without the arm I 
would not be able to write these few lines to you. 

Respectfully yours, 

Louis Lubddbckb. 



SECTION OF HAND No. 211. 



MitcheU St., Orange Valley, Essex Co., N. J., Nov. 8, 1887. 
A. A. Marks : 

Dear Sir : — Allow me to give my testimony in regard to your rubber hands, 
one of which I have worn two years. 

While out gunning I shot my right hand off nearly to the wrist. 

I gave up in despair, thinking my work was done for life, I being a hatter 
and my work being done almost entirely with the right hand ; but after getting 
one of your rubber hands find I can do my work as well as ever with no incon- 
venience whatever. I have had it repaired once at a trifling cost. I wish to 
say I cheerfully recommend them to any who may be so unfortunate as I was 
in losing a hand. * Yours truly, 

Geo. Gray. 



WRIST A3IPUTATI0N. 

New York City, Oct. 28, 1887. 
Mr. a. a. Marks : 

Dear Sir : — It gives me great pleasure to add tny testimony and personal 
experience in regard to the rubber hand made by you. 

My right hand was shattered by the accidental discharge of a shot-gun, 
makmg amputation at the wrist joint necessary ; and as the accident occurred 
in a section of the western country where it was impossible to obtain efl^cient 
surgical aid, the operation was poorly performed, leaving my arm very tender 
and sore to the touch. This painful condition continued for so long a time 
after the wound had healed that I had entirely despaired of ever being able to 
wear an artificial hand until I procured vour celebrated rubber hand, which I 
have now used for a year and a half to my utmost satisfaction. Its dis- 
tinguishing characteristics are, its durability, natural appearance, and especially 
its Tightness in weight, making it more pleasant and less tiresome to wear than 
one made of wood or other heavier material. My profession (that of Sanitary 
Engineer) requires me to use it constantly, and I liave already found it equal to 
any use it has been necessary to put it to. I can carry a hat, cane, or 
umbrella with perfect ease, and do not have any difficulty in eating or writing 
with it. The cost of keeping it in order is comparatively nothing, as tlie one! 
have has kept in perfect order. Yours truly, 

Geo. F. Shrady, Jr. 
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BELOW-ELBOW AMPUTATION. 

11 New St., New York City, Nov. 5, 1887. 
A. A. Marks : 

I have worn one of your artificial arms with rubber hand for seveu years, and 
found it very satisfactory in every respect. 

Until a short time since I was manager of a large branch telegraph office, and 
I found the arm a great help to me in my duties at times when necessary to 
work at the key, sending telegrams. 

I put a pencil in the rubber hand, between the fingers, and used it to time 
the message, while sending with the other hand. 

To any one who understands that it's necessary to time a message while 
sending the same will see that the arm was a great help to me. My left arm is 
gone about four inches below the elbow. 

The arm and rubber hand has not cost me to exceed $3 for repairs during tho 
seven years' wear, and that has been for new straps and webbing. I take 
pleasure in giving my experience. 

Yours very truly, 

L. Lbblib Lathrop. 



BELOW-ELBOW AMPUTATION. 

352 E. 50th St.. N. Y. City, Nov. 10, 1C87. 
Mr. a. a. Marks : 

Dear Sir : — Your letter to Edward Wiley received by me yesterday. I 
think his address is Gunnison. Colo. I well know he was satisfied with his 
hand, knowing full well that he is able to drive a team of horses and do other 
farm work. 

Should you wish any more information will be pleased to give it. As you 
notice, I am permanently located at the above place. 

Yours obediently, 

Samuel Rapp, M.D. 



Oct. 81, 1887. 
Dear Sir : — I received your letter on the 28th inst. I send you a few lines 
in behalf of your artificial arm. My occupation is a sawyer. I lost my hand 
at the wrist on April 12, 1882, by sawing timber. Two months after I lost my 
hand I got one of your artificial arms, whicli I found very valuable. All it has 
cost for repairs is 111, and I recommend it very highly to any one who is afflicted 
that way. ^ 

So I close these few lines to you. 

Respectfully, 

Leonard Ryersok. 
893 Grand St., Brooklyn, N. Y. 



WRIST AMPUTATION. 

Brooklyn, Nov. 15, 1887. 

Mr. Marks: 

Dear Sir -.—After using vour rubber hand for the past year I take great 
pleasure in stating that it is far superior to what you claim. I am more than 
satisfied and would cheerfully recommend your hand to any one who has been 
unfortunate enough to have lost one. 

Respectfully, etc., 

John B. Bbadsoaw, 
Engineer Str. Gov. Hill. 
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PART OF HAND AMPUTATED. 

Nov. 7, 1887. 
Mr. a. a. Markb : 

Deab Sib : — I have worn your artificial hand about two months, and I feel 
very much pleased with it, and I would not be without it. 

Yours truly, 
TucKAHOB, Westchbsteb Co., N. Y. Geo. W. Sloat. 



BELOW-ELBOW AMPUTATION. 

Fitted from Meaaurement*. 

Nov. 8, 1887. 
Mb. Marks : 

Dbar Sib : — I am wearing one of your artificial hands made from measure- 
ments. It gives me complete satisfaction. 

My hand was amputated just above the wrist. My occupation at that time 
being switchman in the Erie yard at Homellsville. 
I can recommend any one to you, as your work gives good satisfaction. 

Yours truly, 
HoBNBLLsyiLLE, Steuben Co., N. Y. Thomab Hobbinb. 



BELOW-ELBOW AMPUTATION. 

Oct. 27, 1887. 
Mr. a. a. Marks : 

Dear Sir : — ^The artificial arm vou made me about four months ago is 
nving complete satisfaction ; I would not know how to do without it. I find 
It very useful in my work. Yours respectfully, 

H A. TjBKfiE 

Secretary D. L «fc W. Dept. Y. M. C. A. 
ElMIRA, CHEinTNG Co., N. Y. 



BELOW-ELBOW AMPUTATION. 

N. EuBZ, Jr., Dealer in Groceries, Dry Goods, Hardware, Notions, etc., 

Callicoon Depot, Sullivan Co., N. Y, Oct. 29, 1887. 
Mr. A. A. Marks : 

Dear Sir : —I am very much pleased with my arm. It is so light, convenient, 
and is worth thousands of dollars to me. 

The new attachment that you have made is so comfortable that I can keep it 
on day and night. I keep a general coimtry store and do all the work myself. 
You know that in such small country towns where profits are so small and 
every thing driven out to the point it does not pay to hire much help, so I 
buckle right in and do it myself. When I first put on the artificial arm, which 
was seven years ago, I weighed one hundred and sixty pounds, and I now 
weigh two hundred and twelve pounds. Isn't that doing good enough ? 

I remain, yours very respectfully, 

N. EuBz, Jb. 



BELOW-ELBOW AMPUTATION. 

CoPAKE, Columbia Co., N. Y., Nov. 9, 1887. 
Mr. A. A. Marks : 

Dear Sir : — I respectfully state that I am now using, and have used for the 
last five years, one of your patent artificial arms with rubber hand. I have never 
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worn any other, and was advised by a doctor to purchase one of your arms, and 
was so well satisfied with it that I did not want to try any other. I can recom- 
mend any one that has had the misfortune to lose an arm to get one of your 
artificial arms, tlie clieapest and most durable for all purposes. I gladly say 
to all those who have lost an arm that they do not know the benefit or one 
until they try one. I would not do without mine by any means as long as I 
can get one of your artificial arms. 

Yours respectfully, 

Wm. B. Holsapple. 



BELOWELBOW AMPUTATION. 

Fitted from Measurements. 

Superintendent of the Poor, Chemung County,. 
Brbbsport, N. Y., Nov. 9, 1887. 
A. A. Marks, Esq. : 

Deak Sir : — I take great pleasure in testifying to the merits of your artificial 
limbs. I am wearing one of your rubber hands, and from my experience and in 
comparing it with others which have come under my notice, I heartily recom- 
mend its superiority. 

I am obliged to use my hand a great deal and find it as near perfection as it 
seems possible for an artificial hand to attain. 

I have worn it every day for nearly four years, and with the expense of a few 
dollars upon the suspenders have kept it in such good repair that many have 
been surprised upon learning that I have an artificial limb. My arm was 
amputated just above the wrist, and your appliance fits exactly. 

Yours very respectfully, 

Eugene Atkins, Supt. 



BELOWELBOW AMPUTATION. 

FitUd by Measurements. 

Sandy Creek, Oswego Co., N. Y., Nov. 13, 1887. 
Mr. a. a. Marks : 

Dear Sir : — I have been wearing the artificial arm you made for me now 
for two years, and am very much pleased with it. Your rubber hand is very 
convenient. I do not know how I would get along without it. I can farm the 
same as ever. 
The hook arrangement is just the thing for the farmer. 

ifepectfuUy yours, 

Irving Williams. 



BELOWELBOW AMPUTATION. 

Canandaiqua, Ontario Co., N. Y., Nov. 5, 1887. 
A. A. Marks, Esq.: 

Dear Sir : — I take pleasure in testifying to the satisfaction I have derived 
from the use of your artificial arm, my arm being amputated two inches above 
the wrist joint. 1 have worn the arm you made for me nearly five years, with 
perfect ease from the first day, and the cost of repairs is nothing to speak of. 
I have worked for the N. C. R. O^. as freight inspector and car sealer ever 
since I purchased my arm. I could not do my work without the hand. I be- 
lieve your rubber hand and arm to be the most perfect and most durable of 
any I have ever seen. I am more than pleased with it, and money could not 
buy it could I not get another. I would advise every person in need of 
artifidal limbs to purchase of you. 

I remain, reapectfuUy youn, 

J. £. Oabr. 
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BELOW-ELBOW AMPUTATION. 

Case of Van Dyke Van Alstyne. 

Db Frebstvillb, Renssalaeb Co., N. Y. 
On the 30th of Au^t, 1878, I procured from your office an artificial arm 
for Van Dyke Van Alstyne. Right arm, two inches above the wrist joint. He 
is a laborer, and has worn the arm constantly from the time he received it. He 
uses the hook, with which he is able to do almost any kind of work. The arm 
has been very satisfactory. It has cost but a mere trifle for repairs. 

Truly yours, 
Nov. 5, 1887. A. Ten Etck, M.D. 



BELOW-ELBOW AMPUTATION. 

Nov. 10, 1887. 
Dear Sm : — The artificial hand that vou made for me is as good a job as I 
could exi>ect. The more I wear it the better I like it, and the more natural it 
.seems. Any one wanting any thing in the artificial line can do no better than 
consult you. You are at liberty to publish this if you choose, and if eyer I 
come to*N^ew York I shall be pleased to call and see you, as I appreciate the 
way you treated me when I called on you. 

Yours truly, 

James L. Blood. 

QlBN, MOKTOOIOBRT Cc, N. Y. 



BELOW-ELBOW AMPUTATION. 

Summit, Schoharie Co., N. Y., Nov. 1, 1887. 
Mr. a. a. Marks : 

Dear Sir :— I am well pleased with my artificial arm I bought of you four 
years ago. I use the nickel-plated hook to great advantage. It costs but a 
trifle to Keep in repair. I am a farmer, and can do nearly all kinds of work. 

Respectfully, 

Matthias Terrell. 



BELOW-ELBOW AMPUTATION. 

Fitted from MeMuremsfUi, 

Aluancb, Stark 0o„ Ohio, Nov. 5, 1887. 
Mb . A. A. Marks : 

Dear Sir : — Yours of the d6th ult. at hand. In reply to your inquiries I 
<Min say that I have worn one of your artificial arms for twenty years. About, 
eight years ago I changed the hand, which was somewhat worn, for a rubber 
one, simply sending measurements, as I did in the first place for the arm, and 
both arm and second hand were perfect fits. The rubber hand seems to be just 
as good, after ei^ht years of use, as it was at first. 

My arm, the right one, is amputated midway between the wrist and elbow. 
Dunng the twenty years that I have worn your artificial arm it has not cost me 
a cent for repairs, except the change of hand. The arm and hand look so nat- 
ural that strangers never know but that it is natural till told the difference. In 
view of these facts I can cheerfully, and do most heartily, recommend you to 
all who may need work in your line. Your many years of experience have 
eminently qualified you in all respects to be the friend of the unfortunate. 

Rev. Geo. Bosley. 
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BKLOW-ELDOW AMPUTATION. 

FXtlecl fnmt MfotumnetUt. 

ZuTGSvii-LK. Ohio, Oct. 28, 1887. 
A. A. Marks. Esq.: 
Dkak Siu : — Am pleiised to Kay ftie arm [ bnugbt at you eli mcmths ago hw 

rved tHilisfacUirv in itll you clniiu for li. I urn dow able tu fill regular d«ak 
freight oQIcc, doing all hinds of work requiriag use of botb lianda. 
M; ftnn whs amputated just below the t'lbow and before purdtaung four 
arm, I was unable M get anjr Ibing lo do better tban night wBichman. 

Yours truly, Bittjcs McWalses. 



BELOWELBOW AMPUTATION. 

Fitted from ^ratuttmenU. 

llm-stQV, Sbklby Co,. Ohio, Oct, 81, 18K7. 
Mb. a. a. UARKa : 

Dkak t^m :— I tnke pleasure in recommending the urtlflclaJ b4uid ot wliid* 
you arc Uiu polentee. as. in vaj opinion, it is tlic u(«t in twc, 1 hare wuru the 
one ;ou moile and fitted from measures for tevvu months, without the rivl of 
one cent. The nibber hand is very ugrnenble with its fleiibllitv. II rewmbim 
more nearly a nalural hand than the old Myle. You an< at iiDurly to ate nj 
name as occasion may require. Vouis truly, 

James S. Drts. 
Tf'legmpU Opcntor. 



BELOW-ELBOW AMPUTATION. 

Fitted frt/iii StNiaxtrtTBentt. 

Kehk & Keaubk. Proprielors of the Ilumboldt Poultry Vanb. 
Buff Cochins and Light Brahmas n upKrlaltT. 
Nov, a, 1861. ' 
A. A. HAaSB. Es^J. : 

Dram Bih :— 1 iliinb it no leas than a duty to tirenent to the public and lo 
yourtclf my estimation ot Uie m«ritH at rour anindal Itntlni. 1 liavc my right 
Dand amputated Just above the wrist jinnt, and have Iicon using one uf your 
rubber handi for four ye%nf, aod mun franlUy confess thni words ran not ex- 
preaatb«BatiBfaciion and lieoeflt 1 have derlvM from it, 1 have aeeii many 
other makra. but think thai fur duntllUity. rouv«aienOL'. nnU appearance yotu" 
rublier limbs excel thi^m nil. Your method of fltting from mrasuremtutta ntn 
always be relied upon. 

Tlie four vear* witli one of your hands made from mcasurcmenix Itao givvn 

me no trouble, as it now tltn ah iH'rfcctly as when flnil made, and llie cosl for 

repairs on mine for this lime tuui been but a trifle, from experience 1 can 

bt^ltly recommend your lirabit tu any who have the mi«fortune of nL-eding Uiem. 

Respectfully yours, 

88 Cbem St,, Toljcdo, Ouin, Jon> J. ItBAMXit 



BELOW-ELBOW AJttPrTATION. 
Fitttitfrom Mra*rimneHl». 



Uk. a, a. Harxh : 

Drar Sir : — I cheerfully cndorve vour nrtlflcial limbs, n 
lots of good, 1 ocdcn^ an arliftcinl hand from you Koinc 
have bwn wearing it tvtry day since, I have never spcnl 



tlicy have dooa KM 
:wo ycnrx back, and 



Die two years I have been wo&nng it. I wear it day and Digbt, I doa't e\ea 
bike it off to go to bed. I work At &. E. T. Works, laboring, aud can do na 
mui-'b work as unj of tlie men with two handB wlio work in the same room 
witli me. My hand was ampuinliKl al the wrist joint, and your arm could nut 
Iiave tilled belter it 1 bud been rigbt tbere and had it mcaeurod. It feels just 
as comfortable an a good, genuine hand. I bavebi'en in company withperaonB 
for monlha. and they n«ver suspected I had an artiflcitd baud. I can use it W) 
wtill. I cannot «ay too mud) for it, and recommend II to nny peraou who has 
the misfortune to need any. 

Yours respectfully , 

Clakkkce Uphold, 
Makibtta Road, Zasbbvii.i.e. Ohio. 



BELOW-ELBOW AMPUTATION. 

WBLLSvtLLE, t'oLCjfBiJNA Co.. Oiuo. Nov. 6, 1B8T. 
A. A. Uarkr. Eeq, New York : 

Dbar Sir ; — It ^ves me i;reat pleasure to inform you thBt the rubber hand 
yoii miule for me is entirely BaliBiactory. ami plesw-s me greatly, m I hold the 
position of ticket agent at u prominent point on ttie Penniiyivaaia Company's 




. ind baring a large number of ti(rket« to Stamp daily with the rubber hand, 
and having iwedthe same for about five year?. I am iu a position to know Iho 
value of the hand, I have aeen a great many rtrtiiiclul liands. yet I never liave 
««n one to compare with mine for a good fll. scrvlecftbilUy, and dumWlity, 
My hand was amputated at the wriat. Yours truly, 

Jno. Woollev. 
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BELOW-ELBOW AMPUTATION. 
Fitted from MeiMuremerUs. 

Newport, Bknton Co., Obeook, Jan. 1, 1887. 
Mb. Marks: 

Dear Sir : — I received your letter of October 26. I am engaged as night 
watchman for the government works at Yaquina Bay. My work is not very 
laborious. I have used an artificial hand four years. Point of amputation two 
inches below the elbow. 
I have not paid any thing for repairs during that time. 
I am well satisfied with the hand for handlmg brush, knife and fork, etc. 

Yours truly, 

Jab. Foster. 



BELOW-ELBOW AMPUTATION. 

Canton, Ohio, Wrought Iron Bridge Company, 
Isaac Vance, Special Agent for Western Pennsynrania, 

Pittsburg, Penu., Nov. 5, 1877. 
Mr. a. a. Marks : 

DSAR Sir : — I would say, for the benefit of the unfortunates who have to use 
artificial limbs, that I have tried four or five of the leading manufacturers* 
patents of artificial arms. 

There are none that I have tried that gives me the satisfaction that yours 
have. All of these clap-trap, cat-gut arrangements will get out of order in a 
very short time. They are about half the time at the manufacturers for re- 
pairs and fixing the machinery, which makes it very unhandy when you are 
Uiree or four hundred miles away from where they are made. Yours need no 
repairs. 1: ours very truly, 

Isaac Vakce, 
Late First Lieut., Co. E., 140th Regt., Penn. Vols. 



WRIST AMPUTATION. . 

Oct. 31, 1887. 
A. A. Marks, Esq, New York : 
Dear Sir : — It gives me great pleasure to say that I am wearing one of your 

Eatent arms. My arm was amputated at the wrist Joint on the 4th of May last, 
y being caught in a planing machine, and I procured one of your patent arms 
with the rubber hand, and on the 28th of September went to my work as a 
laborer, fecKling a planing machine, handling from eighty to one hundred feet 
of heavy yellow pine lumber in one minute without any inconvenience. 

I am using the knife and fork to feed myself with, so that jou would hardly 
know that my hand was artificial. I am so well pleased with it that I am willing 
to show it and explain its well-deserved merits to any one who is so unfortunate 
as to be placed in the same position as I am. Respectfully yours, 

JosEFH Sheridan. 
1530 Carnarvon St., Philadelphia, Pa. 



BELOW-ELBOW AMPUTATION. 

Eapton, Northampton Co., Pa., Oct. 80, 1887. 
A. A. Marks, Esq : 

Dear Sir : — I can recommend your artificial arms. Mine gives me great 
satisfaction. I have seen many other arms, but none of them are equal to the 
one you have made for me. 

I have the arm just five years to-day, and in that time the cost of repairs has 
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not exceeded eighty-five cents, and the arm is good for five years more. I 
would not do without it under any consideration. I have worn it continually 
every day during that time. I would not go out of doors without it on. My 
amputation is between the wrist and elbow. I am working in the office of the 
L. V. R. R. Co., and my artificial arm comes in very good in holding and 
folding all kinds of paper which is required in my profession. The arm 
works like a charm and is a good help for me. I can fully recommend it 
to any one who wishes to purchase an artificial arm. 

I am, yours truly, 

Jomr A. Bbibbl. 



BELOW-ELBOW AMPUTATION. 
Fitted from Afeasurements. 

Oct. 81, 1887. 
Mk. a. a. Mabks : 

Dear Sir : — My right arm was cut off right below the elbow on the P. & R. 
Railroad, on the 28th of March, 1888. 

I received one of your artificial arms and labored with it ever since the 22d 
of December, 1888, and it is now lust as good as the day I got it. I have not 
had any repairing done to it. I like it well and would not be without one. 

Yours respectf uUy» 

Jambs Fromhartz. 
South Bethlehem, Northampton Co., Pa. 



BELOW-ELBOW AMPUTATION. 

Oct. 28, 1887. 
Dear Sir : — Tour circular has been received. Cheerfully I comply with 
your rec^uest and herewith give my indorsement of every thing you claim for 
your artificial limbs. 

For the last ten years I have worn a rubber hand of your manufacture, and 
during that perioa it has suited me in every particular, not requiring during 
the time the least alterations or repairs. With pleasure, therefore, I recom- 
mend your rubber hands and feet to whoever is in condition to require the 
use of the same. 

Very respectfully yours, 

John Krotzbr. 

PiTTSTON, Pa. 



BELOW-ELBOW AMPUTATION. 

Fitted from AfeasuremenU. 

Normandt, Bedford Co., Tenn., Oct 25, 1887. 
Mr. a. a. Marks: 

Dear Sir : — After four years of constant use in wearing your patent artifl- 
cial arm with improved rubber hand I am prepared to give testimony as to its 
merits. It has never cost a cent for repairs. As to usefulness, it equals my 
■anticipation. 

Right arm amputated four inches below the elbow. The fit by measure- 
ments is perfect. I am a farmer, and can do almost any kind of farm work. 
You do not say enough for your arms. 
They are much better than you claim for them. 

Re^rds, etc., 

Geo. E. Waits. 
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BELOWELBOW AMPUTATION. 

Fitted from MeasuremerUs, 

CuBRO, Dk Witt Co., Texas, Nov. 23, 1887. 
Mb. a. a. Markb: 

Dbar Sir : — I can cheerfully bear testimony to the durability of your arti- 
ficial arms, having worn one oi them for seven years. I visited establishments 
in person in New Orleans, and am satisfied that you can make a better and 
more durable arm, from measurements, than those made when the applicant is 
present. 

Indianola was totally destroyed by storm, August 20, 1886. 

The county seat was removed to Lavaca, in the same county (Calhoun), as 
well as the post office, many of the citizens locating in this town. I was 
transferred to this place by the railroad company, who retained me in their 
emplojr after purchasing the Morgan Line. 

Hoping the above wiU prove satisfactory, 

Respectfully, 

This gentleman's name will be sent upon request. 



BELOWELBOW AMPUTATION. 

Fitted from Mea^uremenU. 

Staunton. Augusta Co., Va., Oct 29, 1887. 
A. A. Marks : 

Dear Sir : — This is to certify that I have been wearing an artificial arm for ten 
years ; have been wearing one of your improved rubber hands for nearly two 
years. It has given entire satisfaction both in wear and comfort. I consider 
It one of the best artificial limbs I have ever seen. I wore an arm of another 
make for eight years, which gave very good service, but I consider yours of 
a much superior quality, both in workmanship and durability. I would 
advise all who are so unfortunate as to need a limb to write for your catalogue 
and examine your styles before buying elsewhere. My arm was amputated 
about three inches above the wrist joint. My occupation is book-keepmg and 
teaching. It is my right hand that I lost. 

Yours truly, 

J. H. Swortzel. 



BELOWELBOW AMPUTATION. 

Fitted from Meamiretrtents, 

A. A . Marks : 

Dear Sir : — Having understood you were about to publish another pam- 
phlet, will tell you what my opinion is of your work. 

When quite a young boy I lost my right hand. I have had several artificial 
ones, but nothing which suited me as well as the one made by A. A. Marks. 
My hand was made by sending you my measures and a kid glove. It is as 
natural as life. 

I can truly say it has given perfect satisfaction. It is just what you recom- 
mended it to be. I have recommended your work to others, and one young man 
who lives here has had an arm and hand of your make. He is also pleased 
with your work. 

Wishing youprosperity in your labors, and that you may live to a good old 
age, that the afflicted may enjoy the fruits of your labors, is the earnest wish 
of 

P. C. Cunningham. 

St. Albans, Vt., Nov. 4, 1887. 
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BELOW ELBOW AMPUTATION. 

Fitted from Menmireiitenti, 



OcosTo, Oconto Co., Wis., Dec. 5, 1887. 
A. A. Marrb, Esq.. New York Ciiy : 

T>E.tR Sir : — 1 luke pk-osurc in xUiliDS that Ihe arm vou xcrit Die wub fur tu'- 
yond my eipectatlona, and I lio cheerdolly rMiomiucDt) your artificial limbs to 




Ho 397 

BDj one who may need them, t am a pniiiti r I \ ; t i 
age, and have worn the arm you sent me four miii^ wiMk 
IHiIra. and consider it oa good now hs the day I (jtil it 

My arm wax amputated si ilic wrist joint hihI I tiuvt! nev 
from it dncu adjusting the arm, 

VouTB respeWfullv, 



' felt any ill effectii 



BELOW-ELBOW AMPUTATION. 

Praibib mi Chies, fRAwromi Co., Wie., Nov, 21, 18S". 
A. A, Marks. New York Cily : 

Dear Sir i— In .luly, 18«8, I t«iught of you an artifidtil hand, fur amputa- 
tion below the elbow. I have worn it constantly «nce. On many (jccaaionB it 
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has been mistaken for a natural hand. As a glove is constantly worn, the hand 
suffers little from wear. I am satisfied with it, and would willingly answer 
any questions. Yours, 

J. H. Fbiab. 



BELOW-ELBOW AMPUTATION. 

Fitted from Measurements, 

Dec. 28, 1887. 
A. A. Mabks, Esq., New York: 

Dbab Sir : — It is about eight months since I got a hand of you, but this 
time has been sufficient to show me some of its advantages. I have been at a 
number of public ^therings and there has scarcely one noticed that I had 
hands other than XHature's own. The arm is perfectly comfortable, and I 
operate it to good advantage. I am in the employ of the M. 0. Railroad Com- 
pany, where there are many who have had the misfortune to lose a hand. 

I have taken pleasure in comparing hands with those who have worn artifl- 
<;ial ones for a long time, and they invariably give your rubber hand the credit. 
A great feature in this hand is the different positions you can place the fingers 
in. Yours truly, 

CoBNELL, Ont., Cakada. C. H. Chttbchill. 



BELOW-ELBOW AMPUTATION. 
FitM fnm MeaturemtnU. 

FOLLT YlLLAeS, COLCHESTBR Co., N. S., CANADA. 

Mb. a. a. Marks : 
Dbar Sib : — I received the arm you manufactured for me. I am quite 

E leased with it. It fits nicely, and I do not feel it to be awkward. My neigh- 
ors and friends are also nraoh pleased to see me once more looking in my 
Batund state. Yours, etc., 

S. E. Egan. 



BBLOW-BLBOW AMPUTATION. 

Fitted from Meamirements. 

Roeck Street, No. 19 a Lubeck, Germany, Nov. 12, 1887. 
A. A. Marks, Ebq., New York City : 

Dear Sir :— Yours of October 2o is at hand. You can see by my address 
that I moved from my former home to the city of Lubeck. In regard to the 
artificial hand I got of you a year ago, I can say it exceeds my expectations. 

In consequence of blood-poisoning in the fall of 1883, my right hand had to 
be amputated on the forearm in April of the following year. I thought that 
all the pain in the stump had to subside before I could wear an artificial hand, 
so I waited until I arrived in Oermany, a year ago last summer. Having heard 
of the superiority of the rubber limbs by my arrival in the city of Hamburg, I 
tried to get an artificial hand of that kind, but had to take a wooden one 
instead, as the others were not manufactured there. Some years after, I saw 
your firm advertised, so after wearing the wooden hand some months without 
any benefit to me, except the look of it, I sent the measure of my left hand to 
you, and had a rubber hand made, which I fixed on the forearm of the wooden 
one. It works all right. 

If I were compelled to work for my living the rubber hand would be of 
^eat use in any occupation. I recommend the rubber limbs to any one who 
has had the misfortune to become crippled. 

As to simplicity and durability they are excellent. 

Yours respectfully, 

N. MiLDBNSTEIN. 
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EXPRESS CHARGES FOR CARRYING AN ARTIFICIAL 

LEG FROM NEW YORK CITY TO ANY 

PART OF THE WORLD. 

The transportation of an artificial leg or arm from New York City to any 
point in the world is so greatly facilitat^'d by modern methods, and the expense 
lor the same is so reasonable, that one can not regard that as a hindrance to the 
purchase of a superior article. Especially since our methods of constructing 
and fitting from measurements secure every advantage to the wearer without 
assuming the least risk. 

The following schedule of express charges to both, domestic and foreign cen- 
tral offices is baSed on one artificial leg of tlie largest size, thoroughlypacked in 
a full-length box, and having a gross weight of twenty pounds. The trans- 
portation of an artificial arm costs about two-tliirds that of a leg. This calcu- 
lation is made on a large margin. 

The actual cost will rarely reach the amount quoted, as the gross weight of 
box, packing, and limb, reaches twenty pounds only in exceptional cases : 

Alabama: Birmingham, $1.20; Huntsville, $1.20; Mobile, $1.25; Mont- 
gomery, $1.20; Selma. $1.25. 

Alaska : Sitka, $4.50. 

Arizona: Casca Grande, $3.95 ; Flagstaff, $3.20. 

Ark4inmii: Arkansas City, $1.05; Fayetteville, $1.50; Helena, $1.25; Hot 
Spring, $1.65. 

California : Eureka, $4.20 ; Los Angeles, $3 ; Sacramento, $3 ; San Fi*an- 
cisco, $3. 

Colora<io: Denver, $2 ; Durango, $3.25 ; Fort Collins, $2 ; Gunnison, $2.75. 

Connecticut : Bridgeport. 35 cts.; Hartford, 40 cts.; Litchfield, 40 cts.; New 
Haven, 40 cts. ; Willimantic, 40 cts. 

Dakota: Bismarck, $1.75; Deadwood, $3.70; Fargo, $1.65; Sioux Falls,. 
$1.50. 

Delaware : Dover, 50 cts.; Georgetown, 50 cts.; Wilmington, 35 cts. 

District of Columida : Wa.shington, 50 cts. 

Florida: Jacksonville, $1.50; Key West, $2.10 ; Orlando, $1.65 ; Talla- 
hassee, ^1.65. 

Georgia: Atlanta. $1.10 ; Albany, $1.65 ; Augusta, $1.10 ; Savannah, $1.20. 

Idaho: Boise City, $3; Ketchum, $2.85; Lewiston, $3.40; Montpelier, $2.75. 

Illinois: Cairo, $1.05; Chicago, 75 cts.; Danville, 95 cts.; Freeport, $1 ; 
Quincy, $1.05 ; Springfield, 90 cte. 

Indiana: Evansville, 80 cts.; Indianapolis, 75 cts.; Jeffersonville, 75 cts.; 
Laporte, 80 cts. ; Richmond, 75 cts. ; Terre Haute, 80 cts. 

Indian Territoi*y : Adair, $1.25; Colbert, $1.50. 

Iowa : Council Bluffs, $1.20 ; Davenport, $1.06 ; Des Moines, $1.20 ; 
Dubuque, $1.05 ; Mason City, $1.20 ; Sioux City, $1.25. 

Kansas: Dodge City, $2.10 ; Leavenworth, $1.20 ; Norton, $1.85 ; Parsons, 
$1.25 ; Topeka, $1.25. 

Kentucky : Covington, 70 cts.; Lexington, 75 cts.; Louisville, 75 cts.; Owens- 
boro, 95 cts.; Paducah, $1. 

Louisiana: Alexandria, $1.65; Lake Charles, $1.65; New Orleans. $1; 
Shreveport, $1.20. 

Maine: Augusta, 75 cts. ; Bangor, 80 cts.; East port, 80 cts. ; Houlton, $1.05 ; 
Portland, 65 cts.; Skowhegan, 80 cts. 

Maryland: Annapolis, S)ct8.; Baltimore, 40 cts. ; Cambridge, 60 cts.; Cum- 
berland, 55 cts. 

Massachusetts : Boston, 40 cts.; Fall River, 35 cts.; Fitchburg, 60 cts.; New 
Bedford, a5 cts.; Pittsfield, 40 cts.; Springfield, 40 cts.; Worcester, 40 cts. 

Michigan: Detroit. 70 cts.; Grand Rapids, 90 cts.; Kalamazoo, 90 cts.; 
Sault Ste. Marie, $1.10. 

Minnesota: Duluth, $1.50; Fergus Falls, $1.65; Minneapolis, $1.20; St. 
Paul, $1.20. 

Mississippi: Bay St. Louis, $1.65; Columbus. $1.50; Jackson, $1.20; 
Vicksburg, $1.20. 

ift«ft>Mn.- Jefferson City, $105 ; Kansas City, $1.20 ; Springfield, $1.20; 
St. Joseph, $1.20 : St. Louis. 90 cts. 
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Montana: Bozeman, $2.75; Butte City, $2.75 ; Glendive, $2.50; Helena, 
$2.50. 

^ebratka: Hastings, $1.65; Lincoln, $1.50; North Platte, $1.75; Omaha, 
$1.20 ; Valentine. $1.90. 

Nevada : Carson City, $4.25 ; Elka, $4 ; Eureka, $4.50. 

New Hampshire : Concord, 70 cts. ; Dover, 65 cts. ; Eeene, 60 cte ; Lancas- 
ter, 85 cts. 

New Jersey: Atlantic City, 40 cts.; Millville, 60 cts.; Morristown, 25 cts.; 
Trenton, 25 cts. 

New MeHco : Las Cruces, $2.85 ; Santa F4, $2.50. 

New York: Albany, 80 cts.; Bingham ton, 85 cts.; Buffalo, 50 cts.; Elmira, 
40 cts. ; Hornellsville, 50 cts. ; Jamestown, 60 cts. ; Ithaca, 50 cts. ; Poughkeep- 
sie, 25 cts.; Plattsbugh. 60 cts.; Riverhead, 85 cts.; Rochester, 70 cts.; Syra- 
cuse, 40 cts.; Watertown, 60 cts.; Walton, 50 cts.; White Plains, 25 cts. ; Utica, 
-40 cte> 

North Carolina : Asheville, $1.20 ; Charlotte, $1 ; Raleigh, $1 ; Wilming- 
ton, 95 cts. 

Ohio: Cincinnati, 65 cts.; Cleveland, 55 cts.; Columbus, 60 cts.; Dayton, 
65 cts.; Steuben ville, 60 cts.; Toledo, 65 cts. 

Oregon : Portland, $3 ; Roseburgh, $4.05. 

Pennsylvania: Easton, 25 cts.; Eric, 60 cts.; Harrisburgh, 40 cts.; Holli- 
daysburgh, 60 cts.; Philadelphia, 25 cts.; Pittsburg, 55 cts.; Scranton, 35 cts.; 
Williamsport, 50 cts. 

Rhode Island: Newport, 40 cts.; Providence, 40 cts.; Westerly, 40 cts . ; 
Woonsocket, 40 cts. 

Sovth Carolina: Charleston, $1.05 ; Columbia, $1.05 ; Greenville, $1.05. 

Tennessee: Chattanooga, $1.05; Knoxville, $1.05; Memphis, $1.20; Nash- 
ville, $1.05. 

Texa^: Austin, $1.65 ; Denison City, $1.50 ; El Paso, $2.50 ; Fort Worth, 
$1.65 ; Houston, $1.65 ; Laredo, $2. 

Utah : Salt Lake City, $2.50 ; Milford, $2.85. 

Vermont: Bennington, 50 cts.; Burlington, 50 cts.; Rutland. 50 cts.; St. 
Albans, 55 cts.; St. Johnsbury, 85 cts. 

Virginia: Danville, 75 ct.s.; Lynchburg, 65 cts.; Norfolk, 55 cts. ; Rich- 
mond, 70 cts. 

Washington : Seattle, $3.40 ; Spokane Falls, $3.20 ; Walla Walla, $8. 

WeM Virginia : Charleston, 75 cts. ; Martinsburgh. 55 cts ; Wheeling, 60 cts. 

Wisammn : Eau Claire, $1.20 ; La Crosse, $1.20 ; Madison, $1.05 ; Milwau- 
kee, 90 cts.; Oshkosh, $1.05 ; Wausau, $1.20. 

Wyoming : Cheyenne, $2 ; Evanston, $2.50. 

Canada : Victoria, B. C. $3.60 ; Winnipeg, Man., $2 ; Port Arthur. Ont., 
$1.55; London, Ont., 85 cts.; Toronto, Ont., 80 cts.; Ottawa, Ont., 85 cts.; 
Montreal, Que.. 55 cts.; Quebec, Que., $1 ; St. John, N. B., $1.10; Freder- 
icton, N. B., $1 ; Halifax, N. 8., $1.50 ; Charlottetown, P. E. I., $1.80 ; St. 

Neirfoundlavd : St. Johns. $2.50. 

EUROPE. 

England: Liverpool. $1.50; London, $1.75. 

Ireland: Dublin, $2.25. 

Scotland: Edinburgh, $2.25. 

France : Paris, $3 ; Havre, $2. 

Germany: Berlin, $2. 

Holland: Hague, $3. 

Belgium : Brussels, $2.75. 

Switzerland : Berne. $3. 

Austria : Vienna, $2.75. 

Italy: Rome. $4.50. 

SiPeden : Stockholm, $3.25. 

Noncay : Christiana. $3.25. 

Denrfutrk: Copenhagen, $3. 

Russia : St. Petersburg, $4.50. 

Turkey : Constantinople, $4.50. 

Greece : Athens, $5. 

Spain: Madrid, $4.50. 

Portugal: Lisbon, $4.75. 
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WEST INDIES, MEXICO, AND CENTRAL AMERICA, 
Cuba : Havana, $3 ; Sagua la Grande, $2.50 ; Cienfuegos and Matanzas, $8. 

Principal Ports of 
Antigua, Bahamas, Barbadoes, Bermuda, Curacoa, Dominica, Grenada. Gua- 
deloupe, Hayti, Jamaica, Martinique, Porto Rico, St. Domingo, St. Eitts, 
St. IThomas, Trinidad, $3 ; Mexico, Guatemala, British and Spanish Hon- 
duras, Nicaragua, Costa Rica, Salvador, $6 ; Mexico via Railroad Mon- 
terey. 12.90 ; Chihuahua. $3,50 ; City of Mexico, $5. 

SOUTH AMERlCA^Principal P&rU of 

United States of Colombia, Venezuela, British, Dutch, and French Guiana, 
Brazil, Argentine Republic, Uruguay, Ecuador, Peru, Chili, also Falkland 
Islands, $6. 

ASIA— Principal Parts of 
Arabia, Asiatic Turkey, British India, Ceylon, China, Cochin China, Cyprus, 
Japan, Malacca, Penang, Pondicherry, Singapore, $6. 

AFRICA— Pnncipal Ports of 
Morocco, Algeria, Tunis, Tripoli, Egypt, Gkunbia, Sierra Leone, Liberia, 
Guiana, Angola, Madeira, Canary, Cape Verde, Fernando Po, St. Helena, 
Cape Colony, Natal, |6 ; Madagascar, Mauritius, Reunion, Seychelles Islands, 
$11. 

OCEANIC A VIA SAN FRANCISCO—Prindpal P&rts of 
Australia, Borneo, Celebes. Fiji Islands, Java, New Caleidonla, New Zealand, 
Philippine, Samoan, Sandwich, and Society Islands, Sumatra, Tasmania, |7. 
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